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I.     The  Oalvanometer. 

AS  one  of  the  particQlar  objects  of  these  Annals  is  to 
convey  practical  as  well  as  theoretical  information  in  those 
sciences  they  profess  to  promulgate,  it  is  proposed  as  a 
part  of  our  plan  to  describe  such  instruments  as  have  been 
employed  in  any  of  the  investigations  of  our  authors,  as  we 
think  may  not  be  generally  known  to  some  of  our  less  sci« 
en ti fie  readers:  and,  as  far  as  is  considered  necessary,  to 
give  such  practical  hints  respecting  the  use  of  those  instru- 
ments as  either  our  correspondents  may  communicate  to 
us,  or  as  our  own  experience  justifies.  In  the  present 
number,  the  Galvanometer  will  be  frequently  spoken  of; 
and  as  it  has  been  employed  in  various  forms,  a  description 
of  those  which  are  now  in  general  use  may  very  properly 
be  described  in  this  place. 

A  Galvanometer,  as  its  name  implies,  is  an  instrument 
for  measuring  a  Galvanic  force  emanating  from  a  conduct** 
ing  wire  which  is  the  transmitting  medium  of  an  electric 
current  flowing  from  the  positive  to  the  negative  pole  of  a 
Galvanic  or  Voltaic*  battery;  or  it  is  a  measurer  of  the 
force  of  any  electric  cunent,  from  whatever  source  of 
excitation  it  may  proceed. 

Its  action  depends  entirely  upon  the  principles  of  Elec- 
tro-magnetism, which  were  discovered  in  ISIO,  by  Professor 

*  The  same  instrument  is  as  frequently  called  by  one  of  these 
names  as  by  the  other :  but  as  it  is  the  invention  of  Volta,  and  not 
of  Galvani,  and  constructed  upon  principles  which  Yolta  discovered 
it  is  properly  the  Voltaic  battery. 
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QSrsted^of  Copeahan^en;  and  its  indications  are  deflections 
of  a  magnetic  needle  situated  within  the  sphere  of  the 
electro-dynaoiic  action. 

To  understand  the  distribation  of  this  force  in  the  ambi- 
ent medium,  let  us  permit  the  circular  part  c  of  fig.  1.  to 
represent  a  transverse  section  of  any  metallic  wire  trans- 
mitting an  electric  current;  and  let  the  direction  of  this 
current  be  from  the  end  c,  nearest  to  the  spectator,  to  the 
remote  end,  which  may  be  considered  at  some  distance 
behind  the  paper.  Then  the  distribution  of  the  force,  under 
these  circumstances,  would  be  at  right  angles  to  the  axis  of 
the  wire,  in  the  mi^ftoer  represented  by  the  jour  right  lines 
with  cross  heads  which  touch  the  circle:  the  whole  surface 
of  the  wire  being  supposed  to  be  surrounded  by  similar 
lines  of  force,  as  may  perhaps  be  better  understood  by 
consulting  fig.  2. 

In  order  to  familiarize  the  modus  operandi  of  this  force 
on  a  magnetic  needle,  let  us  admit,  for  the  present,  that  it 
is  itself  magnetic ;  and  that  our  tangential  lines  in  fig.  I 
and  2  are  the  true  representatives  of  a  few  of  the  multitudes 
of  virtual  elementary  magnets  which  encompass  the  con- 
ducting wire;  and  that  their  cross  heads  represent  poles 
corresponding  to  that  pole  of  the  needle  which,  in  this 
country,  is  solicited  by  the  northern  parts  of  the  earth. — 
Thus  circumstanced,  it  is  easily  perceived  that  any  mag- 
netic needle  placed  within  the  sphere  of  action  of  this  force 
would  be  operated  on  as  decidedly,  and  in  precisely  the 
same  manner,  as  one  magnet  operates  on  another;  and 
wonid,  if  properly  suspended,  eitner  by  a  silken  film,  or  on 
a  fine  point  as  «  n  or  ^  n'  fig.  1.  be  placed  at  right  angles  to 
the  axis  of  the  conducting  wire ;  with  its  north  pole  towards 
the  south  poles  of  the  electro-magnetic  lines  of  force  which 
are  nearest  to  it;  and,  consequently,  with  its  south  pole 
towards  the  north  poles  of  those  lines. 

Now,  as  the  direction  of  the  polar  lines  of  force  above  the 
wire  appear,  to  a  spectator  looking  at  the  section,  to  be 
opposite  to  that  of  the  lines  of  force  below  it,  the  needles 
which  are  exposed  to  the  action  of  those  forces  will  neces- 
sarily take  opposite  positions;  the  north  pole  of  the  one 
being  directed  towards  the  right,  and  that  of  the  other 
towards  the  left.  In  a  practical  point  of  view,  this  fact  is 
very  important,  as  it  enables  us  to  combine  needles  in  such  ^ 
a  manner  as  that  their  directive  tendency  may  be  nearly 
neutralized;  and  at  the  same  time  avail  ourselves  of  the 
electro-magnetic  force  on  both  sides  of  the  conducting  wire, 
as  will  be  more  particularly  pointed  out  presently.  It  must 
be  borne  in  mind,  however,  that  notwithstanding  the  ap- 
"'^aranceofthe  polar  arrangement  of  the  electro-magnetic 
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force  being  opposite  on  opposite  sides  of  the  wire  to  a 
spectator  placed  exterior  to  its  surface;  this  arrangement 
assumes  a  very  different  aspect  to  a  spectator  supposed  to 
be  placed  in  its  axis;  who,  looking  outwards  on  any  side 
he  pleases,  will  find  it  in  regular  and  uniform  order ;  one 
kind  of  poles  being  constantly  towards  his  rights  and  the 
other  kind  towards  his  left. 

Construction  of  the  Oatvanometer, — The  first  instrument 
which  bore  any  of  the  appearances  of  the  Galvanometers 
in  present  use  was  the  Multiplier  of  Professor  Schwcigger; 
which  was  simply  a  compass  box  with  a  copper  wire  coiled 
several  times  round  it,  whose  convolutions  were  parallel  to 
the  meridian  line  of  the  card.  This  instrument  being 
adjusted  to  the  magnetic  meridian,  its  needle  would  rest  in 
(he  plane  of  the  coil,  by  the  force  of  terrestrial  magnetism. 
If,  however,  the  ends  of  the  coil  wire  were  to  be  connected, 
one  with  the  positive  and  the  other  with  the  negative  poles 
of  a  Voltaic  battery,*  the  coil  would  become  a  channel  for 
an  electric  current;  and  the  electro-magnetic  force  of  this 
current  operating  on  the  compass^needle  would  deflect  it 
outof  its  natural  direction;  and  after  a  few  oscillations  it 
would  take  a  new  stationary  position.  This  new  position 
of  the  needle  would  not  be  at  right  angles  to  the  plane  of 
the  coi';  because  of  its  still  being  under  the  influence  of 
terrestrial  magnetism,  as  well  as  under  the  influence  of  the 
electro-magnetic  force;  but  it  would  form  an  angle  with  the 
meridian  line  of  the  compass-card,  the  extent  of  which 
would  depend  upon  the  extent  of  the  latter  force;  or,  if  you 
please,  upon  the  intensity  of  the  electro-dynamic  action 
which  kept  the  needle  from  returning  tp  its  terrestrial  line 
of  repose. 

If  now  we  consider  that  the  electro-magnetic  force  is 
equally  distributed  over  every  part  of  the  wire  forming  the 
coil,  it  is  obvious,  that  by  passing  the  wire  once  round  the 
compass-box,  directly  over  and  under  the  meridian  line  of 
the  card,  this  force  would  be  brou^rht  into  play  both  on  the 
upper  and  lower  sides  of  the  needle:  and  these  two  incre- 
ments of  force  would  conspire,   and  sustain  the  needle 


*  The  positive  and  negative  poles  of  a  compound  Voltaic  batteiy 
are,  respectively,  its  zxtfic  and  copper  ends;  and  a  wire  or  other  con- 
ductor, joining  those  poles,  would  permit  the  flow  of  an  electric 
current/rom  the  positive  to  the  negative  one.  When  the  battery 
consists  only  of  a  single  pair  of  plates,  the  electric  current  along 
the  conducting  wire  is  from  the  copper  to  the  zinc.  An  electric 
current  during  the  discharge  of  a  Leyden  jar,  is  from  the  positive 
to  the  negative  surface. 
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farther  from  the  meridian-line  than  either  of  them  alone 
would  do. 

To  familiarize  the  action  which  tends  to  the  production 
of  this  fact,  let  us  suppose  the  circles  c  and  z,  tig.  3,  to 
represent  transverse  sections  of  the  upper  and  lower  por- 
tions of  the  wire ;  and  that  the  source  of  electric  action  is 
a  sing;le  pair  of  copper  and  zinc  plates:  then  accordingly 
with  what  we  have  already  shown^  the  current  would  flow 
from  the  end  c  along  the  wire,  (which  imagine  to  be  bent 
over  the  farther  edge  of  the  compass-box^bdbind  the  paper) 
and  return  by  the  section  z.  This  being  understood,  tli^ 
right  lines  with  cross  beads  will  show  the  distribution  of 
the  polar  lines  of  electro-magnetic  force,  diie  to  the  advanc- 
ing and  returning  current.  The  north  poles  of  the  two 
portions  of  those  lines  which  are  situated  immediately 
between  the  upper  and  lower  parts  of  the  wire,  will  be 
observed  to  be  directed  towards  the  spectator's  right,  and 
all  the  south  poles  of  those  lines,  towards  his  left.  And  as 
the  needle  n  sis  placed  between  the  upper  and  lower  por- 
tions of  the  wire^  it  is  influenced,  principally,  by  those 
conspiring  forces;  and  is  sustained  out  of  the  magnetic 
meridian  by  their  joint  action. 

In  pursuing  this  illustration  we  may  now  readily  imagine 
that  by  passing  the  conducting  wire  once  round  the  com- 
pass-box^  the  electro-magnetic  action  on  the  needle  would 
be  double  that  which  would  be  due  to  either  the  upper  or 
lower  part  of  the  coil  alone.  This  being  admitted,  two 
such  coils  would  he  productive  of  four  times  the  single 
force,  and  three  coils  would  multiply  the  force  six  times, 
and  so  on :  and  hence  the  name  multiplier  being  given  to 
this  instrument.  By  this  means,  an  electric  current,  whose 
force  in  one  strand  of  wire  alone  would  be  too  feeble  to 
produce  a  perceptible  motion  of  the  magnetic  needle,  may 
easily  be  detected ; — sometimes  by  deflections  of  conside- 
rable extent. 

Instead  of  employing  a  compass-box  in  the  construction 
of  a  galvanometer,  it  is  now  usual  to  make  an  open  oblong 
coil  of  thin  copper  wire,  previously  covered  with  sewing 
silk,  in  the  manner  that  bonnet  wire  is  covered.  This 
silken  covering  is  intended  as  an  insulator,  to  prevent  the 
electric  current  from  passing  laterally  from  one  convolution 
to  another.  The  number  of  convolutions  in  each  coil 
varies  with  the  different  views  of  the  contrivers^  from  ten  to 
more  than  a  hundred  convolutions.  For  general  purposes 
perhaps  about  eighteen  or  twenty  convolutions  are  quite 
sufficient.  The  convolutions  are  usually  packed  close 
together,  and  the  coil  fixed  vertically  on  a  board;  and  each 
extremity  of  the  wire  frequently  terminates  with  a  small 
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cQp,for  the  purpose  of  holding  mercury,  which  issometiines 
usel'ttl  for  connecting  the  instranient  in  the  Voltaic,  or 
other  electric  circle.  The  needle  may  be  of  any  shape  the 
experimenter  thinks  proper.  Perhaps  long  thin  sewing 
needles,  with  the  points  and  eyes  cut  oflT,  answer  as  well 
as  any.  One  of  these,  when  magnetized,  may  be  sus- 
pended in  the  centre  of  the  coil,  by  means  of  a  silken  fibre, 
which  passes  through  an  opening  in  Che  upper  side,  as  seen 
in  fig.  4.  A  deep  groove  is  usually  cut  in  the  base  board, 
to  place  the  lower  edge  of  the  coil  in,  and  a  graduated 
card  for  measuring  the  angles  of  deflection,  is  pasted  to  the 
surface  of  the  board  over  the  groove. 

When  the  electric  forces  to  be  examined  are  but  feeble 
it  will  be  better  to  employ  two  needles,  with  their  like  poles 
in  opposite  directions,  as  represented  in  fig.  5.  The  ad  van- 
tages, derived  from  this  arrangement  are  that,  when  the 
needles  are  of  equal  power,  they  will  counteract  each  other's 
directive  tendency,  and  obey  the  influence  of  an  exceed- 
ingly slight  electric  action :  and  in  consequence  of  their 
positions,  with  regard  to  the  coil,  they  are  both  urged  in  the 
same  direction,  by  the  conspiring  electro-magnetic  forces, 
to  which  they  are  exposed.  The  needles  may  be  inserted 
in  any  light  substance,  as  a  thin  straw,  a  piece  of  dry  glass, 
or  a  narrow  slip  of  card ;  and  sustained  by  a  silken  film,  as 
in  thefi(;ure;  this  is  called  the  a«/a<tc  needle  galvanometer. 
The  angles  of  deflection  are  most  conveniently  read  o0*, 
when  the  graduated  card  is  placed  on  the  upper  side  of  the 
coil,  the  upper  needle  serving  as  the  index.  The  astatic 
needle  is  the  invention  of  the  late  Italian  Philosopher,  the 
Chevalier  Leopold  Nobili. 

As  the  electro-magnetic  force  is  known  to  decline  with  an 
increase  of  distance  from  the  conducting  wire,  another  im- 
portant point  to  be  observed  in  the  construction  of  these 
instruments  when  intended  either  for  the  detection,  or  the 
admeasurement  of  feeble  electro-dynamic  action,  is,  that 
the  upper  and  lower  sides  of  the  coil  should  be  no  farther 
asunder  than  is  necessary  for  the  free  motion  of  the  needle, 
between  them ;  and  the  upper  needle  should  .  be  adjusted 
so  as  to  move  as  close  as  possible  to  the  coil.  To  prevent 
undulations  of  the  air  from  disturbing  the  needles,  the  gal- 
vanometer should  be  covered  with  a  glass  shade.  Although 
the  appellation  Galvanometer  \s  usually  given  to  all  the  va- 
rious forms  of  Schweiggcr*s'  multiplier,  many  of  them  arc 
obviously  very  far  from  being  deserving  of  so  dignified  a 
title ;  and  are  of  no  farther  use  than  that  of  indicating  the 
mere  existency  of  an  electric  current.  Such  instruments 
have  sometimes  been  called  Galvanoscopes. 

Dr.  Ritchie*s  Torsion  Galvanometer,  we  believe,  is  not 
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generally  known,  and  as  it  possesses  some  peculiarities,  a 
description  of  it  will,  no  doubt,  be  interesting  to  many  of 
our  readers.  The  description  is  in  the  Doctor's  own  words 
as  we  find  it  in  the  "  Journal  of  the  Royal  Institution  of 
Great  Britain,  for  October,  1830. 

Dr,  Ritchie's  description  and  application  of  a  Torsion* 

Galvanometer, 

In  a  paper  which  appeared  in  the  first  part  of  the  Philo- 
sophical transactions  for  1830, 1  investigated  the  elasticity 
of  threads  of  ((lass,  and  applied  that  property  to  the  con- 
struction of  a  delicate  Galvanometer.  The  instrument  then 
described,  though  sufficient  for  most  purposes,  requires 
.some  modification  to  adapt  it  to  researches  of 'extreme  deli- 
cacy. The  description  of  the  instrument,  in  its  more  per- 
fect state,  with  a  few  of  its  numerous  applications,  will 
form  the  subject  of  this  communication. 

For  experimental  researches  in  electro-magnetism,  it  is 
extremely  useful  to  have  constantly  at  hand,  a  quantity  of 
copper  wire,  of  different  degrees  of  fineness,  coated  with 
sealing  wax.  The  most  convenient  mode  of  giving  the  wire 
this  coating  is  the  followin^:: — Stretch  the  wire  between 
two  supports,  heat  it  gradually,  from  one  end  to  the  other 
with  an  iron  bar  or  spirit  lamp,  and  continue  rubbing  the 
heated  part  with  a  stick  of  sealing  wax ;  the  wire  will  re- 
ceive a  fine  coating,  sufficient  to  prevent  metallic  contact, 
when  portions  of  it  are  pressed  together  in  the  construction 
of  any  piece  of  electro-magnetic  apparatus. 

Take  the  wire  thus  coated,  heat  it  slightly  to  prevent  the 
wax  cracking,  and  form  it  into  a  rectangular  shape,  con- 
sisting of  six,  eight,  or  ten  repitions  of  the  wire,  according 
to  the  delicacy  of  the  instrument  required.  The  upper  side 
of  the  rectangle  must  then  have  the  wire  separated  into  two 
equal  portions,  bent  round  a  small  cylinder,  and  then  con- 
tinued straight,  so  as  to  leave  a  circular  opening  in  the 
middle,  about  one  third  of  an  inch  diameter.  The  use  of 
the  circular  opening  in  the  upper  side  is  to  allow  a  slender 
axis,  carrying  the  magnetic  needles  to  pass  through  it,  in 
order  to  increase  the  power  of  the  instrument,  and  render 
the  compound  needle  astatic.  Portions  of  a  brass  tube 
about  an  inch  lon^,  are  to  be  soldered  to  the  ends  of  the 

*  *'  The  force  of  Torsion  is  the  effort  made  by  a  thread  which 
has  been  twisted,  to  untwist  itseli^  and  return  to  its  former  state. " 
And  was  first  employed  as  a  counterpoise  for  measuring  feeble  elec- 
tric and  magnetic  forces  by  Coulomb.  See  Dr.  Olinthus  Gregory's 
Translation  of  The  Abbe  Haiiy's  Natural  Philosophy.  Coulomb's 
Torsion  Balance  will  be  described  in  a  future  number. 
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wires  fortniiig  the  rectangle,  for  tbe  parpose  of  hoMitig  a 
small  qoantity  of  mercury,  to  render  tbe  metallic  contact 
complete.  Figs.  6  and  7  exhibit  a  vertical  sectioti  of  the 
rectangle^  and  a  horlKoutal  one  of  its  upper  side. 

Tbe  wires,  forming  the  rectangle,  are  pressed  close  toge* 
tfaer  and  secured  by  a  waxed  sewing  thread,  rolled  tightly 
round  them.    The  rectangle  is  then  fixed  in  a  rectangular 
box,  having  the  upper  sicto  formed  of  two  sliding  panes  of 
window  glass,  for  the  purpose  of  shutting  up  tbe  needle 
from  the  agitation  of  the  air.     Each  pane  has  a  small  semi- 
circle cutout  of  the  middle  of  the  edge  by  means  of  around 
file,  so  as  to  leave  a  circular  opening  directly  above  that 
in  the  rectangle.    Various  contrivances  for  suspending  tbe 
magnetic  needle  might  be  adopted.    The  following  is  per* 
haps  the  most  convenient : — Into  a  strong  wooden  sole  or 
base,  fix  two  upright  supports,  about  three  feet  long.*    A 
small  stage  at  the  top,  having  a  divided  circle  on  its  opper 
side,  and  which  may  be  elevated  or  depressed  at  pleasure, 
completes  the  frame  of  the  instrument.    The  stage  has  two 
holes  of  the  same  size  as  the  supports,  and  at  the  same  dis- 
tance, with  two  small  screws  passing  through  its  sides 
opposite  the  centres  of  the  openings  for  the  pnrpose  ef  fix^ 
ing  the  stage  scurely  at  a  proper  height.    A  small  cylin- 
drical wooden  key  or  peg,  having  a  small  bore  in  the  axis, 
for  the  purpose  of  receiving  the  end  of  the  glass  thread, 
passes  through  the  centre  of  the  divided  circle,  and  is  made 
to  torn  easily,  without  much  friction. 

After  numerous  trials,  the  following  appears  to  me  the 
best  mode  of  preparing  the  threads  of  glass,  so  as  to  have 
their  extremities  somewhat  thick  and  tapering,  for  the  par- 
pose  of  securing  them  in  the  Torsion  key,  and  in  the  axis 
which  carries  the  magnetic  needles.  Take  a  solid  rod  of 
glass,  or  a  piece  of  clean  thermometer  tube,  having  a  fine 
bore,  and  draw  out  one  of  its  ends,  as  in  fig.  8.  Direct 
the  very  point  of  the  flame  on  the  thick  portion  at  A,  and 
pull  it  out,  between  the  two  hands,  to  the  proper  length. 
As  it  is  hardly  possible  to  get  a  thread  of  glass  of  the  pro- 
per length  and  fineness  at  the  first  trial,  it  will  be  found 
necessary  to  draw  several,  and  select  the  one  best  adapted 
to  the  purpose. 

Two  slender  darning  needles,  of  the  best  steel,  are  then 
to  be  selected,  the  eyes  to  be  broken  ofi^,  and  the  ends  filed 
to  a  point  similar  to  the  other  ends,  and  then  strongly  mag- 
netized in  the  usual  way.f    The  needles  are  then  to  be 

*  The  fibres  suspending  the  mftgnetic  needles  of  galvanometers 
are  usually  about  a  foot  long.— -Edit. 
t  To  magnetize  a  needle  of  this  description,  it  is  only  lieceflsary 
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fixed  transversely  in  a  piece  of  straw  or  other  light  substance 
abpat  an  inch  long,  and  at  the  distance  of  about  half  an  inch 
from  each  other^  with  their  corresponding  poles  in  opposite 
directions ; — the  one  needle  intended  to  be  above  the  upper 
side  of  the  rectangle,  and  the  other  below  it.  One  end  of 
the  glass  thread  is  then  to  be  securely  fixed  in  the  end  of 
the  straw  or  light  axis,  by  means  of  strong  cement  or  seal- 
ing wax,  whilst  the  other  extremity  is  fixed  in  a  like  man* 
ner,  in  the  centre  of  the  Torsion  key,  A  single  fibre  of  silk, 
having  a  small  weight  attached  to  it,  is  fixed  to  the  lower 
end  of  the  axis,  and  made  to  pass  through  a  small  hole  near 
the  lower  side  of  the  rectangle,  for  the  purpose  of  keeping 
the  axis  carrying  the  needles,  in  the  centre  of  the  circular 
opening  in  the  coil.  The  upper  needle  has  two  pieces  of 
fine  straw,  several  inches  long,  fixed  on  its  ends,  so  that  the 
slightest  deflection  may  be  readily  observed.  The  extrem- 
ity of  one  of  the  straws  is  made  to  oscillate  between  two 
upright  pieces  of  glass,  to  prevent  the  needle  mpving  over 
an  extensive  arc,  and  thus  lengthen  the  time  necessary  to 
complete  an  observation.  The  whole  will  be  obvious  from 
the  simple  inspection  of  fiif.  9,  in  which  il  B  is  the  rectang- 
ular coil  of  wire, ;  NS,  S'  N\  the  magnetic  needles ;  C,  the 
stage  with  the  divided  circle  and  Torsion  key;  and  G.  the 
glass  thread.  If  instead  of  the  glass  thread,  the  needle  be 
suspended  by  a  sin<^le  fibre  of  silk,  the  instrument  becomes 
a  galvanoscope  of  extreme  delicacy.  The  following  expe- 
riment affords  a  striking  illustration  of  the  extreme  sensi- 
bility of  the  instrument  with  this  modification. 

Experiment  1.  File  off  a  few  grains  irom  a  piece  of  zinc 
and  copper,  by  means  of  a  coarse  file ;  place  two  of  (he.se 
near  each  other,  in  the  bottom  of  a  clean  watch  glass,  bring 
the  clean  ends  of  two  fine  copper  wires,  connected  with  the 
cups  of  the  galvanometer  in  contact  with  them,  and  then 
drop  over  them  a  small  quantity  of  dilute  acid,  and  the  com- 
pound nee<lle  will  be  deflected  several  degrees.* 

tQ  draw  il  eight  or  ten  times  over  the  pole  of  either  a  bar  or  horse- 
shoe magnet,  from  its  centre  to  one  of  its  points.  Then  turn  the 
needle  in  the  hand,  and  draw  its  other  half  in  a  similar  manner  over 
the  other  pole  of  the  magnet.  The  points  of  the  needle,  and  those 
poles  which  magnetized  them,  will  then  be  respectively  in  opposite 
magnetic  states.  In  a  future  number  of  this  work,  we  shall  have 
occasion  to  speak  more  particularly  of  the  manner  of  magnetizing 
steel  needles,  and  of  making  artificial  magnets  of  other  descrip- 
tions.— Edit. 

*  An  elegant,  and  perhaps  the  most  accurate  method  of  conduct- 
ing a  test  experiment,  for  ascertaining  the  delicacy  of  a  galvanoscope 
is  to  employ  cylindrical  metallic  wires,  copper  and  zinc  for  instance, 
of  small  dimensions,  and  immerse  them  to  some  standard  depth,  in 
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The  instroment  by  which  I  ascertained  the  existence  of 
a  voltaic  current  from  this  elementary  battery,  consisted  of 
a  greater  number  of  coils  in  the  rectangle,  and  the  needles 
were  light  and  strongly  magnetised. 

Galvanometers  used  by  Dr.  Faraday. 

Two  Galvanometers  which  have  been  employed  in  a  great 
variety  of  important  experiments,  are  described  as  below, 
in  the'87th.  and  205th.  articles  of  Dr.  Faraday's  "Experi- 
mental researches  in  Electricity.*'  Phil.  Trans,  ibr  1832. 

'Article  87.  '*The  Galvanometer  was  roughly  made,  yet 
safficiently  delicate  in  its  indications.  The  wire  was  of 
copper  covered  with  silk,  and  made  sixteen  or  eighteen 
cooyolutions.  Two  sewing  rieedles  were  magnetised  and 
passed  through  a  piece  of  dried  grass  parallel  to  each  other, 
bat  in  opposite  directions,  and  about  half  an  inch  apart; 
this  system  was  suspended  by  a  fibre  of  unspun  silk,  so  that 
the  lower  needle  should  be  between  the  convolutions  of  the 
maltiplier ;  and  the  upper  above  them.  The  latter  was  by 
much  the  most  powerful  magnet,  and  gave  terrestrial  direc- 
tion to  the  whole.  Fig.  10  represents  the  direction  of  the 
wire  and  the  needles  when  the  instrument  was  placed  in 
the  magnetic  meridian ;  the  ends  of  the  wire  are  marked  A 
and  B,  for  convenient  reference  hereafter.  The  letters  S 
aod  N  denote  the  south  and  north  ends  of  the  needle  when 
affected  merely  by  terrestrial  magnetism;  the  end  iV  is  there- 
fore the  marked  pole.  The  whole  instrument  was  protected 
by  a  glass  jar." 

Article  205.  **  To  obtain  perfectly  satisfactory  results,  a 
new  Galvanometer  was  constructed,  consisting  of  two  inde- 
pendent coils,  each  containing  eighteen  feet  of  silked  cop- 
per wire.  These  coils  were  exactly  alike  in  shape,  and 
number  of  tarns,  and  were  fixed  side  by  side  with  a  small 
interval  between  them,  in  which  a  double  needle  could  be 
hang  by  a  fibre  of  silk  exactly  as  in  the  former  instrument 
(87).  The  coils  may  be  distinguished  by  the  letters  K  L, 
and  when  electrical  currents  were  sent  through  them  in  the 
same  direction  they  acted  upon  the  needle  with  the  sum  of 
their  powers,  when  in  opposite  directions,  with  the  diffe- 
rence of  their  powers." 

distilled  or  in  fresh  rain  water.  The  electric  corrent  from  such  a 
standard  source  of  excitation,  being  made  to  traverse  the  coils  of 
different  galvanoscopes,  would  readily  detect  the  different  degrees 
of  sensibility  of  these  instruments.  A  moderately  delicate  astatic 
galvanoscope  will  show  a  deflection  of  five  or  more  degrees,  by  the 
electro-dynamic  action  of  two  such  wires,  one-twentieth  of  an  inch 
diameter,  having  two  inches  of  their  lengths  immersed  in  fresh  rain 
water,  for  two  seconds  of  time. — Edit.  ' 


1 0    Dr.  Robert  Hare's  description  of  a  large  Galvanometer. 

II.  Description  of  an  unusually  large  Galvanometer y  and 
of  a  powerful  Electro- Magnet,  ^c,  by  Robert  Hare, 
M.  D.  Professor  of  Chemistry,  tn  the  University  of 
Pensylvania ;  in  a  letter  to  Mr.  Sturgeon. 

Sir, 

A  work  of  yoars,  entitled  ''  Recent  experimental  research- 
es in  Electro-magnetism^  ^c. "  has  become  partially  known 
to  me  through  an  imperfect  copy  lent  by  a  friend.  This 
copy  extends  only  to  the  84th.  page,  and  does  not  comprise 
your  theoretical  views  on  the  nature  and  developement  of 
the  energies  of  the  Electric  Column,  &c.  &c.  which  I  am 
desirous  of  seeing,  having  been  engaged  lately  in  construct* 
ing  series  of  that  kind.  I  will  take  it  as  a  favor  if  you  will 
send  me  a  perfect  copy  of  the  work  in  question,  which,  as 
far  as  I  have  studied  it,  has  interested  me  greatly.* 

1  have  lately  constructed  some  multipliers  or  Galvano- 
meters of  a  larger  size  than  1  believe  to  have  been  used  io 
Europe.  The  needles  are  seventeen  and  a  half  inches  long. 
I  have  made  a  needleof  this  size  vibrate  ten  degrees  nearly, 
by  the  contact  of  a  disc  of  copper  of  less  than  an  inch  dia- 
meter with  a  disc  of  zinc  of  the  same  dimensions,  no  other 
excitement  being  used  than  pure  water.  I  find  that  tin  foil 
wound  up  alternately  with  thin  paper,  so  as  to  take  the  place 
of  (he  coil  of  wire  covered  with  silk  as  usually  employed, 
answers  very  well ;  but  in  the  most  sensible  of  my  instru- 
ments, I  have  copper  wire,  No.  16,  separated  at  the  corn- 
ers by  thin  paj^er,  and  well  varnished  with  shell  lac : — 168 
feet  of  wire. 

As  soon  as  I  beard  of  the  wonderful  magnet  of  Professor 
Henry,  I  repeated  his  experiments  with  copper  wire  varn- 
ished as  above  described ;  and  I  have  recently  made  a  mag- 
net  by  means  of  copper  wire,  shell  lac  varnish,  and  paper 
surrounding  the  iron,  which  in  proportion  to  its  weight, 
holds  more  than  his.  It  weighs  seventeen  pounds,  and  has 
held  seven  hundred  and  eighty-three  pounds.  It  is  furn- 
ished with  fourteen  coils  of  sixty  feet  each. 

*  The  work  in  question  was  proposed  to  be  published  in  two 
parts ;  the  first  of  which  appeared  in  1830,  and  was  that  which  Dr. 
Hare  had  seen.  Shortly  after  this  time,  and  before  the  second 
part  could  be  got  to  press,  the  Printer,  Mr.  Brown,  died  ;  and  by 
some  means,  the  manuscript  was  lost,  or  at  least  the  author  could 
never  recover  it,  though  frequently  asked  for.  Under  these  circum- 
stances, and  for  want  of  correct  notes,  many  of  the  experiments  had 
to  be  repeated,  and  the  whole  to  be  again  arranged.  This,  though 
a  work  of  no  great  labour,  yet  with  other  circumstances  connected, 
have  hitherto  prevented  its  appearance.  It  is  expected,  however, 
to  be  before  the  public  about  February  next. 
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I  am  desirous  to  repeat  some  of  your  experiments  with 
By  multipliers,  wkich  have  graduated  circles  proportioned 
io  the  needles.  I  omitted  to  mention  that  I  place  the 
needle,  which  acts  as  an  index,  above  the  coil,  and  its 
sradnated  circle  likewise.  This  renders  it  easy  to  inspect 
tbe  degrees.  I  also  place  another  needle  within  the  coil, 
properly  situated.  With  this  arrangement,  a  slight  dis- 
charge causes  a  very  active  movement.  It  is  not  unlikely 
however,  that  this  mode  of  experimenting  may  have  been 
resorted  to  by  you  and  others  who  have  been  much  more 
engaged  in  electro- magnetic  investigations  than  I  have. 

I  am.  Sir,  with  esteem. 

Your  obedient  Servant, 
Philadelphia,  Robert  Hare. 

April  5, 1832. 


HI.  On  the  ElecirO'Cliemical  action  exercised  by  simple 
metals  on  fluids,  by  William  Sturgeon,  Lecturer  on 
Experimental  Philosophy  at  the  Honourable  East  India 
Military  Academy,  Addiscombe. 

In  the  year  18-%  I  published  the  first  part  of  my  '^Expe* 
rimental  Researches  in  EUctro-magnetism,  Galtfanism,  ^*c" 
in  vrhich  are  detailed  several  experiments  bearing  directly 
on  the  doctrine  of  the  chemical  action  of  metals  on  acid 
and  other  solutions;  and  in  a  note  which  commences  at 
page  77,  I  have  giyen  a  pretty  exact  statement  of  the 
peculiar  views  which  I  then  took  of  the  nature  of  certain 
chemical  phenomena;  and  have  illustrated  those  views  by 
appropriate  experiments.  As  it  is  possible  that  the  work 
^Qded  to  may  not  be  known  to  many  of  the  readers  of 
this  joamal,  it  will  be  necessary  that  they  be  made  ac- 
quainted with  that  part  of  it  which  relates  immediately  to 
the  subject  in  question.     It  is  as  follows : 

"  Fig.  11  represents  a  glass  jar,  which  is  to  be  nearly 
filled  with  a  limpid  solution  of  sulphuric  acid ;  in  the  jar 
is  placed,  in  a  sloping  position,  a  slip  of  amalgamated 
lolled  zinc ;  no  gas  will  be  evolved.  Hold  a  slip  of  copper 
Also  in  the  solution,  and  no  gas  will  appear  while  the  two 
metals  are  separate.  Let  the  lower  edge  of  the  copper  slip 
touch  the  amalgamated  piece,  a  cloud  of  gas  will  imme- 
diately ascend  from  every  part  of  the  copper  surface,  but 
^in  single  bubble  from  the  amalgamated  zinc.  If  the  zinc 
^  forsied  into  a  disc^  and  laid  flat  in  the  bottom  of  the  jar, 
a  copper  vrire  held  vertically,  and  touching  the  centre  of 
^  xinc,  will  liberate  gas  at  every  part  of  it  which  is  below 
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the  surface  of  the  fluid;  and  as  no  gas  will  rise  fiom  the 
zinc  disc,  this  variation  of  the  experiment  will  have  a  "very 
pleasing  eflect. 

This  beautiful  and  interesting  experiment  appears  to  be 
exceedingly  well  calculated  to  direct  our  ideas  to  the  very 
fountain  of  chemical  action;  and  is»  without  exception^  the 
most  striking  manifestation  of  the  influence  of  simple  gal- 
vanic arrangements  in  starting  into  active  play  those  potent 
energies  which  are  exercised  in  the  chemical  change  of 
matter. 

Whilst  the  roetals  are  unconnected,  the  very  powers 
which  are  capable  of  reducing  their  symmetrical  forms  into 
rude  heterogeneous  masses,  are  suspended  within  the  boon* 
daries  of  their  own  surfaces,  or  securely  lodged  in  the  fluid 
molecular  which  surround  them.    But  if  once  the  metals 
touch,  the  magic  spell  is  broken — tranquility  vanishes  with 
the  velocity  of  lightning,— and  the  once  dormant  powers  of 
electricity,  as  if  by  enchantment,  instantly  sprinsr  into 
uncontrooled  activity, — flow  with  immeasurable  celerity^ 
and  precision  of  direction,  through  the  solid  and  fluid  group 
giving  new ybr»»  and  positions  to  their  obedient  elements. 
Again  separate  the  metals,  again  the  seal  is  closed, — the 
electric  spring  has  lost  its  powers,  and  receded  to  within 
the  barriers  of  the  inactive  elements,  where  it  once  more 
reposes  in  concealment. — Tranquility  is  thus  restored,  and 
chemistry  ceases  to  exist. 

If  we  would  trace  the  analogy  to  more  complex  electro- 
chemical actions,  some  of  the  experiments  already  descri- 
bed, and  others  which  will  soon  be  spoken  of,  will  ofler 
considerable  facilities  to  such  an  enquiry.  ^ 

The  electrical  characters  of  metallic  bodies  become  so 
very  materially  modified  even  by  imperceptible  transitions 
in  the  forms  of  their  roolecnlae,  that  it  is  next  to  impossible 
to  select  two  specimens  from  the  same  mass,  which  are 
precisely  in  the  same  electrical  state,  and  kindred  pairs  of 
some  of  the  metals,  such  as  iron,  zinc,  tin,  &c.  form  very 
active  galvanic  combinations,  the  energies  of  which  require 
no  very  nice  galvanometer,  nor  experimental  dexterity  fur 
their  detection. 

The  difierence,  which  by  experiment  is  thus  discovered 
in  the  electrical  characters  of  considerable  masses,  is  easily 
detected  by  a  similar  process  in  the  smallest  tangible  frag- 
ments ;  and  by  carrying  our  ideas  a  little  farther,  we  readily 
discover,  that  similar  electrical  relations  may  possibly  exist 
in  the  very  elementary  metallic  particles  of  which  those 
fragments  are  composed.  Hence  it  appears,  that  even  the 
smallest  atoms  of  the  same  metallic  body  may  relatively 
be  in  difierent  states  of  electricity ;  although  the  mass  itself 


exercised  by  simple  Metub  on  Fluids,  13 

taken  as  a  whole,  displays  a  decided  and  pecaliar  electric 
character  in  reference  to  ail  other  metallic  bodies. 

With  Uiis  view  of  the  electrical  state  of  meladiic  surfaces, 
it  requires  no  superlative  degree  of  penetration  to  discover 
that  multitudes  of  galvanic  circles  must  necessarily  spring 
into  active  play,  whenever  a  metallic  body  is  plunged  into 
a  fluid  medium  suitable  to  the  promotion  of  their  energies; 
for, if  we  consider  the  two  wires  in  the  experiment  (iig.  11) 
as  a  simple  elementary  pair  of  particles  already  in  galvanic 
action,  we  can  readily  transfer  our  ideas  to  two  particles 
in  similar  galvanic  operation  on  the  surface  of  a  piece  of 
zinc,  iron,  tin,  Sec.  bnt  as  that  surface,  when  extensive, 
consists  of  myriads  of  particles,  all  of  which  are  relatively 
in  different  states  of  electricity,  and  in  metallic  contact 
with  each  other,  there  must  also  exist  multitudes  of  ele-* 
mentary  pairs  in  active  operation ;  combining  with  oxygen, 
and  liberating  gas  at  their  respective  poles  as  decidedly  as 
itt  any  galvanic  arrangement  whatever ;  and  their  multitu- 
diooos  character  alone  prevents  our  distinguishing  them 
separately. 

It  will  not  be  necessary,  however,  to  extend  our  ideas 
so  far  as  to  consider  that  every  ultimate  particle  absolutely 
constitutes  a  galvanic  pole;  the  imagination  will  be  con- 
sidembly  relieved,  and  it  will  also  be  more  consistent  with 
reason  and  observation,  to  contemplate  those  particles  in 
congregated  groups;  the  relative  electrical  characters  of 
which  alone  will  satisfy  every  enquiry  as  regards  the 
decomposition  of  fluid  menstrua  by  metallic  bodies. 

When  a  metallic  body  is  plunged  into  an  acid  solution, 
the  points  on  its  surface,  from  which  gas  is  liberated,  are 
by  no  means  so  numerous  as  we  are  frequently  led  to  ima- 
gine; and  when  the  proportional  quantity  of  acid  to  water 
is  very  small,  those  points  may  be  easily  distinguished 
from  each  other,  and  even  enumerated  by  close  attention. 

ExperiM^ent  a. — Let  a  glass  tumbler  be  nearly  filled  with 
water,  mixed  with  a  few  drops  of  sulphuric  acid ;  introduce 
a  piece  of  clean  sine,  about  the  size  of  a  half-crown,  and 
let  it  rest  at  the  bottom  of  the  vessel.  When  this  appara- 
tus is  perfectly  steady,  it  will  be  observed,  by  looking 
attentively  through  the  glass,  that  the  points  from  which 
the  hydrogen  is  liberated,  are  comparatively  but  very  few 
in  number.  The  experiment,  when  the  acid  is  properly 
diluted,  is  exceedingly  interesting,  and  has  a  very  pleasing 
effect.  The  gas  rises  in  distinct  streams,  which  do  not 
mix  into  a  confused  cloud  till  it  has  ascended  to  a  conside- 
rable height  above  the  metallic  surface.  These  gaseous 
fountains  may  be  regarded  as  so  many  galvanic  poles, 
which  will  be  more  or  less  active,  according  to  the  relative 
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electric  states  of  Uie  different  groaps,  or  p:irts  of  the  metal- 
lic surface;  and  also  according  to  the  relative  electric  statess 
of  the  constitaent  parts  of  ihe  lioid  medium.  The  number, 
as  well  as  the  energies  of  those  poles  or  fountains,  will 
likewise  be  regulated  by  these  electrical  qualities  of  the 
solid  and  fluid  parts. 

It  very  often  happens,  that  the  fountains  of  gas  are  at  some 
considerable  distance  from  each  other  on  the  surface  of  the 
zinc  plate ;  the  observer  may  then  select  any  one  of  them 
for  a  second  experiment,  which,  in  a  philosophical  poiat  of 
view,  is  quite  as  interesting  as  the  former,  and  proves 
most  decidedly  that  those  fountains  are  of  galvanic  origin  ; 
for  their  energies  may  be  so  completely  controuled  that  the 
experimenter  may  exalt,  diminish*  or  even  annihilate  them 
at  pleasure,  upon  the  most  rigid  galvanic  principles. 

Experiment  b, — When  an  iiidividual  fountain  has  been 
selected,  let  a  thin  copper  wire  touch  the  zinc  plate  at  a 
point  not  very  distant  from  it;  gas  will  not  flow  from  the 
fountain  so  rapidly  as  at  first,  but  will  be  copiously  libe- 
rated at  the  surface  of  the  copper  wire.  Bring  the  wire 
still  nearer  to  the  fountain,  and  the  stream  of  gas  will  be 
much  thinner,  and  it  will  become  more  and  more  slender 
as  the  wire  approaches  it;  till  at  last,  when  the  wire  has 
arrived  sutiiciently  near,  the  fountain  will  cease  to  play. — 
If  the  wire  be  made  to  recede  gradually,  the  fountain  will 
re-commence  with  the  appearance  of  an  exceedingly  thin 
slender  stream,  the  density  and  dimensions  of  which  will 
increase  as  the  wire  becomes  more  distant;  and  when  the 
wire  is  entirely  removed  from  the  zinc  plate,  the  energies 
of  the  fountain  will  appear  as  active  as  at  first. 

Experiment  c. — ^When  several  copper  wires  touch  the 
zinc  plate  in  different  places,  each  wire  will  liberate  gas^ 
and  the  activity  of  the  fountains  on  the  surface  of  the  zinc 
will  be  considerably  abated.  When  the  wires  are 
sufficiently  numerous,  every  one  of  the  fountains  will  be 
extinguished,  and  gas  will  be  liberated  at  the  copper  wires 
only ;  showing  in  a  very  impressive  manner,  that  the  natu- 
ral galvanic  energies  of  the  zinc  which  produce  those  foun- 
tains are  susceptible  of  being  overpowered  by  the  artificial 
galvanic  energies  which  have  superceded  them,  and  which 
have  produced  new  fountains  of  gas  at  the  newly  estab- 
lished artificial  poles. 

This  variation  of  the  experiment  will  give  the  observer  a 
pretty  good  ideaof  what  may  be  very  appropriately  termed 
natural  galvanic  circles;  proving  also  that  multitudes  of 
them  may  exist  in  active  play  at  the  same  moment,  on  the 
same  metallic  surface. 

Experiment  d. — ^The  illustration  will  be  considerably 
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improved,  if  the  zinc  plate  be  amalgamated,  and  a  few 
coajnse  copper  filings  scattered  on  its  surface.  It  will  bo 
observed  that  every  particle  of  copper  will  become  a  s^alva- 
mc  pole,  and  liberate  gas  with  the  greatest  promptitude, 
and  bighl}  imitative  of  the  natural  galvanic  process  on  the 
surface  of  a  piece  of  zinc  when  plunged  into  a  similar 
solution.  ' 

Experiment  e. — If,  in  place  of  the  copper  wire,  (ex,  b.) 
a  narrow  slip  of  amalgamated  zinc  be  employed,  the  foun- 
tain, instead  of  being  annihilated,  will  become  more  active 
by  a  close  approximation  of  the  amalgamated  piece; — 
because  the  latter  has  an  opposite  electrical  relation  to  the 
zinc,  to  that  displayed  by  the  copper,  (article  45)*  These 
appearances  are  very  easily  produced  when  the  fountains 
are  but  few  in  number,  and  not  very  active;  but  it  fre- 
quently happens  when  a  slip  of  amalgamated  zinc  is 
employed,  that  part  of  the  mercury  runs  to  the  other  piece, 
and  spreads  itself  over  the  fountain,  which  immediately 
becomes  extinct,  by  havin*;  its  electrical  character  changed. 

To  prevent  confusion,  it  will  be  necessary  to  draw  a  line 
of  demarcation  between  galvanic  combinations  bhA  circles 
of  the  two  different  characters — natural  and  artificiaL — 
Natural  galvanic  combinations  are  those  which  I  consider 
•to  exist  naturally  in  the  same  piece  of  metal;  whether  it 
be  an  amalgum,  an  alloy,  or  di  pure  metal;  the  latter  class 
of  which,  1  imagine,  are  but  very  few  in  number.  These 
natural  combinations  are  brought  into  play  when  the  piece 
is  plunged  in^oa  fluid  medium  suitably  adapted  to  promote 
their  energies;  as  for  example,  zinc  into  diluted  sulphuric 
acid.  When  thus  situated,  natural  galvanic  circles  are 
formed,  the  energies  of  which  I  consider  to  be  the  cause 
of  what  is  termed  the  chemical  action  between  the  metal 
and  the  acid  solution;  and  consequently  tlhat  action,  a 
galvanic  phenomenon , 

Artificial  galvanic  combinations  are  all  those  which  are 
formed  of  two  or  more  pieces,  whether  those  pieces  be  of 
two  or  more  distinct  metals;  or  of  the  same  kind  of  metal 
in  different  states  of  compression,  figure,  polish,  size,  &c., 
or  of  any  combination  whatever  consisting  of  more  than 
one  piece  of  metal,  and  one  flmd  medium.  Hence  the  cop- 
per wires,  or  filings,  with  the  zinc  plate  in  the  preceding 
experiments,  formed  artificial  galvanic  combinations ;  and 
were  merely  illustrative  of  the  natural  galvanic  combina- 
tions which  axe  considered  to  exist  only  in  the  self -same 
pkce. 

Now,  it  is  evident  by  the  illustrative  experiment  d,  that  all 
the  natural  coiabiBations  on  the  surface  of  a  piece  of  metal 
may  be  coatempjated  collectively,  and  regarded  as  one 

*  Of  the  Original. 
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combination  only;  for  the  amalg^amated  piece  ofzinc,  srivin; 
off  no  gas,  can  Lave  no  very  energetic  nataral  combina- 
tions ;  and  those  which  do  exist  are  too   insignificant  to 
compete  with  the  artificial  combination  formed  by  the  plate 
and  one  single  particle  of  copper  only.     These  natural 
combinations  may,  therefore,  be  considered  as  absolnteljr 
neutral  amongst  themselves,  when  several  particles  of  cop- 
per are  in  contact  with  the  amalgamated  plate,  the  surface 
of  which  may  then  be  regarded  as  in  one  uniform  state  ^f 
electricity ;  and  the  particles  of  copper  as  uniformly  in  the 
opposite  state.    But  each  particle  of  copper  liberates  ga«  ; 
and  is  consequently  a  galvanic  pole,  and  necessarily  be- 
longs to  a  galvanic  circle,  which  possesses  a  pole  of  the 
opposite  character.     This  latter  pole  is  to  be  found  in  the 
amalgamated  zinc ;  and  to  the  same  source  we  are  to  trace 
as  many  galvanic  circles  as  there  are  particles  of  copper 
in  contact  with  it.     But  the  amalgamated  zinc  is  in  one 
uniform  stcUe  of  electricity^  and  therefore  notwithstanding 
the  number  and  individuality  of  poles  which  it  supplies, 
this  uniformity  of  its  electrical  character  pronounces  it  to 
be  one  individual  aggreaate,  or  concentrated  pole,  to  all  the 
existing  galvanic  circles.     Precisely  the  same  reasoning 
holds 'good  by  reversing  the  experiment;  for  if  several 
particles  of  zinc  be  placed  on  a  copper  plate,  each  particle  * 
will  become  a  galvanic  pole ;  and  the  copper,  by  embracing 
all  the  opposite  poles  in  one  uniform  electric  character, 
will  become  one  aggregate  or  concentrated  pole  teas  many 
galvanic  circles  as  there  are  particles  of  zinc  in  contact 
with  it.    Hence  we  discover  that  a  galvanic  combination 
may  bo  divided  into  as  many  branches  as  we  please,     it 
may  have  one  positive  pole  and  one  negative  pole ;  it  may 
have  one  of  either  character,  and  as  many  of  the  other  as 
we  please ;  or  it  may  have  a  multiplicity  of  both  at  the  same 
time,  and  still  be  one  galvanic  combination  only.    It  ap- 
pears, therefore,  that  much  of  the  difficulty  in  comprehend- 
ing the  multitudinous  character  of  natural  galvanic  combi- 
nations speedily  vanishes  by  this  mode  of  reasoning ;  for 
whether  we  contemplate  those  combinations  separately  or 
collectively, — whether  as  an  assemblage  of  combinations,  or 
as  one  combination  only,  we  uniformly  arrive  at  the  same 
conclusion^  viz.,  that  a  number  of  points  on  the  surface  of 
a  piece  of  metal,  although  relatively  in  diflferent  states  of 
electricity,  are,  when  taken  collectively,  and  as  a  whole, 
uniformly  in  the  same  state,  as  regards  all  the  rest  of  the 
surface,  which  must  of  necessity,  be  as  uniformly  in  the 
opposite  electric  state.  Those  points  will,  therefore,  become 
distinct  galvanic  poles  to  circles,  which  may  be  traced  to 
one  aggregate  or  concentrated  polo  of  the  opposite  kind  • 
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Now,  as  those  points  or  poles,  which  have  hitherto  been 
considered  separately,  and  distinct  from  each  other,  are 
all  of  the  same  electric  character  (say  negative)  as  regards 
the  aggregate  positive  pole ;  they  also  may  be  regarded  as 
forming  one  eiggregeite  negative  pole,  and  consequently,  the 
whole  of  the  metallic  surface  in  two  distinct  states  of  elec- 
tricity. By  this  simplification,  we  find,  that  notwithstand- 
ing the  multitudes  of  natural  galvanic  combinations  which 
may  possibly  exist  on  the  surface  of  a  piece  of  metal ;  and 
the  various  changes  of  energy  and  position,  which  they  may 
experience  during  the  natural  galvanic  process,  they  will 
always  be  divided  into  two  grand  divisions,  which  will  be 
positive  and  negative  as  regards  each  other ;  and  the  metal- 
lie  surface  itself  will,  at  all  times,  operate  as  one  natural 
galvanic  combination  only. 

The  reader  will  now  find  little  difficulty  in  comprehend- 
mg  what  I  have  considered  as  natural  galvanic  combina- 
tions. They  are  supposed  to  exist  in  all  the  metals,  and 
perhaps  in  other  bodies,  but  with  different  degrees  of  ener- 
gy in  each.  These  views  of  natural  galvanic  combinations 
appear  to  me  well  calculated  to  remove  some  of  those  diffi- 
culties which  have  hitherto  been  stumbling  blocks  in  this 
branch  of  philosophy ;  but  with  what  reception  they  may 
experience  from  others,  is  not  for  me  to  determine. 

Considering  that  heat  might  possibly  develope  the  ener- 
gies of  natural  metallic  combinations,  J  was  induced  to 
make  experiments  with  single  pieces  of  metal,  and  have 
found  that  some  x>f  them  become  highly  electro^magnetic  by 
that  process.  The  experiments  will  be  described  in  subse- 
quent pages.'' 

Whatever  may  be  the  cause  which  gives  a  difierent 
electric  character  to  dissimilar  metals,  it  is  reasonable  to 
expect  that  the  same  influence  will  be  extended  to  the 
particles  of  other  dissimilar  matter,  and  that  the  simple 
gases  have  each  a  peculiar  electric  character,  and  that 
when  combined,  either  in  simple  pairs,  or  in  any  other 
proportions,  the  compound  particles  will  necessarily  be  as 
distinctly  electro-polar  as  the  copper  and  zinc  in  a  voltaic 
pair;*  and  as  susceptible  of  polar  separation,  by  superior 

*  The  Voltaic  plates,  which  are  usually  manufactured  in  London 
and  sold  in  the  Instrument  makers'  shops,  are  a  pair  of  discs,  one 
of  copper,  the  other  zinc ;  which  vary  in  size  from  four  to  ten  or 
more  inches  in  diameter,  according  to  the  fancy  of  customers.  One 
surface  of  each  disc  is  made  penectly  flat  and  smooth ;  the  other 
side  of  each  is  furnished  with  a  socket,  in  which  is  cemented  a  glass 
handle,  for  the  purpose  of  insulating  the  plates  from  the  hands  of 

iVo.  1 ;  October,  1836.  C 
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electric  forces,  as  the  particles  of  red  lead  and  sulphur  in 
the  long  neglected  but  highly  interesting  experiments  of 
Lichtenburg  and  Cavallo.*  Hence  it  is>  and  from  no  other 
known  cause,  that  chemical  compounds  are  decomposable 
and  their  constituent  elements  uniformly  arranged  by  elec* 
trie  action :  some  requiring  a  greater,  and  some  a  lesser 
degree  of  force  to  effect  their  separation. 

The  electro-polar  forces  naturally  existing  in  some  of 
the  metals,  even  in  the  purest  state  they  have  hitherto  been 
procured,  are,  perhaps,  more  energetic  than  those  of  any 
single  voltaic  pair  that  can  be  formed  of  two  distinct  pieces 
of  dissimilar  metals ;  and  some  of  the  most  formidable  of 
those  forces,  (on  the  surfaces  of  metals  in  common  use,) 
are  presented  by  iron  and  by  zinc. 

If  a  piece  of  zinc  or  iron  be  immersed  in  distilled  water, 
its  polar  particles  and  those  of  the  water  being  brought  to 
witibin  the  sphere  of  each  other's  action,  begin  to  operate 
on  each  other ;  and  the  reciprocal  polar  forces  mutually 
assisting  each  other,  are  enabled  to  separate  the  constitu- 
ent particles  of  the  aqueous  compound  :  the  oxygen  being 
carried  to  the  positive  poles  of  the  metallic  surface,  and 
the  hydrogen  to  the  negative  poles,  according  to  the  well- 
known  laws  of  electro-chemical  action  by  the  energies  of 
the  voltaic  pile.  By  this  means  a  continual  interchange  of 
the  electric  fluid  takes  place  between  the  polar  points  on 
the  surface  of  the  metid,  and  the  fluid  particles  to  which 
they  are  presented  ;  and  multitudes  of  elementary  electric 

the  operator.  When  these  plates  are  held  by  the  glass  handles, 
and  their  smooth  faces  brought  into  close  contact,  a  portion  of  the 
electric  fluid  which  previously  occupied  the  copper,  passes  to  the 
zinc  plate,  which  is  easily  detected  by  separating  the  plates  sud- 
denly, and  applying  either  of  them  to  the  cap  of  a  gold  leaf  elect- 
roscope (an  instrument  to  be  described  in  a  future  number  of  these 
Annals.)  The  zinc  exhibits  a  state  of  positive,  the  copper  that  of 
negative  electrization.  Instead,  however,  of  insulating  both  plates, 
it  will  be  found  more  advantageous  to  insulate  that  only  whose 
electricity,  afler  contact,  is  to  be  exhibited. 

*  If  the  powders  of  red  lead  and  sulphur  be  intimately  mixed 
together,  and  put  into  a  spring  puff,  such  as  hair-dressers  sometimes 
use  for  powdering  wigs,  and  then  projected  from  the  puff  through 
the  air,  against  a  resinous  cake  or  paper  tea-board,  the  different 
parts  of  whose  surface  is  in  different  electric  conditions,  or,  if  you 
please,  some  parts  positively  and  others  negatively  electric ;  the 
particles  of  the  sulphur  will  fly  to  the  positive  surfaces,  and  those 
of  the  red  lead  to  the  negative  surfaces ;  showing  that  the  red  lead 
and  sulphur  were  in  different  electric  conditions.  Many  other  mix- 
tures of  powders  show  a  similar  phenomenon. 
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currentis  are  thas  produced^  which  flow  through  the  metal- 
lic and  fluid  media  in  directions  as  exact  as  any  voltaic 
pair ;  and  those  directions  as  diversified  as  the  variety  of 
positions  of  the  elementary  poles  in  their  general  distribu- 
tion over  the  surface  of  the  metal. 

The  positions  of  the  polar  points  on  the  surface  will 
frequently  change  during  the  dissolution  of  the  metal  on 
various  accounts ;  depending  upon  the  deposition  of  oxide, 
formed  by  the  first  and  subsequent  currents,  the  texture  of 
the  metallic  points,  their  polish  as  they  are  arrived  at 
during  the  process,  their  crystaline  structure,  and  perhaps 
upon  many  other  causes  of  a  still  more  recondite  nature. 
Every  succeeding  surface  of  the  metal  will  thus  present  its 
peculiar  arrangement  of  assailing  poles  to  the  contiguous 
fluid  particles,  which,  in  consequence  of  their  electric 
omniparity, — susceptibility  and  independency  of  motion, 
ofier  neither  inequality  of  force,  nor  united  energy  to  resist 
the  attack;  but  obsequiously  arranging  themselves  under 
the  influence  of  their  assailants,  become  vanquished 
indimduaUy  at  every  point;  and  resign  their  constituent 
elements  to  the  superior  electric  forces  to  which  they  are 
continually  exposed. 

It  is  true  that  the  decomposition  of  distilled  water  is  slow 
by  the  natural  polar  energies  on  the  surface  of  a  piece  of 
zinc,  or  of  a  piece  of  iron,  but  still  the  process  is  conside- 
rably more  rapid  than  that  which  would  proceed  from  the 
electric  action  of  any  binary  metallic  combination,  on  whose 
surfaces,  whilst  separate,  the  natural  electro-polar  forces, 
are  not  energetically  displayed.  But  if  the  polar  energies 
be  of  an  exalted  character  on  zinc  and  on  iron,  they  are 
infinitely  more  so  on  the  surfaces  of  sodium  and  potassium, 
metals  which  decompose  water  with  an  amazing  rapidity. 

It  will  now  be  easily  understood  how  it  happens,  that  a 
piece  of  zinc,  (and  the  same  reasoning  applies  to  iron  and 
some  other  metals)  which,  before  it  entered  the  water,  was 
quite  smooth  and  clean,  becomes  rough  and  asperous  by 
long  immersion;  for  the  oxygen  being  the  only  part  of  the 
water  which  unites  with  the  metal,  becomes  uncquably 
distributed  over  its  surface,  at  its  positive  poles  only :  the 
negative  poles  of  the  metallic  surface  having  nothing  to 
combine  with,  are  left  unmolested,  and  for  a  while  remain 
as  prominent  as  at  first  But  as  the  process  advances,  the 
changes  of  position  of  the  metallic  poles,  which  are  conti- 
nually going  on,  being  attended  by  corresponding  changes^ 
in  their  electric  conditions,  those  points  on  the  surface, 
which  previously  had  been  electro-negative^  will  occasion- 
ally become  electro-positive,  and  consequently  will,  in  their 
turn,  become  blended  with  oxygen,  liberated  from  the 
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aqueous  particles  to  i^hich  they  are  immediately  presented ; 
hence  it  is^  that  every  part  of  the  surface  becomes  eventu- 
ally oxidized.  But  at  whatever  period  of  the  process  we 
examine  the  metal,  its  surface  is  found  to  be  asperous ; 
which  is  a  natural  consequence  of  the  multitude  of  electric 
poles,  which  had  been  in  play  in  the  electro-chemical 
process. 

I  have  selected  distilled  water  for  the  fluid  medium, 
merely  to  simplify  the  illustration  of  the  view  which  I  have 
taken  of  the  cause  of  this  class  of  chemical  phenomena; 
but  the  same  principles  equally  apply  to  the  dissolution  of 
metals  in  other  fluid  menstrua,  and  are  much  more  beauti-^ 
fully  displayed  when  the  action  is  of  a  more  vigorous 
character.  If,  for  instance,  the  water  were  to  be  mixed 
with  an  acid,  (say  the  sulphuric),  the  polar  energies  would 
become  considerably  more  active,  and  the  decomposition 
of  the  liquid,  and  disappearance  of  the  metal,  proportion- 
ally more  rapid.  The  surface  of  the  latter  would  soon 
become  ei^ceedingly  rough,  but  the  asperities  would  fre- 

auently  change  their  positions  before  the  metal  entirely 
isappeared. 

Moreover,  a  rough  zinc  surface  promotes  this  voltaic 
action  to  a  greater  extent  than  one  which  is  smooth. — 
Hence  it  is,  that  the  action  is  not  so  formidable  whilst  the 
zinc  surface  is  smooth  and  clean,  at  the  first  immersion,  as 
it  is  a  short  time  afterwards,  when  the  surface  has  assumed 
a  more  decided  asperous  character.  And  hence  also,  that 
cast  zinc  has  more  formidable  poles  than  rolled  zinc ;  not 
only  at  first,  but  during  the  whole  time  of  the  metal's  disso- 
lution; and  consequently  becomes  more  rapidly  destroyed 
in  similar  acid  solutions. 

It  is  also  on  this  account  that  cast  zinc  loses  a  greater 
portion  of  its  real  electric  character,  as  a  distinct  metal,  in 
the  voltaic  series,  than  rolled  zinc  does ;  and  forms  with 
copper,  a  feebler  combination,  than  when  in  the  latter 
compressed  state;*  and  when  the  natural  electric  poles,  on 
a  tolerably  smooth  surface,  become  nearly  extinct  by  a 
covering  of  mercury,  the  zinc  assumes  its  real  electric 
character  more  decidedly,  than  in  either  of  its  former  con^ 


•  Should  Dr.  Faraday  happen  to  read  this  paper,  as  in  all  proba-r 
bility  he  will,  it  may  possibly  remind  him  of  the^r*^  source  of  his 
information  respecting  the  superiority  of  rolled  over  cast  zinc  in  the 
construction  of  Voltaic  batteries ;  a  piece  of  information  which  he 
has  neglected  to  communicate  to  the  readers  ot  the  Philosophical 
Transactions  for  1835.  Dr.  Faraday's  polite  concessions,  however, 
in  other  similar  cases,  leave  no  doubt  of  his  early  attention  to  this. 
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ditions.  On  which  account^  it  forms  with  copper  a  dtill 
more  formidable  voltaic  combination,  than  even  pure  zinc 
rolled  does,  without  such  electro-neutralizing  amalgamation. 

Experiment. — If  a  slip  of  zinc,  of  any  breadth  whatever^ 
bent  into  the  form  a,  o,  b,  fig.  12,  and  have  its  extremities 
a  and  b,  immersed  to  the  same  depth  in  an  acid  solution ; 
a  compass  needle,  ft  s,  placed  as  in  the  figure,  will  soon 
indicate  the  presence  of  an  electric  current  in  the  parts 
between  which  it  is  placed:  and  by  its  various  movements, 
and  occasional  stationary  positions,  we  learn  that  electric 
currents  set  in,  sometimes  in  one  direction  and  sometimes 
in  the  other,  during  the  dissolution  of  the  metal  in  the  fluid 
menstrua ;  which  is  a  consequence  of  the  manifold  changes 
of  number,  position,  and  energy  of  the  natural  electric 
poles  on  the  surface  of  each  immersed  extremity  of  the 
metal. 

Experiment. — If  the  end  a,  of  another  similarly  formed 
slip  of  zinc,  be  immersed  in  a  strong  nitric  acid  solution, 
and  the  end  b,  in  a  feeble  one,  placed  in  two  cells  of  a 
trough  or  box,  having  a  bladder  partition  between  them ; 
the  needle  will  soon  be  steadily  deflected,  indicating  a 
current  to  be  running  along  the  metal yrom  <t  to  d,  a  pheno- 
menon easily  accounted  for  upon  the  principles  I  have 
been  endeavouring  to  establish  :  for  the  stronger  acid 
solution  giving  greater  facility  to  the  play  of  the  electric 
currents  proceeding  from  the  polar  energies  on  the  surface 
of  the  metal  immersed  in  it,  than  the  feeble  acid  solution 
does  fo  the  play  of  electric  currents  on  the  other  surface ; 
much  of  the  real  electric  character  of  the  extremity  a  will 
be  lost,  or,  if  you  please,  it  will  receive  mare  fluid  from  the 
stronger  acid  solution  than  iis  received  by  the  othet  extre- 
mity from  the  feebler.  On  which  account  it  will  be  in 
precisely  the  same  electric  relation  with  the  other  extremity 
as  copper  is  with  zinc,  and  will  consequently  operate  as  a 
distinct  metal  in  combination  with  the  extremity  6,  which 
has  not  its  natural  electric  character  so  much  disturbed. — 
A  slip  of  copper  exhibits  facts  of  a  similar  nature. 

I  know  of  no  received  theory  of  chemical  action  that  will 
satisfactorily  explain  the  corrosion  of  metallic  surfaces 
when  exposed  to  acid  and  other  fluids:  nor  why  some 
metals  are  dissoluble  by  almost  any  liquid  to  which  they 
are  exposed,  whilst  others  require  certain  acid  or  alkaline 
fluids  to  accomplish  their  complete  dissolution.  These 
problems  which  have  so  long  been  shrouded  in  mystery 
may  now  probably  receive  a  natural  and  easy  solution. — 
The  surfaces  of  the  purest  metals  are  unequably  electrical, 
and  consequently  electro-polar:  but  their  natural  combina- 
tions are  less  powerful  than  those  on  the  surface  of  metals 
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of  a  coarser  texture.  Hence  it  is,  that  acid  particles  sus- 
ceptible of  separation  by  feeble  electric  forces,  become 
necessary  to  bring  their  polar  arrangements  into  electro- 
dynamic  play.  This  once  accomplished^  their  disfiguration 
is  certain^  and  the  multitudes  of  electric  whirlpools  to 
which  they  are  exposed,  eventually  terminate  their  solid 
existence. 

The  same  principles  which  explain  the  dissolution  of 
metals  in  acid  and  other  solutions,  apply  equally  to  the 
precipitation  of  metals  from  those  liquids  of  which  they 
form  a  part.  A  piece  of  iron  immersed  in  a  solution  of 
sulphate  of  copper  will  presently  have  its  natural  electro- 
negative poles  capped  with  metallic  copper;  which  are  so 
exceedingly  numerous  that  the  surface  becomes  nearly 
cased  in  a  very  short  time.  The  positive  poles,  in  the  mean 
time,  are  supplied  with  oxygen  from  the  liquid,  which 
unites  with  the  iron,  and  a  new  compound  is  formed.  The 
copper,  now  attached  to  the  iron,  and  the  uncovered  parts 
of  the  latter  metal,  form  new  voltaic  combinations,  and  the 
deposition  goes  on  whilst  there  is  a  sufficient  degree  of 
electric  energy  to  withdraw  the  cuperous  particles  from  Che 
liquid  in  which  they  are  suspended. 

The  lead  tree,**  the  arbor  Dianas,  and  other  metallic 
arborizations,  are  phenomena  of  the  same  class,  and  are 

*  The  Lead  tree  or  Philosophical  tree,  as  it  is  sometimes  called, 
is  thus  made.  Dissolve  an  ounce  of  acetate  of  lead  in  about  half  a 
pint  of  water.  When  the  sediment  has  settled,  pour  the  clear 
liquor  into  a  large  vial;  and  suspend  in  it  a  piece  of  clean  zinc.—- 
The  bottle  is  now  to  be  placed  where  it  will  not  be  shaken,  and  in 
a  few  hours  brilliant  films  or  metallic  leaves  will  be  suspended  from 
various  parts  of  the  zinc  surface. 

When  a  large  metalli<f  arborization  is  wanted,  a  plain  globular 
decanter  will  give  it  the  best  appearance.  The  solution,  in  proper 
proportions,  may  nearly  fill  the  decanter;  and  a  stout  piece  of  either 
rolled  or  cast  zinc  suspended  in  the  axis  of  the  vessel,  as  before 
stated. 

If  a  piece  of  zinc  and  another  of  copper  be  united  end  to  end  by 
solder,  and  bent  into  the  form  of  the  letter  u,  and  suspended  by  the 
bend  in  a  solution  of  acetate  of  lead ;  these  two  metals  and  the 
liquid  form  an  artificial  voltaic  circle:  and  lead  will  be  re-metalized 
in  beautiful  crystal  on  the  surface  of  the  copper;  but  not  in  such 
abundance  as  at  the  natural  negative  poles  on  the  surface  of  the 
zinc. 

The  Arbor  Diarue.  "  If  a  little  mercury  be  poured  into  a  bottle 
nearly  filled  with  solution  of  nitrate  of  silver,  and  the  bottle  be  left 
for  some  time  undisturbed,  the  silver  is  precipitated  in  a  beautiful 
form^  resembling  the  branches  of  a  tree,  which  is  the  Arbor  Diams.** 
Henry* s  Chemistry. 
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susceptible  of  n  similar  explanation ;  so  are  the  amalga- 
mations of  metallic  surfaces  by  the  interference  of  acid  and 
other  solutions.  Heat  very  often  facilitates  the  process^ 
and  is  sometimes  indispensable  to  liquify  the  covering  me* 
tal.  Such  is  the  case  in  the  various  processes  of  tinning 
iron  and  other  metals,  either  in  sheets  by  dipping  or  other- 
wise, and  in  the  process  of  soldering.  The  implement 
called  a  soldering  iron,  when  soft  solder  is  used,  is  abso- 
lutely a  lump  of  copper.  When  this  is  heated  just  to  below 
redness,  it  becomes  coated  with  solder  much  more  readily 
by  the  intervention  of  muriatic  acid  than  by  anything  else. 
And  iron  or  zinc,  to  which  the  tinmen  usually  apply  a 
solution  of  muriate  of  ammonia,  is  tinned  with  much  more 
facility  by  covering  the  snrface  with  dilute  muriatic  acid. 

The  diuerent  degrees  of  facility  with  which  metals  and 
oxygen  combine  with  each  other,  is  a  problem  in  chemical 
science  which  by  no  means  finds  an  intelligible  solution  in 
the  doctrines  usually  applied.  The  production  of  the  lead 
tree,  already  mentioned,  may  again  be  referred  to  as  illus- 
trative of  this  fact;  and  of  the  imperfection  of  every  theory 
of  the  formation  of  that  beautiful  product  which  regards 
not  the  electro-polarity  of  the  zinc,  and  the  influence  of 
electric  currents  as  the  most  essential  of  its  operative 
principles.  The  latter  of  these  principles  has  long  ago  been 
admitted  to  perform  an  active  part  in  every  period  of  the 
process  subsequently  to  the  first  attachment  of  the  re-me- 
talized  lead  to  the  surface  of  the  zinc.  But  where  are 
we  to  look  for  a  satisfactory  explanation  of  the  cause 
which  liberates  and  leaves  suspended  the  first  particles  of 
the  lead  ?  The  *'  superior  aflSnity  of  oxygen  for  zinc"  has 
long  been  a  subterfuge,  rather  than  a  satisfactory  solution 
of  this  curious  problem.  The  docti^ue  of  affinity  would 
at  once  shroud  the  zinc  surface  with  oxygen  to  the  entire 
exclusion  of  the  revived  lead,  which,  having  no  aecess, 
could  have  no  opportunity  to  cling  to  the  metallic  zinc ;  but 
would  fall,  by  its  superior  gravity,  to  the  lower  parts  of  the 
fiuid.  If  it  be  admitted  that  the  first  revived  particles 
would,  for  a  time,  remain  suspended,  still  the  subsequent 
part  of  the  process  would  remain  enveloped  in  obscurity, 
because  of  the  want  of  metallic  contact  between  the  zinc 
and  the  liberated  lead ;  and  to  admit  a  sufficiency  of  con- 
ductability  in  the  oxide,  would  be  an  unnecessary  and 
unscientific  concession,  whilst  more  familiar  principles  are 
at  our  command,  and  an  easy  and  natural  explanation 
placed  conspicuously  before  our  eyes. 

(  To  be  resumed^ ) 
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IV.  British  Association  for  the  Promotion  of  Science, 
Sixth  Meeting,  Bristol — Mr.  Herapath^  on  Arse- 
nical Poisons.  ^ 

Mr.  Herapath  observed,  that  as  arsenical  poisons  were 
obtained  with  so  mach  facility,  and  that  their  operation 
was  so  deadly,  that  they  were  the  principle  means  resort- 
ed to  by  secret  poisoners.  It  became^  therefore,  essential  f  o 
the  commanity,  that  every  new  fact  relating  to  their  admi- 
nistration, operation  or  detection,  should  be  made  known. 
He  was  not  aware  that  any  well-authenticated  case  had 
been  published,  in  which  death  had  been  occasioned  by 
realgar  or  red  arsenic;  but  the  Burdock  case  wds  one  of  this 
kind.  It  would,  perhaps,  be  remembered  that  the  victim, 
Mrs.  Smith,  had  been  buried  fourteen  months ;  that  upon 
exhumation,  orpiment  was  found  in  Ihe  stomach,  and  the 
body  was  partly  converted  into  adipocere.  In  prosecuting 
his  experiments  in  this  case,  he  conceive<f  the  idea  of  iden- 
tifying the  poison  found,  with  that  sold  to  the  witness 
Evans,  by  Hobbs,  the  druggist ;  through  an  impurity  he 
discovered  in  the  poison  of  the  stomach.  With  this  view, 
be  purchased  some  out  of  the  dame  box»  and  requested  that 
it  might  be  of  the  same  kind  as  that  sold  to  the  prisoner's 
agent.  It  then  transpired  that  the  box  contained  three 
different  substances  mixed  together ;  white,  yellow  and  red 
arsenic ;  the  two  former  in  smalt  lumps,  the  latter  in  pow- 
der ;  that  it  was  the  powder  of  realgar  only,  which  had 
been  administered,  although  it  was  undoubtedly  found  as 
yellow  orpiment  in  the  exhamed  body.  In  tracing  the 
possibility  of  change,  he  found  that  two  agents,  sulphur- 
ated hydrogen  and  ammonia,  would  either  of  them  convert 
realgar  into  orpiment.  Now,  as  it  was  well  known  that  both 
of  these  gases  were  evolved  during  putrid  decomposition, 
there  could  be  no  difficulty  in  accounting  for  the  change  of 
colour;  but,  to  place  the  matter  beyond  a  doubt,  he  made 
a  direct  experiment  by  poisoning  an  animal  with  some  of 
the  same  kind  of  realgar,  and  found  that,  after  putrefaction 
it  had  been  changed  as  in  the  case  of  Mrs.  Smith.  It 
would,  perhaps,  be  recollected,  that  the  conviction  of  the 
prisoner,  was  mainly  owing  to  the  evidence  of  a  little  girl, 
who  deposed  that  she  saw  Mrs.  Burdock  put  a  powder  into 
some  gruel,  and  afterwards  to  administer  it  to  Mrs.  Smith. 
At  that  time  considerable  doubt  was  entertained  of  the 
truth  of  her  evidence,  from  its  be[ng  invariably  precise  to 
a  word;  and  also  from  the  difficulty  of  believing  that  any 
person  would  be  found  so  fool-hardy  as  to  mix  and  admin- 
ister poison  before  a  child  or  stranger.     But  what  she  had 
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stated  proved  to  demonstration  that  her  evidence  was  cor- 
rect, for  she  said  that  the  gruel  given  "was  of  a  nasty  red 
colour;"  a  colour  she  could  not  have  had  an  idea  of  unless 
she  had  seen  it,  as  nothing«had  transpired  of  red  arsenic; 
and  had  she  invented  a  tale  to  account  for  the  appearance 
of  the  body^  or  had  she  spoken  from  what  she  heard  from 
others,  she  would  have  deposd  to  its  being  of  a  yellow 
colour. 

From  what  had  occurred,  therefore,  it  was  clear  that  the 
realgar  of  the  shops  would  cause  death;  that  half  an  ounce 
given  at  twice  (by  the  prisoner's  confession)  was  sufficient 
for  that  purpose ;  that  realgar  became  orpimcnt  during 
putrefaction ;  that  realgar,  like  arsenons  acid,  had  a  ten- 
dency  to  control  putrefaction  and  convert  bodies  into 
adipocere.  During  the  experiments  upon  this  case,  he 
found  that  the  microscope  system  of  testing,  which  was 
first  introduced  by  Dr.  Woilaston,  and  which  he  had  him- 
self constantly  followed,  could  be  made  to  improve  the 
very  beautiful  reducing  process  proposed  by  Dr.  Christison, 
and  also  furnished  an  excellent  method  of  proving  to  the 
jury  the  presence  of  arsenic.  Mr.  Herapath  here  described 
several  chemical  tests  by  which  the  presence  of  arsenic 
may  be  discovered,  and  also  described  the  method  by  which 
be  found  arsenic  in  the  case  of  Sophia  Edney,  who  was 
convicted  at  the  March  assizes  at  Taunton,  of  poisoning 
her  husband ;  and  concluded  by  observing  that  the  recent 
plan  of  discovering  arsenons  acid  by  converting  it  into 
arsennretted  hydrogen,  and  depositing  the  arsenical  crust 
during  its  combustion,  was  the  most  elegant  that  could  be 
conceived  ;*  at  the  same  time  that  it  was  the  most  sensi- 
tive :  but  it  wo*uld  require  a  few  modifications  to  make  it 
the  best  for  exhibition  to  a  jury.  First,  it  was  essential 
that  the  zinc  used  to  procure  hydrogen  should  have  been 
treated  by  the  experimenter  in  the  same  way  without  arse- 
nic, otherwise  the  counsel  would  embarrass  the  witness  by 
asking  if  he  was  certain  that  arsenic  was  not  contained  in 
the  zinc  ;t  and  next,  the  metallic  crust  should  be  so  received 
as  to  be  kept  from  atmospheric  air,  otherwise  it  would  lose 
its  lustre  by  passing  into  the  ^'  fly  powder"  of  the  Germans. 
Mr.  Herapath  had  found  it  best  to  proceed  thus : — instead 
of  a  plate  of  glass  to  cool  the  flame  and  receive  the  crust, 
be  used  one  of  mica,  with  three  drops  of  water  in  separate 

*  Mr.  Herapath  not  having  mentioned  to  whom  this  beautiful 
process  is  due,  we  conceive  it  our  duty  to  acquaint  the  reader  that 
the  discovery  belongs  to  our  ingenious  fellow  labourer,  Mr.  Marsh. 
See  the  next  anicle. — £diL 

t  Mr.  Marsh  has  amply  explained  that  precaution. — See  page 
32— Edit. 
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places  on  one  of  its  surfaces ;  if  the  flame  was  allowed  (o 
play  under  one  of  these  drops,  the  evaporation  of  the  water 
kept  the  part  cool,  and  the  crust  was  thicker,  while  the  risk 
of  fracture  was  avoided:  then,'  by  inverting  the  plate,  and 
holding  the  drops  in  succession  some  little  height  over  the 
flame,  they  became  solutions  of  arsenous  acid  and  could  be 
tested  with  three  reagents  as  before  stated;  and,  if  it  was 
necessary  to  make  a  quantitative  experiment,  the  products 
of  the  flame  could  be  condensed  in  a  large  globe;  the 
arsenous  acid  dissolved  and  precipitated  by  sulphurated 
hydrogen.  The  part  of  the  plate  of  mica  containing  the 
crust  should  then  be  cut  off,  and  introduced  into  glass  tubes 
hermetically  sealed,  like  the  slips  of  blotting  paper,  con- 
taining the  coloured  results  of  the  reagents. 


V.  Separation  op  Arsenic.  From  the  Transactions  of 
tlie  Society  of  Arts.  Vol.  li.» — The  Large  gold  medal 
was  presented  to  Mr.  Jambs  Marsh,  of  the  Royal 
Arsenal,  Woolwich,  for  his  Metliod  of  separating  Small 
Quantities  of  Arsenic  from  Substances  with  which  it  may 
have  been  mixed. 

Notwithstanding  the. improved  methods  that  bare  of 
late  been  invented  for  detecting  the  presence  of  small 
quantities  of  arsenic  in  the  food,  in  the  contents  of  the 
stomach,  and  mixed  with  various  other  animal  and  vege- 
table matters,  a  process  was  still  wanting  for  separating  it 
expeditiously  and  commodiously,  and  presenting  it  in  a 
pure  unequivocal  form  for  examination  by  the  appropriate 
tests.  Such  a  process  should  be  capable  of  detecting  arse- 
nic not  only  in  its  usual  state  of  white  arsenic  or  arsenious 
acid,  but  likewise  in  that  of  ar^nic  acid  and  of  all  the 
compound  salts  formed  by  the  union  of  either  of  these 
acids  with  alkaline  substances.  It  ought,  also,  to  exhibit 
the  arsenic  in  its  reguline  or  metallic  state,  free  from  the 
ambiguity  which  is  sometimes  caused  by  the  use  of  the 
carbonaceous  reducing  fluxes.  It  appeared  to  me,  that 
these  objects  might  be  attained  by  presenting  to  the  arsenic 
hydrogen  gas  in  its  nascent  state:  the  first  action  of  which 
would  be  to  deoxygenate  the  arsenic;  and  the  next,  to 
combine  with  the  arsenic,  thus  deoxygenated,  into  the  well 
known  gas  called  arsenuretted  hydrogen.  Being  thus 
brought  to  the  gaseous  state,  the  arsenic  would  spontane- 
ously (so  to  speak)  separate  itself  from  the  liquor  in  which 
it  was  before  dissolved,  and  might  be  collected  for  exami- 
nation by  means  of  any  common  gas  apparatus;   thus 

•  By  permission  of  the  Author. 
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avoiding  the  trouble,  difficulty,  and  ambiguity  of  clarifica- 
tion and  other  processes  whereby  liquors,  suspected  of 
cootaioing  arsenic,  are  prepared  tor  the  exhibition  of  the 
usual  tests,  or  of  evaporation  and  deflagration  which  are 
sometimes  had  recourse  to  in  order  to  separate  the  arsenic 
from  the  organic  substances  with  which  it  may  have  been 
mixed. 

I  bad  the  satisfaction  of  finding,  on  trial,  that  my  antici- 
pations were  realized;  and  that  I  was  thus  able,  not  only 
to  separate  very  minute  quantities  of  arsenic  from  gruel, 
soup,  porter,  coffee,  and  other  alimentary  liquors,  but  that, 
by  continuing  the  process  a  sufficient  length  of  time,  I 
could  eliminate  the  whole  of  the  arsenic  in  a  state  of  arse- 
nurated  hydrogen,  either  pure  or  at  most  only  mixed  with 
an  excess  of  hydrogen. 

If  this  gas  be  set  fire  to  as  it  issnes  from  the  end  of  a  jet 
of  fine  bore  into  the  common  air,  the  hydrogen,  as  the  more 
combustible  ingredient,  will  bum  first,  and  will  produce 
aqueous  yapottr,iwhile  the  arsenic  will  be  deposited  either 
in  the  metallic  state,  or  in  that  of  arseaious  acid,  accord- 
ing as  it  is  exposed  partially  or  freely  to  the  air.  The 
former  condition  is  brought  about  by  holding  a  piece  of  cold 
window  glass  opposite  to,  and  in  contact  with  the  flame, 
when  a  tliin  metallic  film  will  be  immediately  deposited  on 
its  surface ;  and  the  latter,  by  receiving  the  flame  within  a 
glass  tube  open  at  both  ends,  which  in  half  a  minute,  will 
be  found  to  be  dimmed  by  a  white  pulverulent  sublimate 
of  arsenious  acid.  By  directing  the  flame  obliquely  within 
side  of  the  tube,  it  strikes  against  the  glass,  and  deposits 
the  arsenic  partly  in  a  metallic  state.  In  this  case,  if  the 
tube,  while  still  warm,  be  held  to  the  nose,  that  peculiar 
odour,  somewhat  resembling  garlic,  which  is  one  of  the 
characteristic  tests  of  arsenic,  will  be  perceived.  Arscnu- 
retted  hydrogen  itself  has  precisely  the  same  odour,  but  con- 
Mderable  caution  should  be  used  in  smelling  to  it,  as  every 
cubic  inch  contaies  about  a  quarter  of  a  grain  of  arsenic. 

The  requisite  apparatus  is  as  simple  as  possible ;  being* 
a  glass  tube  open  at  both  ends,  and  about  three  quarters 
of  an  inch  in  its  internal  diameter.  It  is  bent  into  the  form 
of  a  syphon  (aa,  fig.  13)  the  shorter  leg  being  about  five 
inches,  and  the  longer  about  eight  inches  in  length.  A  stop 
cock,  6,  ending  in  a  jet  of  fine  bore,  passes  tightly  through 
a  hole  made  in  the  axis  of  a  soft  and  sound  cork,  which  fits 
air-tight  iAto  the  opening  of  the  lower  bend  of  the  tube,  and 
may  be  further  secured,  if  requisite,  by  a  little  common 
turpentine  lute.  To  fix  the  apparatus,  when  in  use,  in  an 
upright  position,  a  hcde  is  made  in  the  wooden  block  c  for 
the  reception  of  the  lower  part  of  the  pillar  d,  and  a  groove 
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is  cut  in  the  top  of  the  same  block  to  receive  the  bend  of 
the  tube  a  a.  Two  elastic  slips  e  e,  cut  from  the  neck 
of  a  common  bottle  of  India  rubber,  keep  the  tube  firm  in 
its  place. 

The  matter  to  be  submitted  to  examination,  and  suppos-» 
ed  to  contain  arsenic,  if  not  in  a  fluid  state,  such  as  pastr^^ 
pudding,  or  bread,  &c.,  must  be  boiled  with  two  or  three 
fluid  ounces  of  clean  water,  for  a  sufficient  length  of  time. 

The  mixture  so  obtained  must  then  be  thrown  on  a  filter 
to  separate  the  more  solid  parts  :  thick  soup,  or  the  con- 
tents of  the  stomach,  may  be  diluted  with  water,  and  also 
filtered ;  but  water-gruel,  wine,  spirits,  or  any  kind  of  malt 
liquor  and  such  like>  or  tea,  coflee,  cocoa,  &c.  can  be  oper- 
ated  on  without  any  previous  process. 

When  the  apparatus  is  to  be  used,  a  bit  of  glass  rod, 
about  an  inch  long,  is  to  be  dropped  into  the  shorter  leg, 
and  this  is  to  be  followed  by  a  piece  of  clean  sheet  zinc, 
about  an  inch  and  a  half  long  and  half  an  inch  wide,  bent 
double,  so  that  it  will  run  down  the  tube  till  it  is  stopped  by 
the  piece  of  glass  rod  first  put  in.  The  stopcock  and  jet 
are  now  to  be  inserted,  and  the  handle  is  to  be  turned  so  as 
to  leave  the  cock  open.  The  fluid  to  be  examined,  having* 
been  previously  mixed  with  from  a  drachm  and  a  half  to 
three  drachms  of  dilute  sulphuric  acid  (t  acid  and  7  water) 
is  to  be  poured  into  the  long  leg,  till  it  stands  in  the  short 
one  about  a  quarter  of  an  inch  below  the  bottom  of  the 
cork.  Bubbles  of  gas  will  soon  be  seen  to  rise  from  the 
zinc,  which  are  pure  hydrogen  if  no  arsenic  be  present,  but 
if  the  liquor  holds  arsenic  in  any  form  in  solution,  the  gas 
will  be  arsenuretted  hydrogen.  The  first  portions  are  to  be 
allowed  to  escape,  in  order  that  they  may  carry  with  them 
the  small  quantity  of  common  air  left  in  the  apparatus  ; 
after  which  the  cork  is  to  be  closed,  and  the  gas  will  be 
found  to  accumulate  in  the  shorter  leg,  driving  the  fluid  up 
the  longer  one,  till  the  liquor  has  descended  in  the  short 
leg  below  the  piece  of  zinc,  when  all  further  production  of 
gas  will  cease.  There  is  thus  obtained  a  portion  of  gas 
subject  to  the  pressure  of  a  column  of  fluid  of  from  seven 
to  eight  inches  high ;  when,  therefore,  the  stopcock  is  open- 
ed, the  gas  will  be  propelled  with  some  force  through  the 
jet,  and,  on  igniting  it  as  it  issues  (  which  must  be  done 
quickly  by  an  assistant,)  and  then  holding  horizontally  a 
piece  of  crown  or  window  glass  (f,  fig.  13)  over  it,  in  such 
a  manner  as  to  retard  slightly  the  combustion,  (he  arsenic, 
( if  any  be  present)  will  be  found  deposited  in  the  metallic 
state  on  the  glass ;  the  oxygen  of  the  atmosphere  being 
employed  in  oxydizing  the  hydrogen  only  during  the  prO'- 
cess.    If  no  arsenic  be  present,  then  the  jet  of  the  flame  as 
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it  issues  has  a  very  different  appearance ;  and,  althoagh 
the  glass  becomes  dulled  in  the  first  instance  by  the  depo- 
sition of  the  newly  formed  water*  yet  such  is  the  heat 
produced,  that  in  a  few  seconds  it  becomes  perfectly  clear, 
and  frequently  flies  to  pieces. 

If  the  object  be  to  obtain  the  arsenic  in  the  form  of 
arsenious  acid,  or  white  arsenic,  then  a  glass  tube  from  a 
quarter  to  half  an  inch  in  diameter  (or  according  to  the 
sise  of  the  jet  of  flame)  and  eight  or  ten  inches  in  length,  is 
to  be  held  vertically  over  the  burning  jet  of  gas,  in  such  a 
manner  that  the  gas  may  undergo  perfect  combustion,  and 
that  the  arsenic  combined  with  it  may  become  sufficiently 
oxydized;  the  tube  will  thus,  with  proper  care,  become 
lined  with  arsenious  acid  in  proportion  to  the  quantity 
originally  contained  in  the  mixture. 

When  the  glass  tube  is  held  at  an  angle  of  about  forty- 
five  degrees  over  the  jet  of  flame,  three  very  good  indica- 
tions of  the  presence  of  arsenic  may  be  obtained  at  one 
operation;  viz.  metallic  arsenic  will  be  found  deposited  in 
the  tube  at  the  part  nearest  where  the  flame  impinges,-— 
white  arsenic  or  arsenious  acid  at  a  short  distance  from  it, 
and  the  garlic  smell  can  be  readily  detected  at  either  end 
of  the  tube  in  which  the  experiment  has  been  made. 

As  the  gas  produced  during  the  operation  is  consumed, 
the  acid  mixture  falls  into  the  short  limb  of  the  tube,  and 
is  thus  again  brought  into  contact  with  the  the  zinc,  in 
consequence  of  which  a  fresh  supply  is  soon  obtained. — 
This  gas,  if  submitted  to  either  of  the  processes  before 
described,  will  give  fresh  indications  of  the  presence  of  the 
arsenic  which  the  mixture  may  have  originally  contained; 
and  it  will  be  easily  perceived  that  the  process  may  be 
repeated  as  often  as  may  be  required,  at  the  will  of  the 
operator,  till  no  further  proofs  can  be  obtained. 

When  certain  mixed  or  compound  liquors  are  operated 
on  in  this  apparatus,  a  great  quantity  of  froth  is  thrown  up 
into  the  tube,  which  may  cause  a  tittle  embarrassment  by 
choking  the  jet.  I  have  found  this  effect  to  take  place 
most  with  the  contents  of  the  stomach,  with  wine,  porter, 
tea,  coffee  or  soup,  and,  indeed,  with  all  mucilaginous  and 
albuminous  mixtures.  The  means  I  adopt  to  prevent  this 
effect  from  taking  place,  or,  at  least,  for  checking  it  in  a 
great  measure,  is  to  grease  or  oil  the  interior  of  the  short 
limb  of  the  apparatus  before  introducing  the  substance  to 
be  examined,  or  to  put  a  few  drops  of  alcohol  or  sweet-oil 
on  its  surface  previously  to  introducing  the  stopcock  and 
its  appendages.  I  have,  however,  found,  if  the  tube  be 
ever  so  full  of  froth  in  the  first  instance,  that,  in  an  hour  or 
two,  if  left  to  itself,  the  bubbles  burst,  and  the  interior  of 
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tbe  tube  becomes  clear  \vitbotit  at  all  affecting  the  results. 

In  cases  where  only  a  small  quantity  of  the  matter  to  be 
examined  can  be  obtained,  I  have  found  a  great  conveni- 
ence in  using  the  small  glass  bucket  (g,  fig.  14).     Under 
such  circumstances,  the  bent  glass  tube  may  be  filled  up 
to  within  an  inch  of  the  short  end  with  common  water,  so 
as  to  allow  room  for  the  glass  bucket,  which  must  be 
attached  to  the  cork,  &c.  by  means  of  a  little  platina  wire ; 
a  bit  or  two  of  zinc  is  to  be  dropped  into  the  bucket,  wilb 
a  small  portion  of  the  matter  to  be  examined,  and  three 
or  four  drops  of  diluted  sulphuric  acid  (acid  2,  water  14)  ; 
and  the  whole  is  then  to  be  introduced  into  the  mouth  of 
the  short  limb  of  the  tube.     The  production  of  gas  under  this 
arrangement  is  much  slower,  and,  of  course,  requires  more 
time  to  fill  the  tube, than  in  the  former  case;  but  the  mode 
of  operating  is  precisely  the  same.     Indeed  it  is  of  great 
advantage  when  the  quantity  of  arsenic  present  is  very  mi- 
nute, not  to  allow  the  hydrogen  to  be  evolved  too  quickly^ 
in  order  to  give  it  time  to  take  up  the  arsenic. 

A  slender  glass  funnel  will  be  found  of  service  when  as 
much  as  a  table-spoonfnl,  or  even  a  tea-spoonful  of  matter 
can  be  obtained  for  examination.  In  this  case  the  tube  is 
to  be  partly  filled  with  common  water,  leaving  a  sufficient 
space  for  tbe  substance  to  be  examined ;  a  piece  of  zinc  is 
to  be  suspended  from  the  cork  by  a  thread  or  wire,  so  as  to 
hang  in  the  axis  of  the  tube ;  and  the  fluid  to  be  operated 
on,  having  previously  been  mixed  with  dilute  sulphuric 
acid,  is  then  to  be  poured  through  the  funnel  carefully,  so 
as  to  surround  the  zinc,  avoiding,  as  far  as  possible,  to  mix 
if  with  tbe  water  below,,  and  the  stopcock  and  its  appen- 
dages are  to  be  replaced  in  the  mouth  of  the  tube;  tbe 
ptfodlttctieR  of  the  gas  then  goes  on  as  before  stated,  and 
the  mode  of  nantpulatiiig  with  it  is  exactly  the  same  as 
described  in  tbe  foregoing  part  of  this  paper. 

It  will  be  necesBttry  fiftr  me,  in  this  place,  to  explain  the 
methods  I  evipioy  afteir  each  operation,  to  determine  the 
iDtegrity  of  the  instrument,  so  as  to  satisfy  myself  that  no 
arsenic  remains  adhering  to  the  inside  of  the  tube,  or  to  the 
cork  and  its  append^^s,  before  I  employ  it  for  another 
operation. 

After  washing  the  apparatus  with  clean  water,  a  piece 
of  zinc  may  be  dropped  in,  and  the  tube  filled  to  within 
half  an  inch  of  the  top  of  the  short  limb;  two  drachms  of 
diluted  sulphuric  acid  are  then  poured  in,  and  the  stopcock 
and  cork  secured  in  its  place;  hydrogen  gas  will  in  this 
case,  as  before,  be  liberated,  and  fill  the  tube.  If  the  gas 
as  it  issues  from  the  jet  be  then  inflamed,  and  a  piece  of 
window  glass  held  over  it  as  before  described,  and  any 
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arsenic  remaiDS,  it  will  be  rendered  evident  by  being  depo- 
sited on  the  glass;  if  so^  this  operation  must  be  repeated 
till  the  glass  remains  perfectly  clean,  after  having  been 
exposed  to  the  action  of  the  gas. 

When  I  have  had  an  opportunity  of  working  with  so 
large  a  quantity  of  mixture  as  from  two  to  four  pints  (im- 
perial measure,)  I  then  have  employed  the  instrument, 
(fig.  15)  which  is  indeed,  but  a  slight  modification  of  one 
of  the  instantaneous  light  apparatusses  now  so  well  known 
and  used  for  obtaining  fire  by  the  aid  of  a  stream  of  hydro- 
gen gas  thrown  on  spongy  platinum.  It  will,  therefore,  be 
of  importance  only  for  me  to  describe  the  alteration  which 
I  make  when  I  employ  it  for  the  purpose  of  detecting  arse- 
nic. In  the  first  place,  I  must  observe,  that  the  outer 
vessel  a,  which  I  use  holds  full  four  pints,  and  that  the  jet 
of  the  stopcock  is  vertical,  and  its  orifice  is  twice  or  three 
times  larger  than  in  the  instrument  as  generally  made  for 
sale,  and  also  that  there  is  a  thread  of  wire  attached  to  the 
cork  of  the  stopcock  b,  for  suspending  a  piece  of  zinc  c, 
within  the  bell-glass. 

With  an  instrument  of  this  description,  I  have  operated 
on  dne  grain  of  arsenic  in  twenty-eight  thousand  grains  of 
water  (or  four  imperial  pints)  and  have  obtained,  therefrom 
upwards  of  one  hundred  distinct  metallic  arsenical  crusts. 

Similar  results  have  been  obtained  with  perfect  success 
from  three  pints  of  very  thick  soup,  the  same  quantity  of 
port  wine,  porter,  gruel,  tea^  coffee,  &c.  8tc. 

It  mus^  however,  t)o  understood,  that  the  process  was 
allowed  to  proceed  but  slowly^  and  that  it  required  several 
days  before  the  mixtore  vsed  ceased  to  give  indicatioQ  of 
the  presence  of  arsenic,  and  also,  a  much  larger  portion  of 
zinc  and  sulphuric  acid  was  employed  from  time  to  time, 
than  when  working  with  the  small  bent  tube  apparatus,  in 
consequence  of  the  large  quantity  of  matter  operated  on 
under  this  arrangement. 

With  the  small  apparatus,  I  have  obtained  distinct  me- 
tallic crusts,  when  operating  on  so  small  a  quantity  as  one 
drop  of  Fowler's  solution  of  arseniC)  which  only  contains 
one-120th  part  of  a  grain. 

The  presence  of  arsenic  in  artificial  orpiment  and  real- 
gar, in  Scheele's  green,  and  in  the  sulphuric  of  antimony, 
may  be  readily  shown  by  this  process,  when  not  more  than 
half  a  grain  of  any  of  those  compounds  is  employed. 

In  conclusion,  I  beg  to  remark,  that  although  the  instru- 
ments I  have  now  finished  describing,  are  the  forms  I 
prefer  to  all  that  I  have  employed,  yet  it  must  be  per- 
fectly evident  to  any  one,  that  manv  very  simple  arrange- 
ments might  be  contrived.     Indeed,  I  may  say  uncquivo- 
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Qally>  that  there  is  no  town  or  village  in  which  sulphuric 
acid  and  zinc  can  bo  obtained,  but  every  house  would 
furnish  to  the  ingenious  experimentalist  ample  means  for 
his  purpose ;  for,  a  two-bounce  phial,  with  a  cork  and  piece 
of  tobacco-pipe,  or  a  bladder  with  the  same  arrangement 
fixed  to  its  mouth,  might  in  cases  of  extreme  necessity,  be 
employed  with  success,  as  I  have  repeatedly  done  for  this 
purpose. 

The  only  ambiguity  that  can  possibly  arise  in  the  mode 
of  operating  above  described,  arises  from  the  circumstance 
that  some  samples  of  zinc  of  commerce  themselves  con- 
tain arsenic ;  and  such,  when  acted  on  by  dilute  sulphuric 
acid,  give  out  arsenuretted  hydrogen.  It  is,  therefore, 
necessary  for  the  operator  to  be  certain  of  the  purity  of  the 
zinc  which  he  employs,  and  this  is  easily  done  by  putting  a 
bit  of  it  into  the  apparatus  with  only  some  dilute  sulphuric 
acid ;  the  gas  thus  obtained  is  to  be  set  fire  to  as  it  issues 
from  the  jet ;  and  if  no  metallic  film  be  deposited  on  the 
bit  of  flat  glass,  and  no  white  sublimate  within  the  open 
tube,  the  zinc  may  be  regarded  as  in  a  fit  state  for  use. 

JAMES  MAR6H. 


VI.  jin  Examination  of  the  Question,  whether  the  Dis^ 
cordancy  between  the  Characteristics  of  Mechanical 
Electricity t  and  the  Galvanic  or  Voltaic  Fluid,  can  arise 
from  Difference  of  Intensity  and  Quantity ;  with  some 
Observations  in  Favour  of  the  Existence  of  an  Electro- 
motive Power  independently  of  Cliemical  Reaction,  but 
co-operating  therewith: — respectfully  submitted  to  the 
British  Association  for  the  advancement  of  Science.  By 
R.  Hare,  M.D.,  Professor  of  Chemistry  in  the  Univer^ 
sity  of  Pensylvania.* 

In  one  of  the  papers,  giving  an  account  of  Faraday's 
recent  valuable  researches  in  electricity,  for  copies  of  which 
I  have  been  indebted  to  the  flattering  attention  of  the 
author,  I  find  the  following  language : 

'^  Hence  arises  still  further  confirmation,  if  any  were 
required,  of  the  identity  of  common  and  voltaic  electricity, 
and  that  the  differences  of  intensity  and  quantity  are  quite 
sufficient  to  account  for  what  were  supposed  to  be  their 
distinctive  qualities^  And  elsewhere  referring  to  Caven- 
dish, as  the  author  of  this  opinion,  it  is  alleged  that  it 
'^  only  requires  to  be  understood  in  order  to  be  admitted. 
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Notwithstanding  that  in  support  of  the  opinion  thus  quo- 
ted, the  much  respected  authority  of  both  Cavendish  and 
Faraday  is  arrayed,  it  is  one  which  I  cannot  so  understand 
as  toadmit. 

I  am  unable  to  form  any  other  idea  of  intensity,  than 
that  of  the  ratio  of  quantity  to  space.  Thus  the  intensity 
of  the  pressure  of  an  elastic  fluid,  is  as  the  quantity  to  the 
space  in  which  it  is  confined.  The  space  being  the  same, 
the  intensity  of  the  pressure  will  be  directly  as  the  quan- 
tity; the  quantity  being  constant,  the  pressure  will  be 
inversely  as  the  space. 

Agreeably  to  an  analagous  mode  of  reasoning,  the  inten- 
sity of  the  light  or  the  heat  emanating  from  a  radiant  body,  is 
always  estimated  to  be  inversely  as  the  surfaces  on  which 
it  may  be  diffused  or  concentrated  :  and  hence  the  inference 
that  the  intensity  is  as  the  square  of  the  distance  inversely, 
or  as  the  area  of  the  receiving  surface  of  a  lens  or  mirror, 
to  that  of  the  focus  into  which  the  rays  are  collected. 

It  follows  that  if  there  be  in  any  two  cases,  like  quanti- 
ties of  electricity  evolved  by  mechanical,  and  by  galvanic 
apparatus,  the  space  occupied  by  the  fluid  generated  by 
the  latter^  must  be  much  greater,  as  its  intensity  is  less. 

In  a  memoir  which  I  published  upon  this  subject  some 
years  ago«  I  endeavoured  to  show  that  the  spaces  occupied 
by  equivalent  charges  of  galvanic  and  mechanical  electri- 
city were  not  such  as  to  justify  the  idea  that  the  former 
required  for  its  existence  a  larger  space  than  the  latter. 
But  on  this  subject,  it  is  not  now  necessary  to  recur  to  the 
facts  which  I  then  adduced,  since  I  find  it  conceded  in  one 
of  the  recent  memoirs  of  Faraday,  that  the  spaces  occu- 
pied by  the  electricity  evolved  by  galvanic  apparatus,  as 
compared  with  those  occupied  by  mechanical  electricity, 
are  almost  infinitely  small.  **  A  grain  oj  water  or  of  zinc, 
contains  as  much  of  the  electric  fluid  as  would  supply  eight 
hundred  thousand  charges  of  a  battery  containing  a  coated 
surface  of  fifteen  hundred  square  inches."  ^^  Four  grains 
of  zinCt  with  one  of  water,  may  yield  as  much  electricity  as 
is  evolved  during  a  thunder-storm." 

It  follows  inevitably  that  the  electric  matter  evolved  by 
galvanic  action,  is  previous  to  its  evolution,  in  a  state  al- 
most infinitely  intense,  as  compared  with  that  of  the  same 
matter  when  evolved  by  a  machine  or  meteorological  chang- 
es. Yet  to  the  currents  induced  in  this  matter,  in  the  first 
mentioned  form,  an  opposite  state  is  ascribed,  as  respects 
intensity,  to  that  in  which  it  has  previously  existed. 

It  may  be  said  with  respect  to  currents,  that  the  space 
being  the  same,  the  intensity  will  not  only  be  directly  as 
the  quantity  but  also  inversely  as  the  time  in  which  it  passes 
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or  in  other  words>  directly  as  the  velocity.  But  what  is  to 
create  inequality  of  velocity  when  the  channel,  ^  wire  for 
instance,  is  of  the  same  size  and  nature  in  both  cases  t 
When  the  same  fluid  is  in  question,  the  velocity  will  be  as 
the  forces  by  which  it  may  be  impelled.  The  only  forces 
to  which  electricity  has  ever  been  alleged  to  be  liable,  as 
far  as  I  am  informed,  are  either  the  self-attractive  or  self- 
repulsive  power  of  its  own  particles,  or  their  attraction  for 
other  matter.  It  will  be  admitted  that  the  intensity  of  these 
forces  must,  in  the  case  of  electricity,  as  in  that  of  caloric 
or  light,  be  as  the  quantity  to  the  containing  space ;  and 
consequently  that  it  would  be  unreasonable  to  allege  that 
the  reciprocal  repulsion  of  the  electric  atoms,  or  their 
attraction  for  other  matter,  and  consequently  any  velocity 
thence  arising,  should  not  be  in  proportion  to  the  state  of 
condensation  from  which  they  may  be  liberated. 

If  the  superior  velocity  displayed  by  electricity  genera- 
ted by  friction  be  the  cause,  not  the  consequence  of  greater 
intensity,  how  are  we  to  account  for  the  superior  velocity? 

According  to  the  doctrine  of  Du  Fay,  electricity  is 
retained  upon  the  surface  of  a  charged  pane  by  the  reci- 
procal attraction  of  the  heterogeneous  fluids.  According  to 
the  Franklinian  doctrine  it  is  retained  by  its  attraction  for 
the  negative  surface,  on  which  side  this  attraction  is  not 
counterbalanced  by  repulsion  from  other  electricity.  When 
the  circuit  is  completed  by  a  conductor,  according  to  the 
one  doctrine,  a  surcharge  on  the  one  side  is  translated  to 
the  other;  while,  according  to  the  other  doctrine,  two  he- 
terogeneous fluids  rush  from  the  surfaces  in  which  they 
are  previously  accumulated  in  excess,  to  enter  into  combi- 
nation, and,  at  the  same  time,  to  restore  the  equilibrium  of 
the  surfaces  on  which  they  have  been  respectively  deficient. 
But  according  to  either  hypothesis,  wherefore  should  the 
forces  be  greater  for  electric  matter  when  generated  by  one 
means,  than  when  produced  by  another?  Why  should  a 
mass  of  electric  matter  evolved  in  a  diffuse  state  by  a  ma- 
chine or  from  a  cloud,  rush  like  a  bullet  through  conductors 
which  are  almost  impassable  to  the  same  fluid  when  evolved 
from  a  state  of  extreme  density  within  a  simple  galvanic 
circuit  ? 

During  the  process  of  exciting  an  electric  battery,  the 
electricity  previously  existing  equally  on  both  sides  of  the 
glass  is  so  transferred  from  one  side  to  the  other,  that  the 
one  becomes  as  much  negative  as  the  other  becomes  posi* 
tive ;  and  it  must  be  evident  that  the  intensity  will  be  limi- 
ted by  the  extent  of  the  force  by  which  this  transfer  is 
effected.  It  is  difiicult  to  conceive  that  merely  by  a  change 
of  capacity  arising  from  friction,  a  force  should  be  gene- 
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rated  at  all  comparable  to  that  which  the  electric  matter 
must  exert,  iu  escaping,  according;  to  the  premises,  from  a 
state  of  extreme  density,  as  when  extricated  by  galvanic 
action  from  water  or  zinc. 

I  ascertained,  some  years  ago,  that  the  galvanic  fluid 
evolved  by  a  large  calorimotor  of  a  single  pair,  will  not 
Ignite  a  wire  which  may  be  easily  deflagrated  by  a  much 
smaller  apparatus  of  the  same  construction.  Yet  sheets 
of  metal  about  four  inches  in  breadth,  might  be  raised  by 
a  discharge  from  the  larger  instrument  above  the  tempera- 
ture of  boiling  water.  In  such  cases,  agreeably  to  the 
doctrine  of  quantity  and  intensity,  the  electric  fluid  exists 
up  to  the  period  of  its  evolution,  in  a  state  of  extreme 
condensation  and  consequent  intensity,  and  yet  at  the 
moment  when  a  perfect  but  restricted  channel  is  afibrded 
to  it,  becomes  too  diffuse  to  pass  through  it  with  a  velocity 
suflicient  to  produce  deflagration.  How  can  the  electri- 
city which  is  in  the  one  case  so  dense,  become  in  the  other 
so  rare?  Where,  and  in  what  manner  does  it  exist 
intermediately  between  the  period  of  its  condensation 
within  the  pores  of  the  generating  materials,  and  its  rare- 
faction in  the  wire  which  forms  the  circuit  between  them  ? 

I  am  aware  that  to  the  want  of  adequate  insulation,  the 
inferior  intensify  of  the  charges  communicated  to  coated 
surfaces  by  voltaic  apparatus,  will  be  attributed;  as  it 
cannot,  without  a  palpable  contradiction,  be  ascribed  to 
any  defect  of  intensity,  in  a  source  wherein  the  ratio  of  the 
quantity  to  the  space  is  almost  infinitely  great. 

Let  us,  then^  examine  the  subject  agreeably  to  this  view 
of  the  case.  Since  the  electricity  liberated  by  electro- 
chemical reaction  by  means  of  a  single  galvanic  pair  must 
have  pre-existed  in  a  state  of  extreme  condensation  and 
consequent  intensity,  it  follows  that  it  ought  to  be  product- 
ive of  a  tension  limited  only  by  the  insulating  power  of  the 
menstruum  within  which  it  is  extricated.  It  should,  then, 
when  evolved  as  above  described,  attain  the  highest  degree 
of  intensity  consistent  with  the  insulating  power  alluded 
to.  That  this  is  not  the  fact,  is  fully  established  by  general 
experience,  and  by  the  observations  of  Faraday,  according 
to  which  the  intensity  of  a  voltaic  series  increases  with  the 
number  of  pairs  employed. 

It  results  also  from  the  premises,  that  the  tension  should 
become  as  great  in  a  large  as  in  a  small  pair ;  and  by 
employing  one  large  pair,  efiects  should  be  attainable,  as 
potent  in  respect  to  intensity,  and  more  potent  as  respects 
quantity,  than  those  resulting  from  a  series  of  pairs.  Yet 
the  experiments  above-mentioned  prove  that  as  the  surfaces 
associated  as  a  single    galvanic  pair  are   enlarged,  the 
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intensity  lessens;  so  that  a  calorimotor  of  a  single  pair 
containing  fifty  square  feet  of  zinc,  will  not,  in  a  wire  of 
any  size,  produce  an  ignition  of  as  high  intensity  as  may 
be  effected  by  the  elementary  battery  of  Wollaston^  formed 
of  a  silver  thimble,  and  piece  of  zinc  proportionably 
minute. 

It  appears  from  the  experiments  of  Professors  W.  B. 
and  H.  D.  Rogers,*  that  the  power  of  a  galvanic  pair  in 
deflecting  a  magnetic  needle^  was  increased  by  causing  the 
surface  of  the  copper  plate  to  exceed  that  of  the  zinc; 
while  by  extending  the  zinc  surface  beyond  that  of  the 
copper,  little  or  no  increase  of  power  ensued.  This  result 
appears  to  be  the  opposite  of  that  which  the  theory  of 
Wollaston,  supported  by  some  recent  observations  of 
Faraday,  would  lead  us  to  expect*  As  pursuant  to  that 
theory,  the  galvano-electric  fluid  is  due  exclusively  to 
chemical  reaction ;  if  the  charge  were  not  promoted  by  an 
excess  of  extension  in  the  oxidizable  metal,  it  ought  not 
to  have  been  improved  by  similar  extension  of  that  which 
is  insusceptible  of  oxidizement. 

According  to  the  observations  of  the  Professors  above 
mentioned,  the  deflection  resulting  from  a  galvanic  dis- 
charge, on  the  first  immersion  of  the  plates,  after  a  repose 
of  two  hours,  was  six  times  as  great  as  that  which  could 
be  permanently  sustained.  The  greatest  effect  appeared 
always  to  ensue  before  there  was  any  sensible  extrication 
of  hydrogen,  and  the  commencement  of  the  effervescence 
was  invariably  the  signal  for  a  decline  of  power. 

It  was  by  analogous  observations  respecting  the  igniting 
influence  of  galvanic  apparatus  that  I  was  led  to  the  con- 
struction of  my  deflagratorst,  in  which  the  deflagrating 
power  appears,  agreeably  to  my  experience,  to  be  exalted 
as  much  by  the  repose  of  the  surfaces  as  the  ability  to 
influence  the  magnetic  needle  was  ascertained  to  be,  in  the 
experiments  of  my  sagacious  friends  above  mentioned. 

That  the  evolution  of  the  galvanic  fluid  is  not  in  proper* 
tion  to  the  intensity  of  the  chemical  reaction,  is  corrobo- 
rated by  the  fact,  that  the  intensity  of  the  ignition,  excited 
in  a  wire  by  a  galvanic  discharge,  diminishes,  while  the 
effervescence  increases;  and  it  is  well  known  that  the  power 
of  galvanic  apparatus  is  not  augmented  by  adding  to  the 
strength  of  the  solvent,  beyond  a  very  moderate  limit. 

/But  if  it  be  granted  that  chemical  affinity,  when  reacting 
within  a  galvanic  circuit,  without  any  propulsive  power 
from  the  elements  of  the  circuit,  can  receive  a  peculiar 

*  See  Silliman's  Journal  for  October,  1834. 
t  Dr.  Hare's  deflagrators  will  be  described  in  our  next  nunjiber. 
Edit. 
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impulse,  so  as  to  produce  a  current  of  the  electric  fluid, 
eonlining  it  at  the  same  time  to  a  very  narrow  channel,  by 
what  process  can  this  species  of  chemical  reaction  be 
conceived  to  accelerate  an  electrical  current  already  pro- 
duced? The  same  propulsion  must  be  given  to  the 
electricity  liberated  between  the  plates  of  the  second  pair 
as  between  those  of  the  first;  and  it  is  inconceivable  to  me 
that  the  accession  of  that  derived  from  the  first  pair  should 
add  to  the  velocity  of  the  portion  evolved  by  the  second. 
The  current  of  the  former  cannot  be  supposed  to  move  with 
greater  velocity  on  account  of  its  meeting  with  another, 
which  moves  at  its  own  rate.  Currents  are  not  accelerated 
by  their  confluence,  unless  the  head  or  pressure  be  increased 
and  the  channel  restricted.  But  in  the  case  in  point  it  has 
t>een  shown,  that  by  the  reaction  of  the  solvent  with  the 
first  pair  in  the  series,  the  tension  must  attain  the  highest 
degree  consistent  with  the  imperfect  insulation;  and  no 
cause  has  been  assigned  for  the  restriction  of  the  channel. 
It  may  be  said  that  the  current  from  the  first  pair  cannot 
pass  through  the  liquid  in  the  second  cell  without  causing 
the  decomposition  of  that  liquid;  and  that  as  its  power  is 
inadequate  to  efiect  this  change,  it  has  to  pursue  the  same 
route  as  the  electricity  which  is  generated  by  the  oxidize- 
ment  of  the  second  plate  of  zinc.  It  is  still  difficult  to  mc 
to  imagine  that  it  can  transfer  its  momentum  to  the  current 
which  thus  precedes  it;  or,  that  the  chemical  reaction  by 
which  the  latter  is  evolved,  should  act  only  in  accelerating 
the  stream  which  it  receives  from  the  preceding  pair. — 
Granting  that  imponderable  matter,  at  the  moment  of  its 
extrication  from  confinement  among  ponderable  atoms, 
were  to  receive  an  impulse  which,  by  extraneous  co-ope- 
rating causes,  should  force  it  to  move  in  a  current,  yet  I 
cannot  imagine  that  such  atoms  can,  by  any  reaction 
originating  between  themselves,  give  an  impulse  to  impon- 
derable matter  extriqated  from  other  atoms.  Whether  or 
not  the  electricity  be  derived  from  chemical  reaction,  it 
seems  to  me  that  the  power  which  puts  it  in  motion,  and 
accelerates  and  condenses  it  into  a  channel,  still  smaller 
and  smaller  as  its  intensity  increases,  must  be  ascribed  to 
some  mysterious  property  arising  from  the  arrangement 
of  the  elements  of  the  series,  which  is  in  the  present  state 
of  our  knowledge,  inexplicable.     ^ 

This  electromotive  power,  if  not  antecedent,  does  not 
appear  to  me  to  be  consequent  to  chemical  reaction.  I 
conceive  that  it  operates  upon  all  the  imponderable  ele- 
ments within  its  scope,  tending  to  accumulate  them  at  the 
"electrodes''  under  a  greater  or  less  degree  of  tension. — 
The  potency  of  the  resulting  discharge,  when  the  circuit  is 
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completed,  is  regulated  both  by  the  tension  and  the  quan- 
tity of  the  imponderable  matter  accumulated.  But  the 
presence  of  reagents,  which  favour  the  e metrication  of 
imponderable  materials^  as  in  the  more  efficient  voltaic 
apparatus^  is  compatible  only  with  a  feeble  insulation, 
while  arrangements  more  favourable  to  insulation  as  in  De 
Luc's  Electric  column,  are  incompatible  with  a  copious 
supply  of  the  imponderable  matter. 

Probably  upon  an  analogous  ability  to  produce  or  annul, 
to  promotQ  or  retard,  chemical  reaction,  the  efficacy  of 
of  animal  and  vegetable  organization  is  founded,  being 
obviously  dependent  on  an  arrangement  of  masses.  The 
voltaic  series  of  a  gymnotus  is  evidently  an  animal  organ, 
and  its  analogy  with  the  voltaic  series  produced  by  human 
ingenuity  induces  me  to  consider  the  latter  in  the  same  class 
of  agents  as  the  organs  by  which  life  is  supported. 

I  should  have  expected,  that  in  establishing  the  highly 
interesting  fact  that  every  elementary  equivalent  has  the 
same  quantity  of  electricity,  the  ingenious  author  of  this 
discovery  would  have  adverted  to  the  analogous  observa- 
tions of  Petit  and  Dulong  respecting  the  specific  heat  of 
elementary  atoms.  It  strikes  me  as  important,  that  similar 
conclusions  should  have  been  arrived  at  by  such  high 
authority,  both  as  respects  caloric  and  the  electric  fluid. 
I  am  surprised  that  Faraday  should  appear  to  have  over- 
looked this  analogy  in  the  explanation  of  the  practical 
results  which  he  has  obtained. 

No  hypothesis  appears  to  be  more  generally  sanctioned  at 
this  time  among  chemists  than  that  which  ascribes  the  aeri- 
form state  to  a  union  between  caloric  and  ponderable  matter. 
When  hydrogen  unites  with  oxygen,  caloric  is  evolved. 
It  follows  that  when  these  substances  are  made  to  resume 
the  gaseous  form,  caloric  must  be  supplied  to  them. 

When  it  is  considered  that  the  inferences  of  Petit  and 
Dulong,  respecting  the  specific  caloric,  and  those  of 
Faraday  respecting  the  electricity  combined  with  ponde- 
rable equivalents,  tend  to  demonstrate  the  coexistence  in 
them  of  equivalent  atmospheres  of  each  of  those  imponde- 
rable fluids,  does  it  not  authorise  a  surmise  that  in  the 
voltaic  current  they  may  be  associated;  and  that  with  those 
equivalent  measures  of  electricity  which  Faraday  has 
shown  to  pass,  corresponding  portions  of  caloric  are  im- 
parted? The  idea  of  Berzelius,  "tliatthe  heat  and  light 
evolved  during  powerful  combinations^  are  in  consequence 
of  an  electric  discliarge  at  the  same  moment  taking  place" 
being  cited  by  Faraday  in  the  language  of  this  quotation, 
he  observes,  that  it ''  is  strictly  in  accordance  with  his  view 
of  the  quantity  of  electricity  associated  with  the  particles 
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of  matter."  To  me  it  appears  to  be  no  less  in  accordance 
with  the  idea  that  heat  and  light  are  associated  with  those 
atoms  to  a  commensurate  extent ;  and  since,  by  the  premi- 
ses, electricity  re-acts  with  them,  they  may  be  presumed  to 
react  with  electricity. 

That  heat,  light,  and  electricity  are  all  concomitant  pro- 
ducts of  electro-chemical  re-action,  is  self-evident.  Agree- 
ably then,  to  the  strict  rules  of  induction,  wherefore  is  the 
principle  last  mentioned  to  be  considered  as  the  cause  of 
the  others  ? 

Where  is  the  proof  that  the  heat  and  light  evolved  be- 
tween the  "  electrodes  "  are  effects  merely  of  electricity  ? 
The  fact  of  (he  apparently  unlimited  evolution  of  heat  from 
a  finite  portion  of  wire  duly  subjected  to  a  voltaic  circuit, 
IS  inexplicable,  consistently  with  the  materiality  of  caloric, 
unless  we  suppose  the  fluid  to  be  derived  from  the  same 
electro-chemical  reaction  to  which  we  owe  the  electricity 
associated  therewith. 

I  conceive  it  to  be  almost  self-evident,  that  mechanical 
and  voltaic  electricity  are  due  to  the  same  fluid,  so  far  as 
they  are  strictly  electrical.  The  only  doubt  with  me  is, 
whether  th^  very  different  characteristics  of  the  phenomena 
produced  by  the  different  means  alluded  to  could  be  ex- 
plained without  supposing  some  other  modifying  causes. 
And  at  all  events,  from  the  reasons  above  given.  1  am  dis- 
satisfied with  the  explanation  that  the  difference  is  depend- 
ent on  quantity  and  intensity. 

In  terminating  my  observations,  I  subjoin  the  following 
statement  of  my  opinions  as  heretofore  expressed  in  one 
of  my  text  books. 

"  It  does  not  appear  to  me  that  the  production  of  elec- 
tro-magnetic phenomena,  both  by  galvanic  and  by  electrical 
discharges  disproves  my  opinion,  that  caloric  and  electri- 
city are  connate  and  co-ordinate  products  of  galvanic  action. 

As  ignition  is  producible  by  either  discharge,  whether 
electric  or  galvanic,  the  fluid  of  beat,  no  less  than  the  elec- 
tric fluid,  may  in  both  cases  be  concerned ;  and  it  is  yet  to 
be  shown,  that  magnetic  phenomena  are  ever  due  to  the 
unalloyed  agency  of  electricity. 

It  is  true  that  magnetism  has  been  imparted,  by  dis- 
charges of  mechanical  electricity,  without  any  ostensible 
agency  of  caloric;  but  it  is  equally  true,  that  magnetic 
movements  have  been  produced  also  by  the  application  of 
beat,  unaccompanied  by  any  ostensible  agency  of  the  elec- 
tric fluid,  and  it  seems  as  rationable  to  suppose  that  caloric 
and  electricity  are  associated  in  the  first  instance  as  in  the 
last. 

Those  who  consider  electricity,  varying  in  quantity  and 
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intensity,  as  the  common  cause  of  electrical  and  galvanic 
ignition,  and  of  thermo-magnetic  phenomena,  must  suppose 
that  this  principle  and  caloric  are  capable  of  a  reciprocal 
action.  In  the  first  case,  caloric  is  evolved  by  electric 
action ;  in  the  last,  electric  currents  are  produced  by  caio* 
rific  repulsion.  Hence,  as  action  and  reaction  are  equal 
and  contrary,  I  deem  it  rational  to  suppose  that  in  some 
cases  the  former,  in  othei;  cases  the  latter,  may  be  the 
prime  mover ;  but  that  both  participate  in  every  galvanic, 
electro-magnetic,  or  thermo-magnetic  current. 


VII.  On  Electro-pulsations  and  Electro-momentum,  By 
William  Sturgeon,  Lecturer  on  Experimental  Philo- 
sophy at  the  Honourable  East  India  Company's  Military 
Academy,  Addiscombe,  &c.* 

It  is  very  well  known  to  the  readers  of  the  Philosophical 
Magazine,  that  I  have  long  considered  electric  currents, 
when  transmitted  through  inferior  conductors  between  the 
poles  of  a  voltaic  battery,  as  the  effect  of  a  series  of  dis- 
tinct discharges,  in  such  rapid  succession  as  not  to  be 
individually  distinguished  by  the  senses.  Such  currents  I 
have  called  electro-pulsatory.  See  my  theory  of  magnetic 
electricity  in  the  London  and  Edinburgh  Philosophical 
Magazine,  vol.  ii.  p.  202. 

By  following  up  these  views  of  electro-pulsations,  I  was 
about  two  years  ago  enabled  to  dispense  with  all  acid  or 
saline  liquids,  in  the  employment  of  galvanic  batteries,  for 
the  purpose  of  galvanizing,  as  it  is  called,  either  to  satisfy 
the  curiosity,  or  as  a  medical  process ;  and  my  plan  which 
answers  very  well,  I  have  found  to  be  productive  of  a  con^ 
siderable  saving  in  the  cxpence  necessarily  attendant  on 
the  use  of  voltaic  batteries  when  excited  by  acid  solutions. 

It  is  well  known  that  a  Cruickshank  battery  of  about  a 
hundred  pairs  will,  by  employing  water  alone  in  the  cells, 
charge  to  a  certain  degree  of  intensity  almost  any  extent 
of  coated  surface  of  glass  that  we  please ;  and  that  the 
same  degree  of  charge  is  given  to  it  by  a  single  contact  of 
the  conductors,  however  short  its  duration.  This  being 
understood,  and  understanding  also  that  the  shock  produced 
by  any  discharge  from  a  given  intensity  would  be  propor- 
tionable to  the  quantity  of  fluid  transmitted  in  a  given  time^ 
it  was  easy  to  foresee  that  a  series  of  shocks  in  rapid  sue  • 
cession  might  be  produced  by  some  mechanical  contrivance, 
and  that  the  degree  of  force  might  be  regulated  by  varying 
the  extent  of  coated  surface. 

*  From  the  London  and  Edin.  Philos.  Mag.  &c  &c.  for  Aug.  18S6. 
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My  first  experiments  were  made  with  a  hundred  and  fifty 
pairs  of  three-inch  plates,  and  about  seven  feet  on  each  side 
of  coated  glass;  and  my  apparatus  for  producing  a  rapid 
succession  of  shocks  was  one  of  Mr.  Barlow's  stellated 
electro-magnetic  wheels*  which  was  soldered  to  an  iron 
spindle  and  put  into  a  rotatory  motion  by  a  wheel  and  band ; 
the  points  of  the  wheel  touching  in  succession  a  copper 
in  connexion  with  a  positive  surface,  and  thus  producing  a 
discharge  at  every  contact  of  the  wheel  and  copper  spring. 

When  the  two  surfaces  are  connected  by  wires  with  two 
basins  of  salt  water,  and  the  hands  immersed  one  in  each 
basin,  the  efiect  experienced  is  precisely  that  of  the  dis- 
charge of  a  voltaic  battery.  The  discharges  can  be  made 
in  such  rapid  succession  as  to  prevent  the  sensation  of 
distinct  shocks ;  and  if  the  process  were  to  be  concealed  it 
would  require  some  experience  to  distinguish  between  the 
effects  on  the  animal  economy,  from  this  apparatus  and  those 
from  a  voltaic  battery  charged  with  acid  and  water. 

My  views  being  so  far  verified,  the  next  attempt  was  to 
simplify  (he  apparatus  and  make  it  more  portable;  and  as 
it  was  readily  seen  that  if  one  hundred  pairs  would  charge 
glass  of  considerable  thickness,  thinner  glass  might  be 
charged  by  fewer  pairs ;  this  was  done,  and  eventually  the 
glass  entirely  dismissed,  and  its  place  supplied  by  well- 
varnished  Bristol-board .  These  boards  answer  exceedingly 
well  as  a  reservoir  for  low  intensities ;  they  may  be  coated 
to  within  an  inch  of  the  edge  all  round,  and  placed  upon 
their  edges  either  on  a  piece  of  glass  or  on  aboard  properly 
prepared,  and  arranged  to  any  required  extent  like  the 
plates  of  a  voltaic  battery,  but  when  considerable  intensity 
is  wanted  it  is  better  to  use  thin  glass. 

From  these  facts  we  learn  that  metallic  surfaces  of  many 
acres  of  extent  may  possibly  be  charged  to  a  low  intensity 
in  the  interior  of  the  earth,  by  having  a  thin  intervening 
stratum  of  inferior  conducting  matter  sufficient  to  insulate 
from  each  other  their  dissimilar  electric  surfaces. 
'  It  may  now  be  understood  that  the  slightest  accident 
which  would  suddenly  break  through  the  insulation,  such 
as  the  sinking  of  a  mass  of  metalline  matter  from  one  stra- 
tum to  the  other,  would  cause  a  sudden  rush  of  an  immense 
ocean  of  the  electric  fluid,  which  might  be  productive  of 
subterranean  lightnings -and  tremendous  explosions  suffici- 
ent to  shake  an  extensive  range  of  country  on  every  side. 

Connected  with  the  preceding  facts  there  are  others  which 
may  be  conveniently  mentioned  in  this  place,  and  which 
would  lead  us  to  similar  explanations  of  the  causes  of  sub- 
terraneous convulsions.  Electric  currents  of  considerable 
magnitude  when  suddenly  checked  or  diverted  to  a  newchan- 
♦  Mr.  Barlow's  "Magnetic  Attractionfi/'  Second  Edition. 
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Del,  produce  a  momentum  not  very  generally  understood ; 
but  which  I  will  endeavour  to  explain.  A  coil  of  copper 
wire  excited  by  magnetic  action  will  become  a  channel  for 
an  electric  current;  and  whilst  the  whole  circuit  is  metallic, 
the  velocity  of  that  current  would  be  considerably  greater 
than  if  any,  even  a  small  part  of  the  circuit  were  of  worse 
conducting  materials;  and  if  the  current  were  suddenly 
transferred  from  a  channel  of  the  former  character  to  one 
of  the  latter,  by  any  contrivance  whatever,  it  would  meet  a 
resistance  on  entering  the  new  channel,  which  the  momen- 
tum it  had  previously  required  would  have  to  overcome ; 
and  a  sudden  disturbance  of  the  electric  fluid,  previously 
at  rest  would  take  place,  and  a  violent  rush  of  the  current 
would  as  suddenly  follow. 

It  is  in  this  manner  that  shocks  and  sparks  are  produced 
by  magnetic  electric  machines,  where  the  current,  previous- 
ly in  rapid  motion,  is  suddenly  transferred  to  a  new  channel 
of  inferior  conducting  matter;  and  all  the  fluid  in  the  re- 
volving coil  rushes  through  a  person  properly  situated  for 
the  new  route,  and  who  experiences  the  electric  shock,  or 
else  throuo:h  a  thin  stratum  of  air  at  an  interruption  in  the 
metallic  circuit  where  the  spark  is  produced. 

These,  then,  are  some  of  the  efl^ects  of  electric  currents, 
or  of  the  momentum  of  the  electric  fluid  in  a  state  of  motion 
after  the  exciting  cause  is  entirely  cut  off.  The  shock  thus 
produced  may  very  conveniently  be  compared  to  the  blow 
given  by  Montgolder's  hydraulic  ram.  Electro-momenta 
may  be  produced  by  any  mode  of  excitation  whatever,  and 
the  efiects  will  bo  proportional  to  the  velocity  and  quantity 
of  the  electric  fluid  first  put  in  motion;  and  the  length  of 
the  original  channel  is  also  to  be  taken  into  account.  If 
then  electro-momenta,  capable  of  producing  violent  shocks 
and  vivid  sparks  can  be  produced  by  a  few  hundreds  of 
feet  of  thin  copper  wire,  what  is  it  that  might  not  be  ex- 
pected from  the  electro-momenta  of  nature,  arising  from 
currents  of  many  miles  in  extent,  kept  in  motion  either  by 
beat,  saline  solutions,  or  by  other  causes,  amongst  the 
metalline  strata  below  the  surface  of  the  earth  ?  A  sudden 
disruption  in  the  circuit  would  insure  the  blow,  and  an 
earthquake  might  be  the  result. 

Artillery  Place,  Woolwich,  July  4th,  1836. 


VIII.  An  inquiry  into  the  Attributes  of  the  Galvanometer, 
and  how  far  its  indications  may  be  depended  upon  in 
Electro-dynamic  researches. 

The  diversified  capacities  in  which  the  galvanometer  has 
found  employment  in  the  service  of  experimenters,  and  the 
interesting  discoveries  which  have  been  attributed  to  its 
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assistance,  have  conferred  on  it  an  importance  of  no  ordi- 
nary kind.  It  IS  an  instrument  now  extensively  employed 
in  the  contemplation  of  almost  every  class  of  phenomena 
exhibited  by  the  agency  of  electric  currents :  and  the 
deflections  of  its  needle  have  been  regarded  as  infallible 
indications  of  the  degree  of  electric  force  in  its  wires; — of 
the  absolute  quantity  of  the  electric  fluid  transmitted  by 
them; — and  of  the  extent  of  electric  agency  in  the  produc- 
tion of  chemical  actitm. 

That  the  deflections  of  the  magnetic  needle  are  strictly 
indicative  of  the  electric /orce,  or  electro-dynamic  action, 
when  contemplated  abstractedly,  and  independently  as 
regards  the  elements  of  its  constitution^  is  a  truth  duly 
acknowledged,  and  sanctioned  by  the  highest  scientific 
authority:  but  we  have  not  yet  been  made  acquainted  with 
any  experiments,  nor  with  any  train  of  reasonings  from 
which  we  could  infer  that  its  powers  of  investigation  have 
been  any  farther  established. 

There  are  two  distinct  kinds  of  magnetic  deflections,  for 
the  admeasurement  of  electro-dynamic  action,  which  may 
very  conveniently  be  desis^nated  permanent  and  transient. 
By  the  former  we  mean  all  those  deflections  of  the  galva- 
nometer needle,  which  are  steadily  maintained  for  some 
considerable  time,  constantly  marking  some  determinate 
angle  with  the  conducting  wire,  according  to  the  extent  of 
the  electric  force  which  keeps  the  needle  out  of  its  natural 
direction.  And  by  the  latter,  we  mean  those  momentary 
deflections,  or  first  ranges  of  the  needle,  which  are  the 
eiTects  of  sudden  electric  discharges,  operating  for  some 
definite  interval  of  time;  the  angle  indicating  the  extent  of 
the  electric  force,  being  that  marked  by  the  extreme  range 
of  the  needle. 

These  two  kinds  of  magnetic  deflections  are  perfectly 
distinct  from  each  other,  and  indicate  the  values  of  electric 
forces  by  very  different  laws,  well  known  to  scientific  men; 
some  of  whom  have  successfully  applied  them  to  particular 
electro-dynamic  investigations.  It  still  however  remains 
a  subject  of  interesting  enquiry,  whether  or  no,  the  initial 
and  subsequent  electric  forces  observe  an  uniform  analogy 
with  regard  to  each  other;  or,  if,  in  all  cases  of  excitation 
any  constant  ratio  of  those  forces  be  indicated  by  the 
transient  and  permanent  deflections  of  the  galvanometer 
needle,  whilst  under  the  influence  of  electro-dynamic 
action.  If  such  analogy  were  to  be  established,  it  would 
be  a  means  of  abridging  our  experimental  labours,  and 
satisfying  many  of  our  enquiries  by  a  simple  process  of 
calculation  alone.  We  might  then  substitute,  as  it  were, 
one  experiment  for  another,  and  become  acquainted  with 
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the  values  of  electric  forces  emanating  from  varioas  sources 
of  action  to  which  we  had  no  immediate  means  of  access; 
or  if  we  bad,  it  would  be  unnecessary  to  resort  to  them. 
•  If,  for  instance,  it  were  discovered  that  the  forces  indi- 
cated by  a  series  of  steady  deflections,  at  intervals  of  one 
degree,  through  a  quadrant  of  the  graduated  card,  observed 
a  constant  ratio  with  regard  to  their  respective  initial 
forces,  acting  for  some  small  interval  of  time;  a  law  would 
thus  be  established  hy  means  of  which  the  values  of  either 
the  initial,  or  tbc^  subsequent  permanent  forces  might  easily 
be  calculated. 

We  presume  not,  however,  from  the  results  of  our  own 
limited  investigations,  to  hold  out  even  a  hope  of  arriving 
at  conclusions  of  this  high  importance  to  electrical  science; 
but  as  substitute  experiments,  implying  such  analogy, 
appear  to  have  found  admission  into  some  electro-djniamic 
researches  hitherto  held  in  considerable  repute,  and  from 
which  circumstance  others  might  possibly  be  assumed,  our 
conclusions,  whatever  they  may  be,  if  drawn  from  a  well 
conducted  enquiry,  may  probably  be  of  some  value  to 
those  who  pursue  similar  paths  of  research,  either  by  lead- 
ing to  truth,  or  preventing  error. 

In  the  contemplation  of  the  electric  forces  indicated  by 
permanent  deflections,  the  resistance  which  might  be  pre- 
sented to  a  needle  in  motion,  by  the  surrounding  air,  may 
be  entirely  disregarded ;  because,  whilst  under  the  influence 
of  the  electric  force,  the  needle  is  supposed  to  be  in  a 
perfect  state  of  repose.  The  only  force,  therefore  with 
which  the  electro-dynamic  action  has  to  contend,  is  that 
arising  from  the  propensity  with  which  the  displaced  needle 
is  endued,  of  resuming  its  former  or  natural  position :  and 
when  the  same  galvanometer  is  employed,  this  directive 
force  is  invariable,  or  is  a  constant  quantity,  which  may 
be  referred  to  unity. 

The  deflecting  force  exhibited  by  the  conducting  wire 
during  the  flow  of  an  electric  current,  is  well  known  to 
operate  at  right  angles  to  the  axis  of  that  wire,  curound 
every  part  of  its  surface:  or  in  the  direction  of  a  tangent 
to  any  point  of  the  curve  circumscribing  a  transverse  sec- 
tion of  the  wire,  as  shown  in  figs.  1,  3,  3. 

The  efforts,  therefore,  of  that  force  to  turn  a  magnetic 
needle  placed  parallel  to,  and  either  above  or  below  the 
wire,  will  be  in  the  direction  of  a  tangent  to  the  horizontal 
arc  of  deflection ;  and  the  force  has  very  conveniently  been 
estimated  in  terms  of  the  tangent  to  that  arc,  being  con- 
stantly proportional  to  it. 

If  therefore,  the  angle  of  permanent  deflection  be  denoted 
^v  A;  then  the  force  in  the  conducting  wires  producing  that 
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angle,  will  be  proportional  to  tan.  ^.  And  by  employing 
F  as  a  representative  of  the  force  emanating  from  the 
coadacting  wire^  we  have 

tan.  A=F.* (a) 

Electric  forces,  indicated  by  transient  deflections  of  the 
needle,  are  but  of  very  short  duration,  and  in  some  cases 
may  be  regarded  as  momentary  impulses,  producing  velo- 
cities in  the  needle's  motion  proportional  to  their  intensities. 
If  then,  the  maximum  velocities  were  to  be  produced  at 
the  lowest  point  of  the  measuring  arc,  or  whilst  the  needle 
and  conducting  wire  were  parallel  to  each  other,  the  elec- 
tric forces,  producing  these  deflections,  would  be  calculated 
with  tolerable  precision,  upon  the  principles  of  the  doctrine 
of  falling  bodies,  the  deflections  or  the  needle  being  assimi- 
lated to  pendulous  motions.      It  appears,  therefore,  an 
exceedingly  desirable  object  in  calculating  the  values  of 
transient  electric  forces,  that  the  velocity  should  be  amax- 
imura  at  the  lowest  point  of  the  measuring  arc ;  hence  in 
experiments  of  this  kind,  every  available  means  should  be 
resorted  to,  in  order  to  attain  the  greatest  degree  of  preci- 
sion in  that  particular.     It  would  be  exceedingly  difficult 
however,  if  not  entirely  impossible,  to  produce  a  maximum 
velocity  at  the  precise  zero  point,  which  could  be  accom- 
plished by  no  other  means  than  bv  adjusting  the  needle, 
previously  to  the  discharge,  some  few  degrees  backward, 
or  on  the  oposite  side  of  the  meridian  line  to  that  of  the 
measuring  arc.    Perhaps  two  or  three  degrees  might  answer 
as  well,  if  not  better  than  any  other  distance  for  electric 
forces  generally  of  about  half  a  second  duration ;  though 
much  would  depend  upon  their  intensity,  and  other  circum- 
stances, which  precludes  the  accuracy  of  any  general  rule. 
For  oar  present  purpose,  however,  we  consider,  this  mode 
of  experimenting  sufficiently  accurate. 

We  now  consider  the  needle  as  leaving  the  conducting 
wire,  or  lowest  point  of  the  measuring  arc,  with  a  maximum 
velocity,  and  consequently  with  the  same  velocity  as  that 
which  it  would  acquire  whilst  returning  from  the  highest 
point  to  its  parallelism  with  the  wire  again,  by  that  force 
alone  which  tends  to  restore  it  to  its  natural  position. 

Under  these  circumstances,  the  electro-dynamic  action, 
for  any  short  definite  interval  of  time,  will  be  proportional 
to  the  chords  of  the  arcs  of  deflection,  or  to  twice  the  sines 
of  half  those  arcs.  Denoting  therefore  the  arc  of  transient 
deflection  by  ^,  and  the  electric  force  producing  that  arc 
by  F',  we  shall  have 

2sin.J  J=F (b) 

•See  Mr.  Barlow's  "Magnetic  Attractions"  2nd  Edition,  p.  238. 
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Electric  forces  producing  permanent  deflections  may  be 
regarded  as  if  emanating  from  an  equable  flow*  of  the  elec- 
tric fluid  through  the  conducting  wire  in  each  case,  from 
the  first  moment  the  needle  marks  a  steady  angle  ;  and  that 
an  equal  quantity  is  transmitted  in  each  equal  interval  of 
time.  If  therefore,  the  flow  of  the  currents  were  equable 
from  the  first  closing  of  the  circuit,  it  is  obvious  that  tho 
force  would  be  constant fiom  that  moment;  in  which  case 
the  initial  forces  indicated  by  transient  deflections  ought  to 
be  proportional  to  those  indicated  by  permanent  deflections. 
That  is,  when  steady  forces  shown  by  permanent  deflec- 
tions, from  difi'erent  sources  are  equal,  the  initial  incre- 
ments of  those  forces  ought  to  be  equal  also.  Or  if  the 
steady  forces  be  unequal,  still  the  initial  incremental  forces 
shown  by  transient  deflections,  ought  to  be  proportional  to 
them.  So  that  if  A  and  A',  denote  the  angles  of  steady  or 
permanent  deflections,  from  two  different  sources  of  excita- 
tion, and  d'and  ^' the  corresponding  angles  of/ran-Wen^ deflec- 
tion, produced  by  sudden  discharges,  each  acting  for  some 
small  standard  interval  of  time,  from  the  same  sources  re- 
spectively, then  by  taking  our  former  values  of  the  electric 
forces  in  terms  of  the  angles  of  deflections,  we  ought  to  have 

tan.  A'  sin.  J^ 

= : (c) 

^an.  A   sin.  ^i 

and  when  A=:A',  so  should  iziV. 

But  in  electric  discharges  generally,  it  is  a  well  knowa 
faet,  that  the  initial  forces  are  superior  to  those  subsequent- 
ly exhibited  in  any  similar  interval  of  time;  provided  no 
greater  a  degree  of  excitation  be  carried  on  during  the 
discharge,  than  at  or  before  its  commencement.  This  fact 
is  particularly  applicable  to  the  discharge  of  a  Leyden  jar^ 
the  force  of  which  depends  upon  the  elasticity  of  the  fluid 
superinduced  on  its  surface.  The  elasticity  in  this  case  is 
proportional  to  the  density  of  the  fluid  on  the  coating ;  and 
as  the  density  is  in  its  most  exalted  state  at  the  commence- 
ment of  the  discharge,  it  follows,  that  the  initial  force  is 
superior  to  the  force  taken  at  any  subsequent  period  of  the 
fluid's  motion ;  and,  in  consequence  of  the  progressive  dimi- 
nution of  density  in  the  jar,  the  force  in  the  circuit  neces- 
sarily lessens  proportionally,  from  the  first  to  the  last 
moment  of  transmission. 

The  velocity  of  the  fluid  in  the  circuit,  is  also  dependent 
on  its  elasticity  in  the  jar.     Hence  it  is,  that  the  initial 

♦  We  are  very  well  aware  that  a  magnetic  needle  may  be  kept 
perfectly  steady  by  a  rapid  succession  of  impulses  of  equal  intensity 
which  could  not  be  strictly  called  an  ''  equable  flow  '*  of  the  fluid, 
but  even  in  that  case  equal  quantities  would  be  transmitted  in  equal 
intervals  of  time. 
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Telocity  is  a  maximum  in  every  discharge  from  ajar.  And 
lor  the  same  reason^  the  quantity  transmitted  in  the  first 
interval  of  time,  is  greater  than  in  any  other  similar  interval 
during  the  discharge.  This  is  universally  the  case,  what- 
ever may  be  the  size  of  the  jar,  or  with  whatever  quantity 
of  fluid  it  may  be  charged. 

It  is  obvious  also,  that  the  initial  force  from  any,  the 
same  standard  quantity  of  fluid,  will  vary  with  every  vari- 
ation in  the  extent  of  the  coated  surface  over  which  it  is 
distributed ;  for  the  initial  force  in  the  circuit  depends  upon 
the  elasticity  of  the  charge,  and  the  elasticity  upon  the 
density.  But  the  density  varies  in  the  inverse  ratio  of  the 
extent  of  coated  surface  over  which  the  fluid  is  distributed ; 
hence,  the  initial  force  of  the  same  quantity  varies  with 
every  variation  in  the  extent  of  coated  surface. 

These  circumstances  are  inseparably  connected  with  the 
discharge  of  electric  jars,  whatever  be  the  nature  of  the 
conductor  through  which  the  fluid  is  transmitted,  provided 
its  conductibility  sufilers  no  change  during  the  process. — 
But  the  effects  absolutely  product,  and  the  time  of  trans- 
mission, will  be  modified  considerably  by  the  character  of 
the  conductor. 

The  most  protracted  discharge  of  a  Leyden  jar,  however, 
is  too  transient  to  command  even  a  moment's  steady  de- 
flection of  a  magnetic  needle.  On  this  account,  therefore, 
as  well  as  in  consequence  of  an  unequable  flow  of  the  fluid 
during  the  transmission,  permanent  deflections  are  abso- 
lutely unattainable ;  and  consequently  the  admeasurement 
of  electric  forces  by  those  means,  entirely  out  of  the  ques- 
tion :  and  the  action  of  a  current  directly  from  the  machine 
has  never  yet  been  shown  to  afibrd  the  necessary  data. 

Thus  circumstanced,  we  are  necessarily  compelled  to 
abandon  all  hopes  of  ever  arriving  at  experimental  results, 
from  the  electrical  machine,  that  could  at  all  favour  the 
idea  of  lessening  our  future  labours  by  electro-dynamic 
ratios  of  permanent  and  transient  action.  Notwithstanding 
however,  the  impracticability  of  obtaining  permanent 
deflections  from  the  discharge  of  a  jar,  or  from  currents 
direct  from  the  machine,  they  are  very  easily  accomplished 
by  availing  ourselves  of  other  sources  of  electric  action, 
which,  fortunately  for  enquiries  of  this  kind,  are  both 
abundant  and  of  easy  access.  It  may  therefore  not  be 
amiss,  in  this  part  of  the  discussion,  to  make  ourselves 
acquainted  with  a  few  experimental  results  from  various 
sources,  v^hich  are  at  immediate  command.  And  jn  order 
to  obviate  any  obscurity  which  might  happen  to  occur 
from  a  want  of  uniformity  in  the  arrangement "Of  the  expe- 
riments, we  have  been  led  to  a  selection  of  a  standard  angle 
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of  five  degrees  for  the  permanent  deflections^  from  whatever 
sonrce  they  may  proceed.  These  are  all  arranged  in  one 
yertical  column  in  the  following  table;  the  transient  deflec- 
tions are  placed  in  the  same  lines  in  a  column  on  the  right, 
and  the  respective  sources  of  electric  action  are  seen  on 
the  left.  One  second  of  time  was  allowed  for  the  electro- 
dynamic  action  to  produce  the  transient  deflections. 

The  galvanometer,  employed  in  these  experiments,  has 
a  rectangular  coih  each  side  of  which  is  six  inches;  and 
consists  of  eight  convolutions.  The  needle  which  is  four 
inches  long,  and  furnished  with  an  agate  cap,  is  placed  in 
the  centre  of  the  vertical  coil  on  a  fine  steel  pivot.  And  a 
thread  of  sewing  silk,  with  a  brass  ball  at  its  lower  end, 
constituted  (he  second's  pendulum.  The  metals  employed 
in  the  voltaic  experiments  were  a  strip  of  copper  and 
another  of  zinc,  each  one  inch  broad  and  placed  about  a 
quarter  of  an  inch  apart.  The  thermo-electric  apparatus 
was  a  thin  bar  of  bismuth  with  a  copper  wire  at  each  end. 

Table  of  Permanent  and  Transient  Deflections  of  a  Mag- 
netic Needle  by  Electric  currents,  from  various  sources 
of  excitation. 


Source  of  Electric  Action. 

Deflections. 

Copper  and 

zinc  area 

of  surfaces 

immersed. 

Exciting  Liquid. 

Perma- 
nent. 

Tran- 
sient. 

Square  incties. 

4  .0 
6  .0 
0  .6 

4.0 
0.  6 

4.  0 
0.2 

6.0 

Water  and  sulphuric  acid. 
Weaker  acid  solution. 
Stronger  solution  than  1st 

6^ 
6^ 

15» 
10» 

Water  and  muriatic  acid. 
Stronger  acid  solution. 

50 
5' 

13° 
10" 

Water  and  nitrous  acid. 
Strong  solution. 

5P 

10» 
W 

Commom  salt  &  water  with 
a  few  drops  of  nitrous  acid 

5' 

47' 

Bar  of 

bismuth  & 
copper 
wires. 

Excited  by 
a  Spirit  Lamp. 

5' 

SP 
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The  tabular  transient  ^deflections  exhibited  in  the  third 
column,  although  they  do  not  express  a  close  correspond- 
ency among  themselves^  appear  to  have  an  approximate 
relation  to  the  permanent  standard  deflection,  which  might 
perhaps  be  more  fully  established  by  means  of  extensive 
series  of  experiments.  The  mean  of  all  the  first  seven 
deflections  would  be  lln  *";  and  the  permanent  to  the  mean 
transient  as  1:2*346  nearly.  But  it  we  compare  experi- 
ments 1,  4,  and  6,  in  which  the  same  extent  of  metallic 
surtace  was  employed,  a  considerable  discrepancy  is  imme- 
diately seen  :  the  extremes  differing  five  degrees,  or  half 
the  quantity  of  the  lesser  deflection;  so  that  as  far  as 
regards  the  experiments  in  which  acid  solutions  were  em- 
ployed, very  little  in  common  is  perceived  amongst  their 
results.  There  is  however  in  these  first  seven  experiments 
one  striking  feature  which  is  deserving  of  notice — which  is 
that  the  angles  of  transient  deflection  are  not  less  than 
twice  that  of  permanent  deflection.  •  The  ninth,  or  thermo- 
electric experiment  also  appears  to  approach  the  same  law. 
Other  galvanometers,  and  other  intervals  of  time  for  the 
action  of  th<^  transient  force  have,  however  given  very 
different  results.  The  eighth  experiment  in  which  salt  and 
water  were  employed,  exhibits  a  very  different  law  to  any 
of  the  rest,  the  transient  deflection  indicating  an  electro- 
dynamic  action  of  about  three  times  the  intensity  of  that 
of  the  greatest  of  those  with  acid  solutions  only. 

Hitherto  the  formula,  c,  has  been  considered  as  applica- 
ble to  those  cases  only  in  which  the  electro-dynamic  action 
is  supposed  to  be  constant  from  the  first  closing  of  the  cir- 
cuit. But  it  would  be  equally  applicable  whether  the 
initial  and  subsequent  actions  were  uniform  or  not,  provided 
they  exhibited  a  constant  ratio  in  all  the  individual  cur- 
rents under  contemplation.  For  if  F'  and  F  represent  the 
permanent  forces  of  two  cnrrents,  and/'  and/their  respect- 
ive initial  forces',  then  since 

F  :  F  : :  /    :  /        F'     f 

and  by  substituting  the  respective  values  of  those  forces, 
in  terms  of  the  arcs  of  deflecti<^,  we  have 

tan.  A'  sin.  \  V 

-—      rz       ■  the  same  as  before. 

tan.  A  sin.  J  J' 

Thevcare  only  three  cases,  however,  in  the  tabular  re^ 
suits  in  ;wiiicb  this  ratio  is  exhibited,  viz.  the  third,  fifth, 
and  sixth :  in  those  it  is  shown  that  the  permanent  is  to  the 

Vo.  1.  Ociclber.  1836.  E 
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transient  as  5  :  10,  or,  as  1 : 2.  All  the  rest  exhibit  differ- 
ent ratios,  do  two  of  which  are  alike.  And  although  our 
experimental  enquiries  have  been  pursued  to  a  considera- 
ble extent,  and  conducted  with  great  care,  employing 
different  inrervals  of  time,  from  half  a  second  to  three  se- 
conds, for  the  play  of  the  initial  force,  the  prospects  they 
have  unfolded  towards  arriving  at  the  analogy  sought  for, 
are  no  more  promising  than  these  exhibited  in  the  table. 

With  regard  to  Voltaic  arrangements,  the  action  on  the 
needle  varies  with  almost  every  circumstance  which  enters 
the  process  of  experiment ;  and  the  exact*  ratios  of  perma- 
nent and  transient  forces  which  they  develop,  are  probably 
as  exhaustless  as  the  variety  of  particulars  both  intentional 
and  incidental,  that  happen  to  be  connected  with  the  pro- 
cess. The  character  of  the  exciting  liquid,—  the  character 
and  extent  of  the  metallic  surfaces,— their  state  of  oxida- 
tion,— their  distance  from  one  another, — the  time  the  circuit 
has  been  broken — are  amongst  the  most  obvious  of  the 
probable  multitude  of  circumstamces  which  influence  the 
initial  electro-dynamic  action. 

The  sources  of  electric  action  which  appear  the  most 
favourable  for  developing  uniform  results,  are  those  in 
which  heat  is  the  exciting  medium.  The  circumstances 
connected  with  this  process  being  very  limited,  the  experi- 
ments are  not  so  liable  to  be  influenced  by  casnalities  as 
those  in  which  liquids  are  employed. 

The  difference  of  opinion  which  prevails  among  scienti- 
fic men,  regarding  the  indications  of  the  galvanometer  as  a 
measurer  of  the ''  absolute  quantity  "  of  electric  fluid  deve- 
loped by  various  processes  of  excitation,  may  possibly 
arise  from  a  want  of  due  attention  to  the  modus  operandi 
of  transmission.  Perhaps  a  few  hints  may  tend  to  develop 
other  views  of  this  subject,  than  those  which  have  hitherto 
be^n  taken,  and  to  reconcile  the  apparent  discrepancies 
with  which  the  phenomena  are  attended.  They  may  rery 
properly  be  prefaced  by  an 

Experiment  A  pair  of  copper  and  zinc  cylinders  the 
former  exposing  about  sixty,  the  latter  about  twenty  square 
inches  of  surface  to  a  strong  solution  of  salt  and  water,  had 
been  in  electrical  play  for  forty-six  hours,  at  which  time 
the  permanent  deflection  was  reduced  to  2^.  The  circuit 
was  now  broken  (  without  disturbing  the  metals, )  for  ten 
minutes ;  then  closed  for  one  second  of  time ;  the  needle 
was  driven  through  an  arc  of  75^. 

*  We  say  ''  exact  ratios  "  because  when  veiy  light  needles  are 
employed  p^rhnps  no  two  wpu}d  be  found  precisely  aHke.  Those 
results  which  are  placed  in  the  table  were  ariived  at  by  using  a 
comparatively  heavy  needle. 
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It  woald  be  exceedingly  difficalt  to  make  it  appear  that 
this  voltaic  pair,  or  indeed  any  other  of  moderate  size, 
coald  hold  in  suspense^  a  charge  of  the  electric  fluid  greater 
than  that  which  could  be  given  to  an  extensive  surface  of 
glass,  by  the  common  machine:  yet,  perhaps^  it  would  be 
as  difficult  to  show^  that  the  transmission  of  an  intense 
charge  of  fifty  square  feet  of  coated  surface  would  produce 
a  similar  effect  on  the  same  galvanometer.  Nothing  of  the 
has  hitherto  been  done;  neither  are  we  aware  that  any 
experiments,  or  any  train  of  reasoning  have  yet  been 
attempted,  which  would  satisfactorily  explain  the  obvious 
difference  of  the  galvanometer  indications  exhibited  by 
discharges  from  the  machine,  and  those  from  other  sources 
of  electric  action. 

The  '^absolute  quantity"  of  flnid  put  into  motion  by  a 
voltaic  pair,  may  possibly  be  very  small,  when  compared 
to  that  constituting  the  charges  of  a  Leyden  jar  of  even 
moderate  dimensions^  and  yet,  its  electro-dynamic  action 
on  the  needle  might  be  .much  greater  than  that  of  a  dis- 
cbarge from  the  jar;  because,  in  the  former  case,  the  fluid 
would  circulate  a  multitude  of  times  in  a  comparatively 
compact  body,  whilst  in  the  latter  case  (the  same  time 
being  allowed)  the  charge  would  be  drawn  out,  as  it  were, 
into  a  thin  slender  stream,  made  up  of  an  infinite  number 
of  small  parts  of  the  '^absolute  quantity"  or  whole  charge. 

In  the  one  case  the  effect  due  to  a  certain  quantity  of 
fluid  is  reproduced  with  infinite  celerity,  which  operates  on 
the  needle  as  a  series  of  distinct  discharges  succeeding 
one  another  with  suflScient  rapidity  to  produce  a  deflection 
which  would  indicate  a  force  equal  to  the  sum  total  of  the 
series :  or  equal  to  the  momentum  arising  from  the  number 
of  circumvolutions  performed  by  the  fluid  in  a  given  inter- 
val of  time.  If,  then,  the  effect  due  to  one  transit  of  the 
'^absolute  quantity''  be  represented  by  m,  and  the  number 
of  repetitions  in  the  series  by  ft,  the  momentum  on  the 
needle  in  the  first  interval  of  time  would  be  n  m.  If  we 
suppose  the  number  of  repetitions,  of  the  unit  of  force,  in 
one  second  to  be  lOOOrrn,  then,  whatever  be  the  value  of 
m,  we  should  have  the  momentum,  or  whole  electro-dyna- 
mic action  on  the  needle,  in  one  second,  equal  to  1000  m. 
Or,  the  effect  on  the  needle  would  be  that  of  a  thousand 
single  discbarges  of  the  standard  or  ^'absolute  quantity"  of 
fluid.  But  if  the  same  '^absolute  quantity"  be  discharged 
from  a  jar,  and  that  it  requires  one  second  of  time  for  its 
transmission  through  the  galvanometer  coil,  we  can  have 
no  more  electro-dynaipic  action  than  that  produced  by  the 
sum  total  of  its  part3f  (whether  they  be  equal  or  uneqjaal,) 
once  produced :  or  by  one  solitary  transmission,  of  the 
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"absolute  quantity/'  from  the  positive  to  the  negative  sur 
face.  t 

If  we  be  permitted  to  conduct  our  reasoning  in  this 
manner,  we  shall  obviously  be  led  to  understand  that  the 
^'absolute  quantity"  of  fluid  in  motion,  separately  consi- 
dered, may  possibly  perform  but  a  very  insignificant  part 
in  the  production  of  magnetic  deflections,  and  must  at  all 
times  be  but  very  imperfectly  represented  by  the  galva- 
nometer. 

This  explanation  is  very  different  to  that  which  supposes 
that  "four  grains  of  zinc,  with  one  of  water  may  yield  as 
much  electricity  as  is  evolved  during  a  thunder  storm ;"  but 
as  to  which  of  them  is  to  be  indulged  with  the  greatest 
degree  of  honest  favour  from  the  philosophical  world,  will 
require  time  to  determine. 

(To  be  resumed.) 


IX.  "On  the  Relation  by  measure  of  Common  and  Voltaic 
Electricity^**  in  a  letter  from  Mr.  Sturgeon  to  Dr. 
Faraday. 

Sir, 

Your  "Researches  for  discovering  the  Relation  hy  mea- 
sure, of  Common  and  Voltaic  Electricity"  appear  to  have 
been  considered  as  a  necessary  preliminary  for  the  estab- 
lishment of  a  "theory  of  chemical  decomposition.''  In 
these  "researches"  a  few  experiments  are  described,  the 
results  of  which  you  seem  to  have  regarded  as  suflicicnt 
data  whereon  to  found  certain  positions  on  which  the 
'•theory"  mainly  rests. 

My  views  of  the  method  by  which  you  have  pursued  this 
part  of  your  •'researches/'  although  never  before  published 
have  been  known  for  a  long  time,  to  some  of  the  most  illus- 
trious of  the  present  day,  in  experimental  science:  but, 
perhaps,  with  this  exception,  the  results  of  these  your 
enquiries  have  never  yet  been  questioned ;  but,  on  the 
contrary,  I  believe,  have  generally  been  held  in  very  high 
esteem. 

A  close  examination  of  your  third  series,  which  I  hope 
was  conducted  with  great  care,  soon  induced  me,  however, 
to  entertain  very  different  opinions  to  those  generally 
expressed  regarding  the  basis  of  your  theory :  and  as  I  thiuk 
it  possible  that  in  this  case,  as  in  one  on  a  former  occasion^ 
my  sentiments  may  have  been  made  known  to  you  in  a 
▼ery  distorted  form,  I  consider  that  it  is  but  just  that  I 
should  publish  the  results  of  my  examination  of  year 
'^Relation  by  -measure,  &c."  in  the  most  unsophisticated 
and  Undisguised  manner.    And  as  I  know  of  no  experi^ 
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menter  of  the  present  day  more  ardent  in  tbes^  interesting 
enqairies  than  you  are ;  nor  of  any  one  more  fortunately 
situated  for  stamping  his  investigations  with  imperishable 
fame;  so  I  know  of  no  one  to  whom  I  can  address  with  a 
greater  degree  of  propriety  the  results  of  my  examination, 
nor  of  whom  I  can  make  a  more  snitable  selection,  to 
reconcile  to  scientific  order,  those  prominent  inaccuracies 
which  I  have  been  led  to  discover  in  the  first  grand  step  of 
your  theoretical  design,  and  which  I  am  now  about  to  ofler 
to  your  notice. 

The  first  point  you  have  attempted  to  establish  is,  *'that 
if  the  same  absolute  quantity  of  electricity  pass  through  the 
Oalvanometer,  whatever  may  be  its  intensity,  the  deflecting 
force  upon  the  needle  is  the  same."    (Articles  366,  367.)* 

This  inference  appears  so  exceedingly  vague  and  incon- 
clusive, that  it  cannot,  with  propriety,  be  said  to  express 
anything:  or  if  it  has  any  definite  meaning,  I  must  confess 
that  I  cannot  discover  it.  The  intensity  of  any  given  quan- 
tity of  the  electric  fluid  whilst  passing  through  a  given 
conductor,  will  be  inversely  as  the  time  it  occupies. — 
Therefore  if  the  intensity  be  of  no  consequence,  neither 
can  the  time  be  of  any.  Hence  according  to  your  infe- 
rence, it  is  a  matter  of  indifierence  whether  *^the  same 
quantity''  occupies  a  second,  a  minute,  a  month,  or  a  year 
in  passing  "through  the  galvanometer,  the  deflecting  force 
upon  the  needle  is  the  same;"  a  concluiiion  which  I  am  wil- 
ling to  believe  you  never  intended  as  the  true  meaning  of 
the  principle  you  were  endeavouring  to  establish,  but 
which  you  will  readily  perceive,  is  a  fair  deduction  from  the 
language  in  which  the  position  is  expressed. 

The  experiments  which  are  described  as  leading  to  this 
remarkable  inference,  appear  equally  unsatisfactory ;  for 
notwithstanding  all  the  care  that  might  be  taken  in  keeping 
the  machine  in  constant  uniform  action,  it  is  very  obvious 
that  the  discharges  did  not  all  proceed  in  the  same  manner 
through  the  galvanometer.  The  'Matteral  transmission  in 
the  galvanometer  coil,"  the  possibility  of  which  is  acknow- 
ledged to  have  taken  place  in  some,  if  not  in  all  the 
discharges,  (article  365)  would  alone  be  suflicieut  to  dis- 
qualify the  experiments  for  any  investigations  of  this  high 
importance.  The  galvanometers  usually  employed,  and 
which  answer  admirably  for  Voltaic  electricity,  are  very 
unsuitable  for  ascertaining  the  exact  amount  of  deflection 
due  to  discharges  of  electric  jars,  and  more  particularly  so 
when  those  jars  are  charged  to  high  intensities,  as  in  those 

*  The  articles  referred  to  are  those  in  Dr.  Faraday's  paper,  the 
most  essential  of  which  will  be  found  appended  to  this  letter. 
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experiments  described  ia  article  863 ;  for  when  tbe 
convolutions  of  the  coil  are  packed  close  together^  the  flaid 
invariably  springs  from  one  to  another,  and  does  not  pro- 
ceed in  that  tranquil  uniform  manner  from  one  end  of  the 
wire  through  its  whole  length  to  the  other,  as  in  dischargees 
of  voltaic  electricity.  It  more  frequently  happens  that 
every  part  of  the  coil,  silk,  &c.  exhibits  a  considerable 
degree  of  electric  tension  during  Uie  transit  of  heavy  dis- 
charges; and  the  effects  due  to  that  influence  are  often 
very  troublesome,  and  not  easy  to  avoid. 

I  am  very  well  aware  that  the  precautions  against  error 
which  you  have  described,  and  the  correspondency  which 
appears  in  the  results  of  those  few  experiments  which  you 
have  chosen  as  favourable  to  your  views,  are  well  calcula- 
ted to  captivate  the  credulity  of  tbe  unexperienced  in 
electricity;  but  that  apparent  exactness  which  wonld 
prevailingly  command  their  ascent,  might  possibly  be  the 
very  means  of  suscitating  the  electrician  to  a  closer  exami- 
nation of  the  process  by  which  such  precision  was  obtained* 
Whether  it  was,  or  was  not,  an  influence  of  this  kind  which 
first  excited  my  curiosity  to  an  examination  of  your  paper, 
is  now  a  matter  of  no  consequence;  I  have  long  been 
sufficiently  interested  in  the  subject  to  induce  me  to  pay 
particular  attention  to  every  novel  fact  and  opinion  that 
have  appeared  to  me  to  be  either  directly  or  indirectly 
connected  with  it  I  have,  therefore,  not  read  your  third 
series  either  supinely,  or  partially,  but  have  perused  the 
whole  and  collated  its  parts  with  great  attention.  I  have 
however  failed  to  discover  that  degree  of  correspondency 
in  the  results  of  your  experiments  and  the  inference  yoa 
have  drawn  from  them,  which  any  one  would  have  been 
led  to  expect;  but  on  the  contrary,  I  have  met  with  some 
discrepancies  from  the  interposition  of  which  1  have  hither- 
to been  unable  to  reconcile  the  experiments  to  tbe  theory. 
I  have  collated  all  your  experiments  which  have  appeared 
to  me  to  be  connected  with  your  theory,  and  have  arranged 
them  for  your  perusal  in  as  intelligible  a  manner  as  I  can. 
I  have  commenced  with  the  machine  experiments,  the 
accuracy  of  which  I  by  no  means  question.  I  know  that 
your  facilities  are  great,  and  you  have  taken  great  pains  in 
conducting  them. 

The  articles  from  296  to  303  furnish  very  interesting 
data  respecting  electro-dynamic  action  by  modified  dis- 
charges through  the  galvanometer.  By  article  296  I  find 
that  tbe  Said  excited  by  forty  turns  of  the  machine  was 
discharged  from  the  whole  battery  of  fifteen  jars,  through 
the  galvanometer;  and  that  by  the  influence  of  this  discbarge 
^'  the  needle  immediately  moved, ''  but  to  what  extent  is 
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not  mentioned.  It  u  stated,  bowerer,  in  article  297  that« 
'*  by  repeating  this  actioo,  (a  discbarge  of  flaid  from  forty 
tarns  of  the  macbiney )  a  few  times,  tbe  Tibrations  soon 
extended  to  forty  degrees.  *' 

It  woold  be  impossible  to  form  a  jnst  estimate  of  the 
number  of  discbarges  that  was  transmitted  to  produce  the 
deflection  of  40*,  by  merely  reading  the  statement ;  bat  by 
making  a  few  experiments  with  electric  forces  with  different 
dejorees  of  power,  it  is  soon  discovered  that  the  first  deflec- 
tion, (if  electro-magnetic)  by  a  discharge  from  forty  turns 
of  Uie  machine,  was  mnch  less  than  22^ ;  or,  five  divisions 
and  a  half  of  the  card ;  which  is  the  amonnt  of  deflection 
doe  to  thirty  turns  only,  see  articles  962  and  363.  If  the 
number  of  discharges  were  foar  only,  the  probability  is, 
that  tbe  first  deflection  did  not  amount  to  10^  by  the  dis- 
cbarge of  forty  turns ;  (article  296,) 

The  experiments  described  in  article  802  are  exceedingly 
intetestiog,  and  perhaps,  more  in  point  than  those  already 
quoted.  Bot  before  they  can  be  properly  understood,  it  is 
necessary  to  become  acquainted  with  some  preliminary 
matter,  which  very  fortunately,  is  amply  furnished  by  other 
passages  in  your  paper.  By  article  801, 1  am  informed 
that  *'  the  needle  was  so  adjusted  that,  whilst  vibrating 
in  moderate  arcs,  it  required  time  equal  to  twenty-five  beats 
of  a  watch  to  pass  in  one  direction  through  the  arc,  and  of 
course,  an  equal  time  to  pass  in  the  other  direction.''  I 
learn  also,  from  article  869,  that  vour  watch  beats  **  one 
hundred  and  fifty  "  times  ''  in  a  minute. "  Therefore,  the 
*'  twenty-five  beats  '*  required  for  one  swing  of  the  needle, 
amounts  to  10"  of  time. 

Another  piece  of  necessary  information,  is  the  speed  of 
the  machine ;  which  I  find  very  carefully  described  in  arti- 
cle 200.  *^  Each  turn  of  the  machine,  when  worked  mode- 
rately,  occupies  about  four  fifths  of  a  second."  So  that  in 
ten  seconds,  or  the  time  required  for  one  swing  of  the  needle, 
tbe  machine  would  perform  twelve  and  a  half  revolutions. 

Thus  prepared,  I  proceed  to  the  experiments  described 
in  article  302.  *'  The  carrent,  direct  from  the  machine,  was 
sent  through  tbe  galvanometer  for  twenty-five  beats,  (a  cur- 
rent from  12^  turns  of  the  machine)  then  interrupted  for 
other  twenty-five  beats,  renewed  for  twentv-five  beats,  (12i 
turns  more,)  again  interrupted  for  an  equal  time,  and  so  on 
continually,''  pouring  in  a  discharge  of  12^  tarns  each 
time,  and  taking  every  advantage  of  the  recondite  momen- 
tom  of  the  needle  by  timing  its  occult  motions.  What  was 
die  result?  Toar  answer  is,  **  the  needle  soon  began  to 
ly  vibrate  visibly." 
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I  think,  Sir^  you  will  allow,  that  three  discbarges  of  12  J 
turns  each,  performed  as  stated  in  article  302,  would  trans- 
mit about  the  same  quantity  of  fluid  through  the  galvano- 
meter as  one  discharge  from  the  jars,  (296;)  allowing  for 
the  consequent  loss  whilst  charo:ing  them;  and  that  the 
whole  charge  was  transmitted  through  the  coil.     But  if  i 
am  to  judge  from  the  expression,  ''and  so  on  continually,"  I 
am  led  to  believe  that  there  were  more  than  three  dischar- 
ges or  more  electricity  than  that  excited  by  *67\  turns  of  the 
machine,  transmitted  through  the  galvanometer,  before  the 
needle  **  began  to  vibrate  visibly."    Taking,  however  three 
discharges  only,  for  Ihe  interpretation,  of  **  and  so  on  con- 
tinually," then  accordingly  with  the  views  you  have  taken, 
the  deflections  in  these  two  cases  ought  to  be  equal,  because 
the  quantities  were  equal.     Hence  if  the  needle  merely 
moved  by  the  37^  turns  as  described  in  article  «i02,  it  ought 
to  have  shown  but  a  very  trifling  vibration  by  the  discharge 
from  the  jars  as  described  in  article  296.     If,  however  10* 
bo  allowed  for  the  deflection  by  the  first  discharge  of  forty 
turns  of  the  machine,  then,  the  arcs  of  deflection  due  to 
the  quantity  of  fluid  excited  by  ten  /urns,  discharged  under 
some  of  the  various  circumstances  which  you  have  descri- 
bed, will  stand  as  below. — 
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296 

10 
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302 

10 

f  less  than  a  visible 
"\         vibration 

S63 

10 

7.50 

I  now  beg  to  solicit  your  attention  to  a  few  remarks 
which  I  find  necessary  to  make  regarding  your  equivalent 
Voltaic  experiment. 

The  ''Voltaic  arrangement"  intended  to  produce  a  deflec- 
tion of  the  galvanometer  needle,  equal  to  that  produced 
by  thirty  turns  of  the  machine,  (22'',)  I  find  described  in 
article  369 ;  and  you  have  stated  in  article  372,  that  this 
arrangement  would  maintain  a  steady  deflection  of  2P  20^ 
(5^  divisions  of  4"*  each.)  And  again  you  have  said,  (  in 
article  370)  that  this  same  "  Voltaic  arrangement "  produc- 
ed a  transient  defleclion  of  5^  divisions  of  the  card,  or  22^ 
by  closing  the  circuit  for  ''eight  beats  of  the  watch"  or 
87  seconds  of  time. 

It  is  not  any  part  of  my  business  to  enquire  into  the 
cause  which  led  you  to  this  extraordinary  statement  of  the 
results  of  an  experiment  with  the  character  of  which  I  have 
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long  been  familiar ;  but  I  beg  to  be  pennitled  toexplain 
a  certain  particular  concerning  it,  in  whicb^  I  am  persua- 
ded, you  will  feel  much  interest;  because  you  arc  well  aware 
that  it  is  from  oue  of  considerable  experience  in  matters  of 
this  kind.  The  information  I  have  to  communicate  is  sim- 
ply this. — Any  Voltaic  arrangement  such  as  you  have 
described,  and  sufficiently  active  to  maintain  a  steady 
deffection  of  21'  20^  would,  by  suddenly  closins^  the  circuit, 
after  the  metals  were  immersed,  and  retaining  it  closed  for 
3^  seconds  of  time,  drive  the  needle  throus^h  an  arc  of  70**  at 
least,  or  more  than  three  times  the  arc  of  transient  deflec- 
tion which  is  described  in  article  370. 

It  may  possibly  be  asserted  that  1  have  taken  a  different 
method  of  making  the  experiment  to  that  described  in  your 
paper.  Such  an  assertion  would  be  perfectly  correct ;  but 
I  do  not  perceive  that  the  experiment  would  have  been  any 
worse,  or  less  satisfactory  had  it  been  conducted  in  that 
manner.  It  is  very  easy  to  discover  that  if  the  deflection 
of  the  needle  in  your  experiment  amounted  to  22*  only,  the 
metals  must  have  been  dipped  very  slowly  into  the  acid 
solution  ;  and  that  the  whole  surfaces  were  not  immersed 
St  seconds  of  time. 

It  appears  to  me  also,  that  if  the  described  results  of 
this  experiment  had  even  been  correct,  the  mode  of  con- 
ducting it  was  probably  objectionable.  It  is  named  as  an 
experiment  with  ei^^voltaic  arrangement  producing  an  effect 
equal  to  that  described  in  article  363,"  (printed  by  mistake 
367)  by  thirty  turns  of  the  machine. — see  also  article  376. 
But  you  are  probably  aware  that  the  extent  of  transient 
deflections  from  sudden  discharges  of  any  given  quantity 
of  fluid  will  depend  very  much  upon  the  initial  velocity  of 
transnlission,  or  if  you  please^  upon  the  initial  intensity  of 
the  current.  Now  the  intensity  of  a  current  from  a  jar  is 
continually  diminishing  from  the  first  to  the  last  moment 
of  transmission.  Hence  the  initial  intensity  is  the  maxi- 
mum. But  from  the  manner  in  which  your  voltaic  experi- 
ment was  conducted,  it  appears  very  obvious  that  the 
initial  intensity  of  the  current  was  a  minimum.  Had  the 
initial  intensity  been  the  maximum  in  the  voltaic  expefri- 
ment,  as  it  would  have  been  had  the  metals  been  placed 
in  the  acid  solution  previously  to  closing  the  circuit,  the 
result  wo^d  have  been  very  different  to  that  stated  in 
article  370.  Indeed,  it  would  be  exceedingly  difficult,  by 
proceeding  even  in  the  same  manner  with  the  experiment 
as  described  in  article  370,  to  ca^cA  a  deflection  of  22**  only 
unless  the  needle  were  intentionally  checked  at  that  point. 

Permit  me  now  sir,  to  direct  your  attention  to  article  372 
in  which  you  say  tliat  *^a  permanent  deflection  to  that 
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extent,  (meaning  21"  20f)  might  be  comiidered  as  indicating 
a  constant  voltaic  carrent,  which  in  eight  beats  of  my 
watch,  (369)  coald  supply  as  much  electricity  as  the  elec- 
trical battery  charged  by  thirty  turns  of  the  machine ; "  this 
inference  obviously  implies,  that  permanent  and  transient 
deflections  give  similar  indications  of  an  electric  force  under 
all  circumstances  ;  and  that  from  the  same  source  of  exci- 
tation the  extent  of  deflection,  whether  transient  or  perma- 
nent, ought  to  be  the  same,  or  nearly  so ;  (compare  articles 
370  and  372,)  which  is  contrary  to  all  experience :  for  in 
many  voltaic  arrangements,  it  so  happens  that  those  which 
maintain  the  smallest  angles  of  permanent  deflections,  give 
much  the  greatest  angles  of  transient  deflection ;  and  in 
none  that  I  have  met  with,  is  the  transient  angle  less  than 
double  the  permanent  angle,  when  the  time  for  electro-dy- 
namic action  exceeds  one  second ;  even  though  I  employ 
needles  much  heavier  than  those  you  experimented  with. 
The  preceding  article  furnishes  some  information  regarding 
transient  and  permanent  deflections  of  the  galvanometer 
needle  by  electro-dynamic  action. 

I  am  almost  at  a  loss,  sir,  how  to  address  you  on  the 
subject  of  your  chemical  experiments.  They  have  excited 
my  astonishment  more  than  any  of  the  rest.  You  however, 
"  have  ventured  to  discuss  freely,"  the  theories  of  the  most 
illustrious  electro-chemical  philosophers  that  the  world  ever 
produced,  ''  trusting  that  vou  should  give  no  offence  to 
their  high  minded  authors ;'  **  for,"  say  you,  '^  I  felt  convin- 
ced that  if  I  were  right,  they  would  be  pleased  that  their 
views  should  serve  as  stepping  stones  for  the  advance  of 
science,  and  that  if  I  were  wrong,  they  would  excuse  the 
zeal  that  misled  me,  since  it  was  exerted  for  the  service 
of  that  great  cause  whose  prosperity  and  progress  they 
have  desired.  '*  * 

Trusting  that  these  generous  sentiments  are  expressive 
of  your  own  liberality,  I  venture  to  proceed ;  and  as  yon 
and  I  are  both  labouring  in  the  same  field  of  science,  let 
another  grand  maxim  be  continually  placed  before  us  whilst 
in  the  pursuit  of  physical  truths.  "  The  first  step  towards 
acquiring  knowledge  is  undoubtedly  that  which  leads  us  to 
a  discovery  of  the  falsehoods  of  received  opinions/'  I 
shall  observe  brevity  as  I  proceed* 

Thirty  turns  of  the  machine,  says  article  374,  '^made  a 
dark  brown  spot  penetrating  to  the  second  thickness  of  the 
paper,  moistened  at  all  times,"  says  article  373  '^  to  an 
equal  degree  in  a  standard  solution  of  hydriodate  of 
potassa."    And  article  375  says,  that  a  '^standard  current 

*  Phil.  Trans,  for  1833,  p.  683. 
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of  voltaic  electricity,  contiooed  for  eight  beats  of  the  watch 
was  equal  in  chemical  effect  to  the  thirty  tarns  of  the 
machine/'  I  can  perceive  no  facts  that  would  sanction 
SQch  a  comparison;  bat,  on  the  contrary,  I  have  some 
reason  to  suspect  that  many  are  to  be  found  which  would 
militate  decidedly  against  it.  But  granting  for  a  moment 
that  yonr  comparison  was  a  jast  one,  I  cannot  see  that 
these  results  had  any  connexion  whatever  withthe  galva- 
nometer experiments.  The  Voltaic  arrangement  for  the 
one  purpose  was  very  different  to  that  i'or  the  other ;  for, 
notwithstanding  the  same  metals  might  be  employed,  the 
''drop"  of  "sulphuric  acid  to  four  ounces  of  distilled  wa- 
ter/' in  one  case,  formed  a  very  different  arrangement  to 
that  in  which  the  nitric  acid  was  employed  in  the  other. — 
Hence,  whatever  might  be  the  chemical  effectsof  one  of 
these  arrangements,  they  can  never  be  considered  as  indi- 
cative of  the  chemical  powers  of  the  other.  Your  opin- 
ion that  ''  the  heightened  power  of  the  Voltaic  battery 
''was"  a  just  ''compensation  for  the  bad  conductor  inter- 
posed/' cannot  be  admitted  into  electrical  science.  There 
is  DO  law  to  support  it,  nor  any  experiment  in  its  favour. 
Yonr  Voltaic  arrangements  were  perfectly  distinct,  and 
your  magnetic  and  chemical  experiments  had  no  bearing 
on  one  another.  Had  yon  employed  one  battery  and  one 
condncting  circuit  in  both  classes  of  Voltaic  experiments, 
the  results,  whatever  they  might  have  been,  would  have 
commanded  some  degree  of  interest. 

The  voltaic  battery  in  yonr  chemical  experiment  was 
obviously  very  active,  and  the  solution  of  hydriodate  of 
potassa  was  pretty  strong;  otherwise  a  permanent  deflec- 
tion of  20^  21'  could  not  have  been  maintained.  But  then 
the  solution  of  hydriodate  being  strong,  tended  more, 
perhaps,  to  effect  its  own  decomposition  than  any  other 
pecnliarity  in  the  experiment.  With  snch  an  arrangement 
a  brown  stain  on  the  test  paper  would  be  produced  by  the 
shortest  possible  contact,  and  instead  of  confining  the 
decomposition  to  one  solitary  point,  a  dexterous  experi- 
menter might  easily  speckle  some  sqnare  inches  of  surface. 
If  ttie  face  of  yonr  conductor,  which  laid  on  the  test  paper, 
had  been  the  size  of  a  sixpence,  it  would  have  stained  to 
a  deep  brown  the  whole  area  of  contact  in  less  than  eight 
beats  of  yonr  watch. 

You  will  now  easily  perceive  my  reason  fcnr  not  falling 
in  with  year  views  regarding  the  eqnality  of  the  chemiciS 
powers  of  your  machine  and  voltaic  apparatus.  I  take  for 
granted  that  your  machine  experiments  are  correct,  and  if 
so,  it  has  not  the  one-hundredth  part  of  the  decomposing 
power  of  hydrodate  of  potash,  as  is  exhibited  by  a  voltaic 
apparatus  such  as  yon  have  described.    With  a  similar 
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apparatus  I  have  accomplished  decompositions  to  (he 
extent  you  have  mentioned,  with  twelve  plies  of  the  Cest 
paper  interposed:  and  I  have  done  the  same  when  the 
needle  would  not  stand  at  10^.  The  hydriodate  is  easily 
decomposed  when  the  current  will  not  sustain  the  needle 
at  one  degree  of  permanent  deflection. 

The  solution  of  hydriodate  of  potassa  which  yon  em- 
ployed,  was  obvious)y  too  strong  for  such  investigations 
as  you  were  engaged  in.  A  brown  speck  of  iodine  would 
be  presented  on  the  paper  by  the  slightest  touch  of  the 
conductor;  and  the  depth  of  the  tint  is  a  mere  guess. — 

When  the  hydriodate  is  so  far  diluted  as  to  require  eight 
ten,  or  more  seconds  of  time  to  liberate  a  visible  spot  of 
iodine,  the  action  of  voltaic  pairs  of  various  kinds,  may 
very  easily  be  compared.  With  such  dilute  solutions, 
chemical  decomposition  would  become  a  tolerably  good 
test  of  the  relative  actions  of  the  machine  and  a  voltaic 
pair;  because  the  time  of  producing  the  first  visible  speck 
by  each  process,  mi^ht  then  be  easily  measured. 

Your  position  in  article  377  is  obviously  as  indefinite 
and  as  objectionable  as  that  in  articles  866  and  367.  Or, 
if  I  may  be  permitted  the  expression,  it  is  doubly  objecti- 
onable :  because  it  is  both  indefinite  and  implies  that  mag- 
netic deflections  and  chemical  decompositions  go  hand  in 
hand,  or  are  indicative  of  the  extent  of  each  other;  Of 
this  there  is  not  a  shadow  of  proof:  you  have  shown  no 
experiment  in  favour  of  it.  It  is,  indeed,  contrary  to  fact. 
I  am  not  certain  that  you  could  have  chosen  an  experiment 
less  calculated  to  support  your  theoretical  views  than  that 
with  the  hydriodate  of  potassa.  Your  theory  mainly  rests 
on  thi^  solitary  experiment,  which  refuses  to  prove  any 
thing  for  which  it  was  selected. 

I  know  well,  sir,  that  you  will  be  deeply  interested  in  the 
jcontents  of  this  letter,  on  which  account,  and  also  to  pre* 
vent  my  meaning  being  misunderstood,  I  have  been  explicit 
on  every  point;  and  I  hope  that  I  have  not  been  led  into 
any  unnecessary  remark.  I  have  admitted  accuracy  in  all 
your  machine  experiments,  because  I  have  not  had  at 
command  such  powerful  apparatus:  but  the  errors  you 
have  fallen  into  in  your  Voltaic  experiments  are  too  pal- 
pable to  escape  notice,  even  of  the  humblest  enquirer. — 
You  may  now,  perhaps,  be  induced  to  re-examine,  and,  if 
necessary,  correct  the  experiments  I  have  alluded  to. — 
Your  explanation,  or  any  observations  you  may  be  desi- 
rous of  making  regarding  them,  will  find  a  welcome  to  the 
pages  of  these  Annals. 

I  am  Sir,  with  very  great  respect, 

Your  obedient  Servant, 
William  Sturguon.  . 
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Relation  by  Measure  of  common  and  voltaic  Electricity.* 
•  361 «  Believing  the  point  of  identity  to  be  satisfactorily 
established,  I  next  endeavoured  to  obtain  a  commoD  mea* 
sure,  or  a  known  relation  as  to  quantity,  of  the  electricity 
excited  by  a  machine,  and  that  from  a  voltaic  pile  ;  for  the 
purpose  not  only  of  confirming  their  indentity  (378.)  but 
also  of  demonstrating  certain  general  principles  (366,  377, 
&c.,)  and  creating  an  extension  of  the  means  of  investiga* 
ting  and  applying  the  chemical  powers  of  this  wonderful 
and  sobtile  agent. 

362.  The  first  point  to  be  determined  was,  whether  the 
f^ame  absolute  quantity  of  ordinary  electricity,  sent  through 
a  galvanometer  under  different  circumstances,  would  cause 
the  same  deflection  of  the  needle.  An  arbitrary  scale  was 
therefore  attached  to  the  galvanometer,  each  division  of 
which  was  equal  to  about  4*,  and  the  instrument  arranged 
as  in  former  experiments  (296.)  The  machine  (290,) 
battery  (291.),  and  other  parts  of  the  apparatus  were 
brought  into  good  order,  and  retained  for  the  time  as  nearly 
as  possible  in  the  same  condition.  The  experiments  were 
alternated  so  as  to  indicate  any  change  in  the  condition  of 
the  apparatus,  and  supply  the  necessary  corrections. 

368.  Seven  of  the  battery  jars  were  removed,  and  eight 
retained  for  present  use.  It  was  found  that  about  forty 
tarns  would  fully  charge  the  eight  jars.  They  were  then 
charged  by  thirty  turns  of  the  machine,  and  discharged 
through  the  galvanometer,  a  thick  wet  string,  about  ten 
inches  long,  being  included  in  the  circuit.  The  needle  was 
immediately  deflected  five  divisions  and  a  half,  on  the  one 
side  of  the  zero,  and  in  vibrating  passed  as  nearly  as  possi- 
ble through  five  divisions  and  a  half  on  the  other  side* 

364.  The  other  seven  jars  were  then  added  to  the  eight, 
and  the  whole  fifteen  charged  by  thirty  turns  of  the  machine. 
The  Henley's  electrometer  stood  not  quite  half  as  high  as 
before;  but  when  the  discharge  was  made  through  the 
galvanometer,  previously  at  rest,  the  needle  immediately 
vibrated,  passing  exactly  to  the  same  division  as  in  the 
former  instance.  These  experiments  with  eight  and  with 
fifteen  jars  were  repeated  several  times  alternately  with  the 
same  results. 

365.  Other  experiments  were  then  made,  in  which  all 
the  battery  was  used,  and  its  charge  (  being  fifty  turns  of 
the  machine,)  sent  through  the  galvanometer :  but  it  was 
modified  by  being  passed  sometimes  through  a  mere  wet 
thread,  sometimes  through  thirty-eight  inches  of  thin  string 
wetted  by  distilled  water,  and  sometimes  through  a  string 

*  From  the  transactions  of  the  Royal  Society ,  1833. 
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of  twelve  times  the  thickness,  only  twelve  inches  in  length^ 
and  soaked  in  dilate  acid  (298.).  With  the  thick  string  the 
charge  passed  at  once ;  with  the  Ihin  string  it  occupied  a 
sensible  time^  and  with  the  thread  it  required  two  or  three 
seconds  before  the  electrometer  fell  entirely  down.  The 
current  therefore  must  have  varied  extremely  in  intensity 
in  these  different  cases,  and  yet  the  deflection  of  the  needle 
was  sensibly  the  same  in  all  of  them.  If  any  difference 
occurred,  it  was  that  the  thin  string  and  thread  caused 
greater  deiSection ;  and  if  there  is  any  lateral  transmission, 
as  M.  CoLLADON  says,  through  the  silk  in  the  galvanometer 
coil,  it  ought  to  have  been  so,  because  the  intensity  is  low- 
er and  the  lateral  transmission  less. 

366.  Hence  it  would  appear  that  if  the  same  abeoluie 
^qnantiiy  of  electricity  pass  through  the  galvanometer,  what" 
ever  may  be  its  intensity ^  the  deflecting  force  upon  the 
magnetic  needle  is  the  same. 

3(37.  The  battery  of  fifteen  jars  was  then  charged  by 
sixty  revolutions  of  the  machine,  and  discharged,  as  before 
through  the  galvanometer.  The  deflection  of  the  needle 
was  now  as  nearly  as  possible  to  the  eleventh  division,  bat 
the  graduation  was  not  accurate  enough  for  me  to  assert 
that  the  arc  was  exactly  double  the  former  arc  to  the  eye 
it  appeared  to  be  so.  The  probability  is,  that  the  deflecting 
force  of  an  electric  current  is  directly  proportional  to  the 
absolute  quantity  of  electricity  passed,  at  whatever  intencdty 
that  electricity  may  be. 

368.  Dr.  Ritchie  has  shown  that  in  a  case  where  the 
intensity  of  the  electricity  remained  the  same,  the  deflec- 
tion of  the  magnetic  needle  was  directly  as  the  quantity  of 
electricity  passed  through  the  galvanometer.  Mr.  Harris 
has  shown  that  the  heating  power  of  common  electricity  on 
metallic  wires  is  the  same  for  the  same  quantity  of  electri* 
city  whateyer  its  intensity  might  have  previously  been. 

369.  The  next  point  was  to  obtain  a  voltaic  arrange- 
ment producing  an  effect  equal  to  thatjust described (367.). 
A  platina  and  a  zine  wire  were  passed  through  the  same 
hole  of  a  draw-plate,  being  then  one  eighteenth  of  an  inch 
in  diameter ;  these  were  fastened  to  a  support,  so  that 
their  lower  ends  projected,  were  parallel,  and  five  sixteenths 
of  an  inch  apart.  The  upper  ends  were  well  connected 
with  the  galvanometer  wires.  Some  acid  was  diluted,  and 
after  various  preliminary  experiments,  that  adopted  as  a 
standard,  which  consisted  of  one  drop  strong  salpbnric 
acid  in  four  ounces  distilled  water.  Finally,  the  time  wa« 
noted  which  the  needle  required  in  sveinging  either  firon 
right  to  left  or  left  to  right ;  it  was  equal  to  seventeen 
beats  of  my  watch,  the  latter  giving  one  bondfed  and  fl^Tty 
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in  a  minute.  The  object  of  these  preparations  was  to 
arrange  a  voltaic  apparatus,  which^  by  immersion  in  a 
given  acid  for  a  given  time,  much  less  than  that  required  by 
the  needle  to  swing  in  one  direction,  should  give  equal 
deflection  to  the  instrument  with  the  discharge  of  ordinary 
electricity  from  the  battery  (363.  364.) ;  and  a  new  part  of 
the  zinc  wire  having  been  brought  into  position  with  the 
platina,  the  comparative  experiments  were  made. 

370.  On  plunging  the  zinc  and  platina  wires  five  eights 
of  an  inch  ^eep  into  the  acid,  and  retaining  them  there  for 
eight  beats  of  the  watch  (after  which  they  were  quickly 
withdrawn)  the  needle  was  deflected,  and  continued  to 
advance  in  the  same  direction  some  time  after  the  voltaic 
apparatus  had  been  removed  from  the  acid.  It  attained 
the  five-anda-half  division,  and  then  returned  swinging  an 
equal  distance  on  the  other  side.  This  experiment  was 
repeated  many  times,  and  always  with  the  same  result. 

371.  Hence,  as  an  approximation,  and  judging  from 
magnetical  force  only,  at  present  (376.)  it  would  appear 
that  two  wires,  one  of  platina  and  one  of  zinc,  each  one 
eighteenth  of  an  inch  in  diameter,  placed  five  sixteenths  of 
an  inch  apart,  and  immersed  to  the  depth  of  five  eighths  of 
an  inch  in  acid,  consisting  of  one  drop  oil  of  vitriol  and 
four  ounces  distilled  water,  at  a  temperature  about  60^, 
and  connected  at  the  other  extremities  by  a  copper  wire 
eighteen  feet  long  and  one  eighteenth  of  an  inch  thick 
(being  the  wire  of  the  galvanometer  coils)  yield  as  much 
electricity  in  eight  beats  of  my  watch,  or  in  if^ths  of  a 
minute,  as  the  electrical  battery  charged  by  thirty  tnm9 
of  the  large  machine,  in  excellent  order  (363.  364)  Not- 
withstanding this  apparently  enormous  disproportion,  the 
results  are  perfectly  in  harmony  with  those  effects  which 
are  known  to  be  produced  by  variations  in  the  intensity 
and  quantity  of  the  electric  fluid. 

372.  In  order  to  procure  a  reference  to  chemical  action, 
the  wires  were  now  retained  immersed  in  the  acid  to  the 
depth  of  five  eighths  of  an  inch,  and  the  needle,  when  sta-* 
tionary^  observed ;  it  stood,  as  nearly  as  the  unassisted  eye 
could  decide,  at  5|  division.  Hence  a  permanent  deflec- 
tion  to  that  extent  might  be  considered  as  indicating  a 
constant  voltaic  current,  which  in  eight  beats  of  my  watch 
(9B9,)  could  snpply  as  much  electricity  as  the  electrical 
battery  charged  by  thirty  turns  of  the  machine. 

878.  The  following  arrangements  and  results  are 
selected  from  many  that  were  made  and  obtained  relative 
to  chemical  action.  A  platina  wire  one  twelfth  of  an  inch 
in  diameter,  weighing  two  hundred  and  sixty  grains,  )iad 
the  extremity  rendered  plane,  so  as  to  offer  a  definite  sur* 
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face  equal  to  a  circle  of  the  same  diameter  as  the  wire ;  it 
was  then  connected  in  tarn  with  the  conductor  of  the 
machine,  or  with  the  voltaic  apparatus  (369.)  so  as  always 
to  form  the  positive  pole^  and  at  the  same  time  retain  a 
perpendicular  position,  that  it  might  rest^  wilh  its  whole 
weighty  upon  the  test  paper  to  he  employed.  The  test 
paper  itself  was  supported  upon  a  platina  spatula,  con- 
nected either  with  the  discharging  train  (292.)  or  with  the 
negative  wire  of  the  voltaic  apparatus,  and  it  consisted  of 
four  thicknesses, moistened  at  all  times  to  an  equal  degree 
in  a  standard  solution  of  hydriodate  of  potassa  0316.) 

874.  When  the  platina  wire  was  connected  with  the 
prime  conductor  of  the  machine,  and  t^e  spatula  with  the 
discharging  train,  ten  turns  of  the  machine  had  such 
decomposing  power  as  to  produce  a  pale  round  spot  of 
iodine  of  the  diameter  of  the  wire;  twenty  turns  made  a 
much  darker  mark,  and  thirty  turns  made  a  dark  brown 
spot  penetrating  to  the  s^ond  thickness  of  the  paper. — 
The  difference-in  effect  produced  by  two  or  three  turns, 
more  or  less,  could  be  distinguished  with  facility. 

875.  The  vrire  and  spatula  were  then  connected  with 
the  voltaic  apparatus  (3^.)  the  galvanometer  being  also 
included  in  the  arrangement;  and  a  stronger  acid  having 
been  prepared,  consisting  of  nitric  acid  and  water,  the  vol- 
taic apparatus  was  immersed  so  far  as  to  give  s^  permanent 
deflection  of  the  needle  to  the  5|  division  (872.)  the  fourfold 
moistened  paper  intervening  as  before.  Then  by  shifting 
the  end  of  the  wire  from  place  to  place  upon  the  test  paper 

'the  effect  of  the  current  for  five,  six,  seven,  or  any  number 
of  the  beats  of  the  watch  (369  )  was  observed,  and  com- 
pared with  that  of  the  machine.  After  alternating  and 
repeating  the  experiments  of  comparison  many  times,  it 
was  constantly  found  that  this  standard  current  of  voltaic 
electricity,  continued  for  eight  beats  of  the  watch,  was 
equal  in  chemical  effect,  to  thirty  turns  of  the  machine; 
twenty-eight  revolutions  of  the  machine  were  sensibly  too 
few. 

376.  Hence  it  results  that  both  in  magnetic  deflection 
(371 )  and  in  chemical  force,  the  current  of  electricity  of  the 
standard  voltaic  battery  for  eight  beats  of  the  watch  was 
equal  to  that  of  the  machine  evolved  by  thirty  revolutions. 

377.  It  also  follows  that  for  this  case  of  electro-chemical 
decomposition,  and  it  is  probable  for  all  cases,  that  the 
chemical  power,  like  the  magnetic  force  (366.)  is  in  direct 
proportion  to  the  absolute  quantity  qf  electricity  which 
passes. 


Description  o/B.  M.  Clarke's  Elecirepeief.         06 

878.  Hence  arises  still  fartW  confinnation,  if  any  were 
teqnired,  of  the  identity  of  common  and  voltaic  electricity, 
and  that  the  differences  of  intensity  and  qaantity  are  quite 
sufficient  to  account  for  what  were  supposed  to  be  their 
distinctive  qualities. 

879.  The  extension  which  the  present  investigations 
have  enabled  me  to  make  of  the  facts  and  views  constitut- 
iog  the  theory  of  electro-chemical  decomposition,  will, 
with  some  other  points  of  electrical  doctrine,  be  almost 
imroediatelysnbmitted  to  the  Royal  Society  in  another 
series  of  these  researches* 

Royal  Institution, 
15M  Dec.  1832. 
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To  W.  Sturgeon,  Esq. 

Dear  Sir» 

Understanding  from  yon  that  descriptions  of  new 
8ophical  Instruments  will  find  a  ready  insertion  in  you? 
valuable  work,  I  therefore  send  you  a  description  of  UB 
instrament  of  my  construction  for  changin;^  the  direction 
of  electric  currents,  named  by  my  worthy  classical  friend^ 
Dr.  MuRPHV,an  Elecirepeter*  This  instrument,  yoo,  sir, 
as  a  public  lecturer,  can  fully  appreciate ;  knowing  the 
facility  it  afibrds  of  showing  the  changes  that  are  produced 
when  the  direction  of  currents  are  reversed. 

The  most  interesting  ap* 
plication  of  this  instrument 
is  that  when  applied  to  an 
apparatus  of  your  invention 
for  showing  the  attraction 
and  repulsion  of  Voltaic 
currents  when  induced  in  ^ 
mobile  wire  frame^  timing 

the  reversion  of  the  electric  currents,  continuous  rotary 
motion  of  the  wire  frame  may  be  produced  by  the  earth's 
magnetism. 

A.  A'.  B.  B\  four  brass  cups,  screwing  into  and  passing 
through  the  bottom  board.  6.  h\  two  brass  pillars  also 
screwing  into  and  passing  through  the  bottom  board,  hav* 
ing  slits  filed  in  their  heads,  into  which  two  moveable  brass 
inunes  €•  d.  fit,  being  connected  by  the  two  ivory  rods, 

Vo.  1,  October,  1836.  F 
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d.  cf.;  four  brass  stods  a.  a.  a.  a',  screw  into  and  pass 
diroagb  the  bottom  board,  their  upper  surfaces  being  slight- 
ly concaved.  The  cups,  studs,  pillars  and  frames,  are 
connected  underneath  the  bottom  board  by  pieces  of  copper 
wire  soldered  to  them  as  follows  ;— 

Cup  A.  and  studs  a.  a. 
Cup  A',  and  studs  a',  d. 
Pillar  6.  and  cup  B. 
Pillar  6'.  and  cup  B'. 
Consequently  whichever  pole  of  the  Voltaic,  Magnetic, 
or  Therroo  electric  battery  is  in  the  cup  A.  the  current 
passes  on  to  the  studs  a.  a.  up  the  frame  c.  down  the  pillar 
6.  on  to  the  cup  B.     If  you  now  reverse  the  position  of  the 
frames  so  as  to  bring  their  points  in  connection  with  the 
other  two  studs,  then  the  direction  of  the  same  current  will 
be  from  cup  A,  to  stud  a.  up  frame  c',  down  pillar  6',  on  to 
the  cup  B.     It  is  only  necessary  to  pour  mercury  into  the 
four  cups  for  the  convenience  of  connecting  the  Electre- 
peter with  the  battery  at  one  end,  and  the  apparatus  for 
the  experiment  at  the  other ;  it  being  immaterial  which  end 
you  use. 

It  may  be  necessary  to  mention  that  when  I  first  con- 
structed this  instrument  I  showed  it  to  Dr.  Faraday,  who 
thought  he  had  seen  one  like  it  described  in  some  of  Arago's 
papers:  but  on  referring  to  his  writings,  he  found  that  he  had 
a  contrivance  for  producing  the  same  effect,  but  not  so 
simple  as  mine.  The  Rev.  T.  W.  M*6auley  exhibited,  in 
part  of  his  very  ingenious  Electro-magnetic  experiments, 
an  instrument  to  produce  similar  effects  ;  but  on  referring^ 
to  page  307  of  the  Philosophical  Magazine  for  October^ 
1835,  you  will  perceive  mine  is  more  universally  applicable* 
Believing  that  no  person  is  better  qualified  nor  none 
more  deserving  of  success  in  your  present  undertaking, 

I  remain,  sincerely. 

Your  obliged  friend, 

R  M.  Clarke. 
Mcynetidan. 
.  JIo.  9,  Agar  St.  West  Strand,  - 
London,  Sept.  21, 1836. 
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XI.  On  the  Electric  Shock  from  a  single  Pair  of  Voltaic 
Plates,  by  Professor  HsNRr,  of  Yale  College,  United 
States:  Repeated,  and  new  Experiments,  by  William 
Sturgeon,  Lecturer,  &c.  &c. 

A  week  or  two  before  the  Bristol  meeting  of  the  British 
Association,  I  was  particularly  gratified  by  an  intimation 
which  1  had  of  an  experiment  made  by  Professor  Dr.  Henry 
of  Yale  College.  My  informant  is  a  Mr.  Peaboddy,  a  sci- 
entific American  gentleman  whom  I  accidentally  met  with 
in  the  Adelaide  Gallery  of  Practical  Science.  The  experi- 
ment as  described  to  me,  was  to  convert  quantity  of  the 
electric  fluid  into  intensity,  by  means  of  a  single  voltaic 
pair;  the  indication  of  intensity  being  that  of  producing  a 
shock.  Whether  this  be  Dr.  Henry's  real  meaning  or  not, 
I  have  no  further  means  of  ascertaining.  '  It  occurred  to 
me  at  the  time,  from  what  I  could  learn  from  Mr.  Peaboddy's 
description  of  the  apparatus  by  ^hich  Dr.  Henry  had  made 
the  experiment,  that  the  effect  was  due  to  the  momentum 
of  the  fluid  put  into  motion,  not,  perhaps,  from  its  having 
a  great  degree  of  tension  in  the  voltaic  circuit,  but  from  its 
being  transferred  suddenly  to  a  new  channel;  in  precisely 
the  same  way  as  shocks  are  produced  by  a  magnetic  elec- 
trical machine ;  which  I  explained  to  Mr.  Peaboddy,  and 
Mr.  Clarke,  Philosophical  Instrument  Maker^  who  was 
then  in  company  with  him.  One  of  the  principal  circum- 
stances to  be  attended  to,  in  order  to  produce  a  shock,  I 
observed,  is  that  of  having  a  suflScient  extent  of  circuit: 
for  whatever  be  the  mode  of  excitation,  the  whole  of  the 
floid  belonging  to  the  conducting  wire  will  be  put  into 
motion:  and  if  it  moves  with  a  sufficient  celeritv,  the 
momentum  it  acquires  vdll  enable  it  to  overcome  the  resist- 
ance of  a  worse  conductor  by  suddenly  tradsferring  it  from 
the  former  to  the  latter:  and  by  this  means,  it  might,  per- 
haps, be  transmitted  through  an  inferior  conductor,  which, 
without  such  momentum,  it  could  not  penetrate. 

I  am  not  aware  from  what  train  of  reasoning,  Dr.  Henry 
has  been  led  to  construct  ^.n  instrument  which  will  produce 
shocks  by  one  pair  of  plates;  but  as  I  understand  that  the 
ingenious  Professor  has  not  yet  published  his  invention, 
and  as  it  is  probable  that  Mr.  Peaboddy  may  have  told 
many  other  persons  of  the  fact,  I  consider  that  I  cannot 
render  Dr.  Henry  a  better  service  at  this  time,  than  by 
securing  for  him  the  credit  of  his  experiment  in  the  guar- 
dian pages  of  these  Annals.  I  must  observe,  however,  that 
as  I  am  unable  to  describe  the  6xact  mode  by  which  the 
experiment  «was  made -at  Yale  College,  I  cannot  do  toy 
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more  at  present  than  describe  that  by  which  I  have  re- 
peated it. 

In  fig.  16»  A^  B  are  two  coils  of  copper  wire,  each  con- 
taining about  three  hundred  feet,  and  well  covered  with 
sewing  silk.  The  inner  ends  of  the  wires  forming  the  coils* 
are  joined  together  by  solder  at  S»  and  on  the  upper  side  of 
the  joining  is  soldered  a  disc  of  copper,  whose  upper  sur- 
face is  quite  bright  To  the  outer  extremity  of  the  wire 
belonging  to  B,  is  soldered  a  cylinder  n  of  brass;  and  near 
to  the  outer  extremity  of  that  belonging  to  A,  is  soldered 
anotber  brass  handle  P.  The  end  s,  of  the  wire  S,  Z* 
merely  rests  on  the  plate  S«  and  the  other  end  Z.  is  in  con* 
nexion  with  the  sine  side  of  the  voltaic  pair,  and  C,  being 
connected  with  the  copper,  the  apparatus  is  complete. 

The  coils  which  I  nave  employed  are  some  of  those 
belonging  to  my  magnetic  electrical  machines;  and  the 
battery  one  of  my  cylindric  pots,  holding  about  a  quart  of 
liquid. 

Suppose  now,  a  person  with  moistened  hands,  takes  hold 
of  the  handles  n,p,  one  in  each  hand ;  then  the  circuit  would 
be  made  up  of  two  channels;  one  very  good  conductini^ 
channel  from  the  copper  C,  through  the  coil  A,  and  round 
by  S,  to  the  zinc  Z.  The  other  from  C  to  P,  thence  through 
the  person  connected,  to  the  handle  n;  thence  through  the 
coil  B,  and  along  by  S  to  Z.  This  latter  channel  is  rea« 
dered  a  bad  conductor  because  of  the  person  being  placed 
between  p  and  n;  and  perhaps,  by  this  intervention,  the 
whole  current  travels  by  the  lormer  route  in  the  direction 
of  the  arrows  leading  from  C,  and  in  the  direction  S,  Z.— * 
Now,  it  is  obvious  that  the  whole  of  the  fluid  belonging  to 
the  coil  Aj  is  kept  in  motion  by  the  action  of  the  battery  ; 
whilst  that  in  B,  is  very  little,  if  at  all  disturbed.  Let  now 
the  end  S  of  the  wire  S  Z,  be  suddenly  lifted  ofi*  the  plate : 
the  fluid  which  is  in  motion  in  the  coil  A,  can  no  longer 
travel  towards  Z  because  of  the  interruption  at  S.  But  an 
it  has  access  to  the  coil  B,  it  will,  by  its  momentum,  disturb 
all  the  fluid  in  that  coil,  and  drive  suddenly  against  that  in 
the  person  situated  in  the  circuit  between  the  two  handles 
n,  p,  who  will  in  consequence  experience  a  shock.  Let 
now  the  position  of  the  vcritaic  plates  be  changed,  so  that 
the  current  will  flow  in  the  reverse  order,  or  from  Z  to  C  in 
the  figure^  In  this  case  as  well  as  in  the  former,  the  supe- 
rior conducting  circuit  would  be  through  the  coil  A,  whilst 
the  fluid  in  fi.  would  remain  nearly  at  rest*  Again  open 
the  circuit  atS.  The  fluid  in  motion  in  A,  now  rushing 
in  the  direction  P,  would  drive  against  that  in  the  person 
between  p  and  o.  As  the  fluid  f^om  tlie  coil  A  pressed  in 
this  diMoUon^  it(  would  bs  followed  by  that  in  the  coit  B» 
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Which  would  facilitate  the  disturbing^  of  that  in  the  bad 
Condoctor,  and  conduce  to  the  prodaction  of  the  shock. 

ir  this  explanation  be  admissible,  it  is  easy  to  perceive 
that  the  shocli  would  be  produced  in  whichever  direction 
the  first  current  runs  through  the  coil  A.    Althougb,  per- 
haps, it  might  not  appear  so  obvious,  by  what  means  the 
coil  JB  contributes  to  the  shock.    I  do  not  therefore  give  it 
with  a  view  of  supporting  it,  but  as  one  which  occurred  to 
meat  the  time  I  mas  repeating  Dr.  Henry's  experiment.-^ 
Figure  16  is  very  unlike  the  apparatus  which  Mr.  Peaboddy 
described,  but  I  believe  it  is  the  same  in  principle.    Dr. 
Henry's  apparatus  consists  of  a  long  strip  of  sheet  copper, 
(I  Was  not  told  its  length  or  breadth)  formed  info  efie  coil 
in  the  manner  of  a  watch  spring,  having  one  of  its  extremi- 
ties in  connexion  wilh  one  of  the  plates  of  a  large  calori- 
meter,  and  about  half  way  between  the  extremities  of  Ihe 
copper  strip  is  connected  the  other  voltaic  plate.    And  the 
person  who  experiences  the  shock  is  placed  in  connexion 
with  the  two  extremities  of  the  coil,  in  precisely  the  same 
manner  as  in  fig.  16.     I  did  not  feel  disposed,  however,  to 
cut  two  or  three  sheets  of  copper  into  strips  for  that  purpose 
and  having  several  coiU  of  wire  at  hand,  I  considered  that 
they,  perhaps,  might  answer  the  purpose  quite  as  well; 
and  the  arrangement  I  made  was  precisely  that  shown  in 
fig.  16.    A  shock  is  produced  every  lime  the  contact  is 
broken  at  S,  but  none  is  given  on  completing  it  as;ain. — 
This  is  just  what  happens  with  the  magnetic  electrical 
machine.    If  the  upper  side  of  the  plate  S  be  made  rough 
with  a  file,  a  series  of  shocks  is  produced  in  rapid  sncce^- 
sion.     By  applying  a  small  rou^h  edged  wheel  to  shake  the 
end  S  of  the  wire  Z  S,  in  such  a  manner  as  to  permit  it  to 
touch  and  untouch  the  plate,  or  break  and  make  the  contact 
in  rapid  alternation,  the  shocks  are  converted  into  a  dis- 
agreeable pulsatory  stream. 

Having  thus  satisfied  myself  as  far  as  my  information  of 
Dr.  Henry's  experiment  had  conducted  me,  I  became 
desirous  of  ascertaining  other  particulars  concerning  the 
arrangement  of  the  apparatus;  but  at  that  time  1  had  no 
opportunity  of  carrying  on  my  enquiries  in  the  manner  I 
wished,  nor  was  it  till  the  S3d  of  the  present  month  that  I 
could  find  time  for  that  purpose. 

My  first  object  was  to  ascertain  whether  or  no  the  coil 
B  was  conducive  to  the  shock;  and  aOer  many  trials  it  was 
found  to  lessen,  rather  than  increase  the  intensity. 

In  order  to  explain  the  manner  by  which  I  ascertained 
this  fact,  the  reader  must  imagine  the  handle  n.  fig.  16,  to 
be  connected  with  the  coil  A  at  S,  and  the  coil  B  taken 
away.    The  first  principal  current  by  this  arrangement, 
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throagh  the  coil  A  from  C  to  Z  as  decidedly  as  before,  but 
when  the  connexion  was  broken  at  S^  the  carrent  from  A 
rushed  immediately  towards  n,  and  consequently  to  the 
person  placed  between  n  and  p.  This  variation  of  the 
experiment  provt  8  the  coil  B  to  be  of  no  use  in  the  manner 
it  was  before  used ;  or  indeed,  something  worse  than  use- 
less^ because  the  shock  was  more  powerful  without  it. — 
Although  1  bad  tried  both  arrangements  several  times  over, 
.yet,  as  I  was  employing  rather  an  active  battery,  I  still 
suspected  that  I  might  possibly  fall  into  error,  in  conse- 
quence of  the  difficulty  of  keeping  such  a  battery  in  uniform 
action.  This  thought  led  me  to  try  weaker  acid  solutions, 
and  eventually  I  resorted  to  salt  and  water  for  the  exciting 
liquid,  and  began  with  a  new  pair  of  metals.  Still,  how- 
ever, I  found  that  the  coil  A  alone  did  better  than  with  B 
attached. 

It  very  often  happens  in  experimental  researches,  that 
we  are  led  to  digress  from  the  path  of  enquiry  we  have 
previously  marked  for  the  pursuit,  by  the  appearance  of 
some  unexpected  fact  which  obtrudes  on  our  notice.  And 
it  was  from  discovering  that  salt  water  was  a  sufficient 
exciter  to  produce  very  smart  shocks  in  this  instance,  that 
I  was  led  completely  from  my  principal  line  of  pursuit,  to 
enquire  how  far  the  experiment  would  permit  the  battery 
to  bo  diminished  in  size.  It  will  be  of  no  interest  to  many 
of  my  readers  concerning  the  route  of  my  experiments  on 
this  point;  1  will  tell  them  at  once  that  I  soon  reduced  it 
to  the  size  of  a  lady's  thimble;  and  still  produced  conside- 
rable shocks.  Eventually  I  tried  two  wires,  one  copper, 
the  other  zinc,  about  one  twelfth  of  an  inch  thick,  and 
immersed  to  about  an  inch  deep  in  diluted  nitrous  acid. — 
Even  with  this  miniature  battery  smart  shocks  were  pro- 
duced: and  I  have  no  doubt  tliat  the  smallest  fragments  of 
metal  might  be  made  to  produce  sensible  shocks. 

Having  ascertained  this  curious  fact,  I  returned  to  the 
original  line  of  enquiry ;  and  endeavoured  to  ascertain  how 
far  the  length  of  the  wire  was  concerned.  The  coils  were 
now  connected  by  solder  at  S,  and  the  wire  S  Z,  soldered 
to  the  outer  end  of  the  wire  belonging  to  B,  near  to  the 
lower  arrow  beside  the  handle  n:  and  a  contrivajice  for 
opening  and  closing  the  circuit  was  placed  between  c  and 
the  joining  of  that  wire  with  the  handle  P,  so  that  when  the 
voltaic  circuit  was  broken,  there  would  still  be  a  metallic 
connection  from  p  to  fi. 

With  this  arrangement  the  principal  circuit  would  be 
from  C  to  Z  through  both  coils,  six  hundred  feet  of  wire ; 
and  when  the  circuit  was  broken  about  the  arrow  at  C,  the 
,fluid  now  in  motion  in  both  coil^  would  produce  a  disturb-. 
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ance  of  the  flaid  in  the  person  joining  n^  p,  and  a  shock 
>¥Ould  be  experienced,  which  the  experiment  proveis.  The 
shock  by  this  arrangement  is  not  so  great  as  by  one  coil 
only.  The  colls  were  next  tried  side  by  side,  so  as  to  form 
a  double  channel  of  three  hundred  feet  Very  little  was 
gained  by  this  arrangement.  The  effect  in  some  trials 
appeared  rather  greater,  in  others  rather  less  than  by  one 
coil  only. 

Another  coil  was  now  tried.  The  wire  was  rather  stouter 
than  the  former  and  the  reel  was  of  wood.  The  reels  of 
the  coils  before  used  were  of  metal,  which  it  was  thought 
might  possibly  affect  the  results.  The  wire  on  the  wooden 
reel  was  the  S3me  length  as  on  either  of  the  others,  vis. 
three  hundred  feet.  The  shocks  were  equal,  if  not  superior 
to  those  with  one  of  the  other  coils. 

Remarks.  The  shock  is  produced  entirely  without  the 
voltaic  circuit. 

file  spark  is  much  brighter  than  when  no  coil  is  in  the 
circuit. 

The  shock  is  never  produced  only  at  the  moment  of 
opening  the  voltaic  circuit,  none  being  experienced  when 
the  contact  is  made. 

If  there  be  any  spark  whilst  making  the  contact,  or  clos- 
ing the  circuit,  it  is  exceedingly  feeble  when  compared  to 
that  seen  when  the  circuit  is  opening. 

About  300  feet  of  copper  wire  has,  by  these  experiments, 
answered  better  than  600  feet  in  sequence. 

With  60  feet  no  shock  could  be  perceived. 

A  single  wire  900  feet  long  has  answered  as  well,  or 
better  than  two  such  wires  forming  a  double  conductor. 

Copper  wire,  one  twentieth  of  an  inch  diameter  answers 
better  than  thinner  wire. 

A  pair  of  cylinders,  one  of  copper,  the  other  of  zinc, 
which  will  enter  a  pint  porcelain  jar,  and  excited  with  cold 
salt  water,  is  quite  a  sufficient  voltaic  power  to  produce 
very  smart  shocks. 

With  acid  and  water,  and  thin  copper  and  zinc  wires  one 
inch  long,  shocks  may  be  produced. 

With  regard  to  the  length  and  thickness  of  the  conduct- 
ing  wire,  it  is  considered  that  much  may  possibly  depend 
upon  the  extent  and  nature  of  excitement  of  the  voltaic 
surfaces.  No  batteries  were  caused  but  such  as  have  been 
described. 

Artillery  Place,  William  Sturgeon. 

Sep.  24, 1836. 

Postscript  to  the  above. 

Since  the  preceding  paper  was  written  and  sent  to  press 
it  occurred  to  me  that  I  had  neglected  a  certain  point  in 
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the  enquiry,  Mrhich  mighty  perhaps,  affect  the  rescdtfl  very 
xoaterially.  I  thought  that  if  the  coils  had  had  each  a  hm^ 
cleus  of  soft  iron  in  it^  the  magnetism  ^'hich  would  be 
brought  into  play  might  possibly  either  increase  or  dimia- 
ish  the  shock.  Indeed  I  had  no  idea  what  might  happen 
which  was  quite  enough  to  begin  with.  A  few  experiments 
however,  soon  convinced  me  that  the  iron  had  not  much 
influence,  either  one  way  or  the  other;  and  if  my  curiosity 
could  have  rested  here,  I  might  have  saved  myself  a  great 
deal  of  trouble  by  terminating  my  experiments  at  this 
point.  I  could  not  however  get  entirely  rid  of  the  magnet- 
ism which  had  thus  entered  my  mind,  and  a  train  of  ideas 
which  had  long  ago  been  formed  now  flashed  with  redoubled 
force  into  my  recollection. 

It  has  been  my  opinion  for  many  years,  that  in  all  cases 
of  electro^magnetic  action,  where  a  needle  or  other  ferru- 
ginous body  is  operated  on,  there  is  an  intermediate  agent ; 
and  that  the  deflections,  &c.  are  not  the  immediate  effects 
of  the  electric  matter,  but  are  secondary  effects ;  the  prim- 
ary effects  being  the  magnetizing,  or  polarizing  of  the 
magnetic  matter  in  the  conductors,  and  perhaps,  of  that 
also  of  the  surroundins^  medium,  It  is  on  this  principle 
that  I  have  always  in  my  lectures  explained  the  attractions 
and  repulsions  of  parallel  conducting  wires,  phenomena 
first  shown  by  the  late  M.  Ampere;  and  I  have  stated  this 
to  be  my  opinion,  in  my  paper  on  the  theory  of  magnetic 
electricity  published  in  the  81st  vol.  of  the  "  Philosophical 
Magazine,  &c.*'  as  will  appear  by  the  following  quotation. 

'^  It  appears  to  me  that  electric  currents  generated  by 
magnetic  agency  are  not  the  immedicUe  effects  of  the  magnet 
employed  in  the  excitation.  It  is  highly  probable  that 
there  is  a  mediate  or  intervening  agent  called  forth;  the 
magnetism  natural  to  the  excited  metal,  which,  by  being 
polarized  by  the  exciting  polar  magnetic  lines  ofihemBigaet 
becomes  the  immediate  agent  in  giving  life  and  energy  to 
the  previously  dormant  electricity  of  the  metal. 

'*  Romote  and  mysterious  as  the  intermediate  agency  of 
the  natural  magnetism  of  the  metal  in  this  process  of  excit- 
ing electricity  may  appear  in  the  present  infantile  stage  of 
the  science,  I  have  much  reason  to  suppose  that  such  is 
the  fact  The  phenomena  in  magnetic  electricity,  as  well 
as  those  in  electro-magnetism,  are  highly  favourable  to 
this  hypothesis ;  and  I  am  not  aware  of  an  exception  that 
militates  directly  against  it.  Moreover,  the  facility  with 
which  the  modus  operandi  might  be  explained  upon  the 
simple  principles  of  polar  tnagnetic  lines  alone,  would,  I 
am  persuaded,  establish  a  degree  of  probability  at  least, 
not  easily  shaken  by  any  counter-reasoning  likely  to  be 
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afdvanced ;  and  the  illustrations  which  it  urould  be  possible 
to  briofir  forward  in  support  of  such  an  hypothesis,  mixbt 
possibly  be  the  means  of  fixing  a  basis  on  which  the  theory 
of  excitation  in  this  curious  branch  of  physics  is  eventually 
and  permanently  to  be  established. 

'*  The  same  class  of  remote  laws  apply  epnally  to  elec- 
tro-magnetism as  to  magnetic  electricity  ;  and  it  would  be 
Tery  difficult  indeed,  independently  of  those  laws,  to  corn- 
pletely  harmonise  with  each  other  the  phenomena  displayed 
by  the  two  different  modes  of  excitation/' 

Although  these  views  of  electro*  magnetic  action  have  so 
long  occupied  my  attention,  I  have  never  had  sufficient 
apare  time  from  my  other  pursuits,  to  arrange  my  ideas 
and  explain  facts  by  means  of  this  hypothesis.  But  now, 
having  the  implements  in  my  hands,  and  a  point  of  deter- 
mination regarding  the  correctness  or  incorrectness  of  my 
views  appearing  just  within  my  reach,  I  determined  to  put 
the  question  immediately  to  the  test  of  experiment.  But  1 
must  explain  a  little  farther  by  what  reasoning  I  was 
induced  to  undertake  a  whole  day's  labour  to  satisfy  myself 
on  this  one  point ;  and  I  am  very  sorry  the  drawings  are 
all  gone  to  press»  otherwise  I  might  have  drawn  a  figure 
that  would  have  facilitated  the  explanation  very  much. 
Fig.  3  must  answer  as  a  substitute* 

If  the  tangential  lines  in  that  figure  be  virtual  magnets, 
they  ought  to  assist  each  other  in  their  development*  when 
they  are  placed  sufficiently  near  to  each  other.  Imagine 
that  C  and  Z,  are  the  ends  of  a  bent  conducting  wire, 
whose  end  is  behind  the  paper.  The  magnetic  force  in 
every  transverse  section  would  then  bo  represented  by 
those  tangential  lines,  or  by  lines  similarly  situated.  Let 
the  spectator  now  imagine  that  the  end  Z  of  the  wire  is 
continued  to  a  sufficient  length  to  turn  upwards  over  the 
end  C,  and  proceed  to  behind  the  paper,  turn  ronnd  the 
former  bend,  and  arrive  again  below  the  section  Z.  The 
wire  would  now  form  a  coil  of  two  convolutions. 

Let,  now,  sections  of  this  last  convolution  be  exposed 
to  view,  one  above  C,  the  other  below  Z.  The  tangential 
lines  in  these  sections,  and  of  those  in  every  succeeding 
convolution  would  observe  the  same  arrangement  as  those 
in  the  figure.  But  the  tangential  lines  on  the  inner  side  of 
the  last  convolution,  will  be  in  the  reverse  order  to  those 
on  the  onter  side  of  the  first,  on  which  they  are  superposed. 
The  north  poles  of  oue  convolution  will  be  opposite  to  the 
south  poles  of  the  other,  between  the  wires  in  every  section 
that  can  be  imagined;  and  the  same  will  happen  between 
every  two  co^ivolutions  throughout  the  coil>  whatever  may 
be  its  extent.    And  if  sections  be  drawn  on  both  sides  of 
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C  and  Z,  it  v^ill  be  observed  that  the  arrangement  is  pre« 
cisely  of  the  same  character,  and  that  south  and  north 
poles  are  presented  to  each  other  in  every  part  of  the  coil. 

Under  these  circumstances  then,  it  would  appear  that 
when  once  the  magnetic  arrangement  is  accomplished  in 
the  coil  wire,  the  polar  attractions  of  the  elementary  mag- 
nets will  tend  in  some  degree,  to  keep  them  thus  arranged ; 
by  which  means  that  part  of  the  electric  force  which  is 
equivalent  to  the  aggregate  force  of  all  the  multitudes  of 
magnetic  attractions,  will  be  relieved  from  that  duty,  and 
will  join  and  assist  the  remaining  electric  force  inovercom* 
ing  other  resistances  which  it  has  to  contend  with;  for 
whatever  be  the  nature  of  the  resistance  that  an  electric 
current  has  to  overcome,  it  tends  more  or  less  to  retard  its 
motion.  Magnetism  is  not  brought  into  play  in  the  con- 
ducting wire,  nor  in  iron  in  its  neighbourhood,  without  an 
expenditure  of  some  part  of  the  electric  force ;  and  conse- 
quently the  electric  force  lost  by  keeping  a  straight  wire 
in  a  state  of  magnetic  polarity,  would  be  in  some  ratio  with 
the  extent  of  magnetism  displayed.  But  this  would  not 
be  the  case  if  the  wire  were  formed  into  a  close  packed 
coil.  The  polar  magnetic  energies  once  developed,  would 
be  arranged  in  the  best  possible  order  for  mutual  polar 
attraction,  and  the  magnetic  resistance  thereby  very  much 
abated.  The  coil  wire  would  thus  be  rendered  a  better 
conductor,  and  would  permit  the  current  to  flow  more 
rapidly  than  if  no  such  relief  had  been  afforded;  and  con- 
sequently the  momentum  ought  to  be  greater  by  the 
conductor  being  in  a  close  coil  than  when  straijjfht  or  even 
loosely  folded  in  a  skein ;  and  if  the  shocks  depend  upon 
the  momentum,  they  ought  to  be  more  intense  by  the  con- 
ductor being  in  a  compact  coil. 

Such  were  the  results  of  my  reasoning  on  this  point,  and 
nothing  less  than  an  ardent  hope  of  realizing  them  experi- 
mentally, could  have  induced  me  to  undertake  the  labour 
which  I  then  saw  placed  in  the  way  to  truth. 

I  had  only  fifty  feet  of  silked  wire  that  was  uncoiled ; 
this  was  placed  in  the  voltaic  circuit;  but  no  shocks  could 
be  perceived. — The  wire  was  next  coiled  closely  round  a 
cylinder  of  wood,  and  again  placed  in  the  circuit  but  still 
no  shocks  were  discovered.  I  was  not  much  surprised  at 
these  results,  because  I  considered  that  the  wire  was  prob- 
ably too  short.  1  therefore  determined  on  uncoiling  one 
of  my  300  feet  wires  which  had  previously  been  ascertained 
to  be  conducive  to  the  shock.     I  had  three  of  these  coils. 

This  was  done,  and  the  wire  loosely  hung  round  a 
chair  back  was  placed  in  the  circuit ;  no  shock  could  be 
produced. 
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'  The  wire  a?ain  coiled  on  the  reel,  and  again  placed  in 
the  circuit.    The  shocks  were  as  powerful  as  at  first. 

Another  wire  was  uncoiled  and  placed  in  the  circuit. — 
No  shock  could  be  produced.  The  wire  again  coiled.* — 
The  shock  as  great  as  at  first. 

The  third  wire  was  uncoiled>  and  placed  in  the  circuit. 
No  shock  again. 

The  wire  was  again  coiled  and  again  placed  in  the  cir- 
cuit. The  shock  was  as  great  as  at  first.  These  results 
were  exceedingly  gratifying  to  nie»  not  so  much  at  having 
satisfied  my  curiosity,  as  by  the  success  which  had  attended 
my  labours  in  brintring  to  light  a  novel  principle,  which, 
though  long  perceived  by  the  mind,  bad  in  every  other 
respect  been  permitted  to  remain  in  concealment ;  and,  till 
this  day,  unregistered  in  the  pages  of  philosophy. 

The  development  of  this  physical  truth  which  must  now 
be  enrolled  in  the  service  of  science,  unfolds  a  new  and 
interesting  field  for  philosophical  contemplation.  It 
throws  much  light  on  the  modus  operandi  of  every  electro- 
magnetic phenomena,  and  must  be  a  guide  to  our  future 
reasoning  on  this  interesting  branch  of  science. 

I  am  well  aware  that  other  facts  may  appear  necessary 
to  establish  the  correctness  oif  the  hypothesis,  which  led  me 
to  this  discovery,  and  doubts  may  possibly  arise  respecting 
the  increase  of  velocity  of  the  current,  upon  the  principles 
of  reasoning  which  conducted  me  to  that  conclusion.-* 
Time  alone  must  decide  these  matters.  I  have  not  one 
moment  left  to  give  it  another  consideration.  It  is  now 
eleven  o'clock  at  night,  and  I  have  been  at  work  almost 
without  intermission  since  seven  in  the  morning,  and  every 
other  part  of  this  number  is  now  in  the  press.  I  will, 
therefore,  content  myself  for  the  present,  with  registering 
the  fact,  leaving  my  hypothesis  to  the  decision  of  others. 

It  just  occurs  to  me  whilst  writing,  and  looking  at  the 
rough  sketches  which  I  have  drawn  to  assist  the  arrange- 
ment of  my  ideas,  that  it  is  possible  an  impulse  may  be 
given  to  the  current  by  the  sudden  transiliancy  of  the 
magnetic  tangential  lines  from  a  state  of  vigorous  polarity 
to  that  of  complete  annihilation;  at  the  precise  moment 
the  battery  action  is  cut  oflf. 

Sept  28th,  1836.  W.  S. 


Xfl.  Description  of  an  Electro-magnetic  Engine  for 
Turning  Machinery y  by  William  Sturgeon,  Lecturer, 
&c.  &c. 

In  fig.  \7,  A,  A,  A,  A,  represents  a  stout  square  board, 
which  forms  the  base  of  the  ensrine.     In  two  opposite  cor- 


76  DttcHpiitm  of  w^  EUctro- MagnBiic 

ners  of  the  base  board,  are  fixed  the  two  upright  pillars  B, 
B,  which  carry  a  croaa  piece  C»  C.  In  this  cross  piece  are 
fixed  two  other  smaller  pillars  P,  P»  which  also  carry  a 
cross  piece.  In  the  centre  of  the  engine  is  a  Tertical  shaft, 
which  turns  freely  in  two  metallic  collars;  one  of  which  is 
in  the  centre  of  the  base  board,  and  the  other  in  the  centre 
of  the  cross  piece  C,  C. 

Aboat  halfway  up  the  shaft  are  two  circular  channels, 
one  above  the  other  as  seen  in  the  figure.  Through  the 
centre  of  these  channels,  and  at  rig:bt  angles  to  their  planes, 
the  shaft  passes,  and  is  fixed  to  them.  Lower  down,  the 
shaft  passes  through  the  centre  of  an  opening  in  the  cross 
piece  d,  d,  also  supported  by  two  short  pillars.  On  this 
cross  piece,  and  concentric  with  the  shall,  are  fixed  four 
quadrantal  metallic  plates,  separated  ftom  each  other  by 
narrow  radial  openings. 

Near  the  top  of  the  shaft,  and  at  right  angles  to  it,  is 
fixed  a  compound  bar  magnet  N'  S',  each  magnet  of  which 
is  about  eighteen  inches  long,  one  inch  broad,  and  half  an 
inch  thick.  Near  to  the  bottom  of  the  shaft  is  fixed 
another  similar  compound  magnet  N  S,  with  its  poles  in 
the  opposite  direction  to  the  former. 

In  a  circle  concentric  with  the  shaft,  and  at  an  equal 
distance  from  each  other,  are  fixed  in  the  base  board,  the 
lower  extremities  of  four  cylindrical  bars  of  soft  iron, «,  j, 
i.  t,  each  of  which  is  enclosed  by  six  coils  of  copper  wire. 
The  coils  round  each  cylinder  are  separated  from  each 
other  by  intervening  cases  of  oil  silk.  Each  set  of  extre- 
mities of  these  copper  wires  is  soldered  to  one  btout  copper 
wire;  hence  the  extremities  of  the  twenty-four  coils  termi- 
nate in  eight  of  these  latter  wires,  four  of  which  proceed 
from  the  lower  extremities  of  the  coils,  and  are  soldered 
to  the  four  quadrantal  metallic  plates,  one  to  each.  The 
other  loor  stout  wires  proceed  from  the  upper  parts  of  the 
coils  and  terminate  by  proper  connexions  in  the  circular 
channels^  which  are  partly  tilled  with  mercury.  Through 
the  sides  of  the  channels  pass  four  metallic  stems,  two 
throuub  each,  their  inner  extremities  being  in  contact  with 
the  mercury  in  their  respective  channels.  The  stems  of 
each  pair  are  placed  at  90*  from  each  other,  and  the  whole 
at  right  ausles  to  the  shaft.  The  right  angle  which  ^he 
upper  pair  forms,  is  on  the  opposite  side  of  the  shaft,  to 
that  formed  by  the  lower  pair.  From  each  stem  hangs  a 
metallic  wire,  reaching  obliquely  to  its  respective  quad- 
rantal plate  on  the  cross  piece  d,  d,  which  maintains  a  con- 
nexion between  these  plates  and  the  mercury  in  the  circular 
channels ;  transferring  the  electric  current  from  one  plate 
to  another,  and  consequently  from  one  coil  to  another,  in 
thw  progreffs  of  revolution. 
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To  prevent  the  figure  being  distorted,  none  of  these 
connecting  wires  are  drawn. 

The  engine  is  put  in  motion  by  the  application  of  two 
cylindrical  voltaic  batteries  of  a  single  pair  each,  the  me- 
tals being  placed  in  two  porcelain  jars,  each  of  which  holds 
about  three  pints.  These  batteries  are  connected  with  the 
conductors  of  the  engine  at  their  terminal  cups.  One  bat- 
tery at  each  end  of  the  lowest  cross  piece  d  d. 

The  connexions  being  properly  made,  the  iron  cylinders 
become  magnetic  in  succession,  and  by  the  joint  attractive 
and  repulsive  forces  of  the  permanent  magnets  N'  S',  N  S, 
and  the  temporary  magnets  t,  i,  t,  t,  the  ibrmer,  with  tho 
shaft  and  appendages,  are  pulled  and  driven  round,  the 
action  being  carried  on  in  the  following  manner. 

Imagine  that  the  pole  N'  of  the  permanent  magnet  is 
placed  directly  between  Jhe  poles  9  and  n  of  the  temporary 
magnets  ;  it  will  by  this  means  be  attracted  by  the  former, 
and  at  the  same  time  repelled  by  the  latter.  Hence  it  will 
be  urged  by  both  these  forces  towards  the  pole  s.  If  now 
the  contrivance  be  such,  that  the  voltaic  connexions  be 
broken  just  before  the  pole  N'  arrives  at «,  the  extremity  s 
of  the  iron  bar  will  become  neutral ;  but  the  momentum  of 
the  machine  will  carry  the  pole  M'  to  beyond  this  neutral 
point.  Now  conceive  that  the  pendent  wires  have  t>een 
carried  from  their  last  quadranfal  plates  (o  the  next  in  suc- 
cession. The  currents  by  this  means  have  been  reversed 
in  all  the  coils,  and  a  corresponding  inversion  of  polarity 
has  taken  place  in  the  vertical  iron  bars  ;  hence  when  the 
pole  N'  has  just  passed  the  first  bar,  and  whilst  still  in 
motion  by  its  acquired  momentum,  it  will  again  be  urged 
on  by  two  other  forces,  in  a  similar  manner  as  by  the  two 
first.  For  the  extremity  having  changed  its  polarity,  it 
will  now  repel  the  pole  N'  and  drive  it  onward,  whilst  at 
the  same  time  it  will  be  attracted  by  the  next  bar  in  suc- 
cession. And  in  consequence  of  similar  changes  of  polar- 
ity taking  place  in  all  the  four  bars,  the  pole  N'  is  kept 
contlDually  revolving. 

All  that  has  been  said  respecting  the  pole  N'  applies 
equally  to  the  opposite  pole  S'  of  the  sam.e  magnet.  So 
that  by  this  means,  the  magnet  and  its  appendages  aro 
continnally  urged  on  by  four  forces^  two  attractions  and 
two  repulsions ;  and  by  considering  that  the  lower  magnet 
N  S,  is,  by  the  contrivance  also  urged  on  at  the  same  time 
and  in  a  similar  manner,  by  four  other  like  forces,  it  will 
easily  be  understood  that  the  two  magnets,  with  the  shaft 
to  which  ihey  are  attached,  are  kept  in  motion  by  eight 
forces;  four  of  which  are  attractive  and  four  repulsive* 
Such  is  the  eonttif  ance  for  keeping  the  machine  in  motion. 
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To  the  upper  end  of  the  shaft  is  attached  a  vertical 
spiudle^  carrying  an  endless  screw  near  its  upper  extrem-^ 
ity,  and  revolving  as  the  shaft  revolves,  in  a  collar  in  the 
upper  cross  piece.  Near  to  the  lower  end  of  this  spindle 
is  a  fly  with  three  arms,  equidistant  from  each  other,  and 
each  terminating  with  a  heavy  brass  crescent.  It  was 
originally  the  fly  of  a  roasting  jack.  The  endless  screw 
works  in  the  teeth  ol'  a  brass  wheel,  also  a  part  of  the  old 
jack.  The  arbor  of  this  wheel  runs  in  a  fiame  attached  at 
right  angles^  to  the  upper  cross  piece. 

This  engine  was  constructed  in  the  Autumn  of  1832,  and 
was  exhibited  for  the  first  time  in  London,  on  the  21st  of 
March,  1833,  in  a  lecture  on  electro-magnetism,  which  I 
delivered  at  the  Western  Literary  and  Scientific  Institution. 
And  notwithstanding  its  then  rude  appearance,  the  Com- 
mittee were  so  highly  pleased  with  its  structure  and 
performance,  that  they  expressed  a  wish  to  have  it  brou^rht 
forward  again,  and  hear  it  explained  as  soon  as  there  was 
another  opportunity.  I  was  consequently  honoured  with 
an  engagement  to  continue  and  extend  my  course  of  lec- 
tures in  the  following  June ;  and  in  those  lectures  my  engine 
again  worked  well,  and  excited  a  great  deal  of  curiosity 
among  the  members  of  the  Institution ;  and  I  believe  was 
so  fortunate  as  to  give  general  satisfaction. 

Since  that  time  1  have  had  attached  to  it  contrivances 
for  drawing  water,  waggons,  and  carriages  on  a  railway » for 
sawing  wood,  pumping  water,  &c.  upon  about  the  same 
scale  as  we  see  pieces  of  machinery  put  into  motion  by  the 
large  models  of  steam  engines.  But  as  I  saw  several 
parts  in  which  1  thought  it  might  be  improved,  it  has  long 
since  been  lain  by,  and  another  one  is  now  building.  The 
old  one,  however,  is  still  in  existence. 


XIII.    MISCELLANEOUS    ARTICLES. 


British  Association. — Bristol  Meeting.  Discoveries 
in  Electricity  by  Mr.  Cross. 

Mr.  Cross  related  to  three  distinct  subjects ;  atmospheric 
electricity,  improvements  in  the  galvanic  machine,  and  the 
application  of  electricity  to  the  production  of  crystals  found 
in  the  mineral  kingdom,  but  which  can  either  not  be  ob- 
tained  at  all,  or  with  great  difficulty,  in  the  laboratory  of  the 
chemist.  His  experiments  upon  the  electricity  of  the  sky 
were  performed  on  the  grandest  scale,  and  with  effect  pro- 
portionally striking  and  brilliant,  in  consequence  of  his 
conductor  being  a  wire  of  prodigious  length,  and  being 
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iasulated,  and  other  wires  arranged  lo  a  very  skilful  man- 
ner.  The  results  however,  at  which  he  arrived  concar  with 
those  of  other  philosophers.  For  clear  and  steady  weather 
the  air  is  always  positive,  but  in  cloudy  and  foggy  weather 
is  perpetually  varying  from  positive  to  negative,  sometimes 
also  appearing  to  be  in  the  neutral  state.  These  phenom- 
ena,  which  would  appear  easily  dedncible  from  the  principle 
of  induction,  as  applied  to  the  action  of  a  cloud  at  different' 
distances  from  the  conductor,  the  intervening  stratum  of  air 
varying  in  thedegreeof  its  conducting  power,  Mr. Cross  ex- 
plains by  supposing  an  electrified  cloud  as  an  aggregate  of 
discontinuous  masses  of  vapour,  or  that  it  is  composed  uf 
a  succession  of  zones  not  in  contact,  and  maintained  by  the 
inductive  influence  they  exercise  upon  each  other  in  oppo- 
sitely excited  states.  Such  also  is,  he  finds  (he  case  of  fogs ; 
and  he  stated  that  upon  one  occasion  he  distinctly  found 
a  mist  which  drifted  across  his  apparatus  to  be  composed 
of,  as  he  expressed  it,  a  succession  of  marching  columns  in 
opposite  electrical  states.  Upon  the  effects  which  he  pro- 
duced by  operating  with  the  electricity  of  the  atmosphere, 
it  is  not  necessary  to  dwell.  By  its  means  he  ignited  com- 
bustible bodies,  tore  in  pieces  the  most  rigid  materials, 
resolved  chemical  compounds  into  their  elements,  magne- 
tized, and  in  a  word,  reproduced,  though  upon  a  much  more 
gigantic  scale,  all  the  known  agencies  of  the  artificial  lorms, 
of  the  electric  influence.  Mr.  Cross's  observations  upon 
the  pile  need  not  detain  us  long.  The  improvements  he 
suggests  that  the  plates  of  the  same  couple  should  be  brought 
as  close  as  possible  to  each  other,  and  immersed  in  glass 
jars,  so  that  the  different  pairs  should  be,  as  much  as  possi- 
ble in  a  state  of  insulation,  have  been  suggested  by  others, 
the  former  by  Drs.  Hare  and  Faraday,  and  the  latter  by 
Professor  Hare,  who  employed  cylindrical  glass  vessels  in 
his  celebrated  calorimeter.  This  latter  contrivance,  indeed, 
is  very  old,  for  it  was  employed  by  Volta  in  his  Couronne 
des  Tasses,  one  of  the  very  first  modifications  of  his  extra- 
ordinary instrument,  constructed  by  him.  The  views  put 
forward  by  Mr.  Cross,  in  reference  to  the  origin  of  galvanic 
electricity,  do  not  agree  with  those  at  present  generally 
entertained.  He  abandons  what  is  called  the  chemical 
theory,  and  reverts  to  the  views  originally  propounded  by 
Volta,  namely,  that  the  electricity  is  the  result  of  the  con- 
tact of  the  metals,  and  the  acid  merely  acts  as  a  conductor. 
We  had  nearly  forgot  too,  to  mention  that  Mr.  Cross  never 
found  his  electrometer  affected  by  the  Aurora  Borealis,  sheet 
lightning  halos,  or  other  luminous  asmospheric  phenomena, 
llie  latter  part  of  Mr.  Cross's  address  was  decidedly  the 
moat  valoable,  bnt  having  been  already  detailed  under  the 
head  of  the  proceedings  at  the  Geological  Section,  it  would 
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be  improper,  because  saperfluoas,  to  return  to  the  sobJiet« 
We  will  however,  observe,  that  the  principle  of  his  inelhod 
IS  not  at  all  new,  the  only  difference  between  it  and  that  of 
Becquerel  beino^,  as  was  pointed  out  by  Dr.  C.  Henry,  that 
the  latter  employed  electricity  of  low  tensions,  while  Mr. 
Cross  operated  with  powerful  batteries.  The  results  of 
both  are,  of  course,  different,  as  they  directed  attention  to 
different  substances,  but,  with  the  exception  of  silicso, 
which  Mr.  Cross  conceives  that  he  has  crystallized,  they 
carry  with  them  an  equal  degree  of  interest. 


Mr.  Rainey,  Surgeon,  Maze  Pond,  Borough,  having  a 
fews  days  ago  given  me  a  polite  invitation  to  look  at  his 
magnetic  apparatus,  I  paid  him  a  visit  yesterday  for  that 
purpose,  and  was  very  much  pleased  with  some  of  the  iD-> 
struments  which  that  gentleman  showed  me.  Mr.  Rainey 
has  a  pretty  little  magnetic  electrical  machine,  which  g^ves 
very  powerful  and  disagreeable  shocks.  It  will  also  deflect 
the  leaves  of  an  electroscope,  and  charge  a  jar  to  a  low 
intensity.  The  divergency  of  the  electroscope  was  not  new 
to  me,  but  the  charge  of  the  jar  was  perfectly  so.  For  I 
had  not  paid  much  attention  to  it  myself,  nor  had  I  seen  it 
done  by  others.  I  was  however,  more  particularly  inter- 
ested with  the  ingenious  manner  in  which  Mr.  Rainey  had 
followed  up  my  views  respecting  the  charging  of  extensive 
surfaces  of  thin  imperfect  insulating  substances*  by  his 
magnetic  electrical  machine.  A.bout  three  yards  of  varn- 
ished silk  cloth  were  coated  on  both  sides  by  broad  strips 
of  tin  foil,  and  coiled  round  a  cylindrical  nucleus  of  wood ; 
an  intervening  ply  of  silk  preventing  the  two  coatings  from 
touching  one  another. 

One  of  these  coatings  being  connected  with  the  positive 
and  the  other  with  the  negative  side  of  the  machine,  the 
silk  became  charged  as  decidedly  as  glass  is  charged  by 
the  common  electric  machine;  but  the  intensity  is  very  low. 
The  spark  is  much  finer  by  this  means  than  from  the  c6ila 
alone. 

Mr.  Rainey  also  showed  me,  in  a  very  satisfactory  man* 
ner,  his  method  of  increasing  the  power  of  steel  horse-'Sboe 
magnets  by  the  application  of  soft  iron  alone.  The  mag*' 
net ometcr  which  Mr.  Rainey  has  contrived^  is  really  a  neat 
and  intelligent  instrument.  It  shows  the  attractive  and 
repulsive  power  of  magnets  at  diflerent  distances;  and  is 
intended  to  be  applied  to  the  measurement  of  the  intensity 
of  terrestrial  magnetism.  Thi«  instrument  will  shortly  be 
offered  to  the  notice  of  the  Royal  Society. 

September  14,  1836.  WiLLiAJt  STGECBOtt. 

*  See  page  41  of  these  Annals,  and  Phil.  Mag.  for  Aug.  last 
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XIV.     Voltaic  Batteries  with  amalgamated  Zinc. 

The  first  account  we  hate  of  amalgamated  zinc  being  em- 
ployed in  Voltaic  arrangements  is  in  Sir  Humphrey  Davy's 
celebrated  Bakerian  Lecture  for  1826  ;*  in  which  it  is  simply 
stated,  amongst  a  mass  of  other  novel  and  exceedingly  inte- 
resting facts  which  that  eminent  chemical  philosopher  then 
brought  to  light  and  advanced  in  support  of  the  peculiar  theo- 
retical views  he  was  discussing,  that  '^  zinc  in  amalgamation 
with  mercury  is  positive  with  respect  to  pure  zinc  ;"*  without 
any  allusion  whatever  as  to  the  probable  beneficial  employment 
of  it  in  the  general  construction  of  Voltaic  batteries. 

Mr.  Kemp,  of  Eklinburgh,  we  believe,  was  the  first  person 
who  employed  amalgamated  zinc,  and  copper,  in  the  regular 
construction  of  apparatus  of  this  kind ;  which  are  clearly  des- 
cribed in  Professor  Jameson's  New  Eldinburgh  Philosophical 
Journal,  for  December,  1828.  The  following  extract  is  firom 
Mr.  Kemp's  very  interesting  paper. 

"The  great  expense  of  every  form  of  Galvanic  apparatus 
that  has  hitherto  been  offered  to  the  scientific  world  has,  with- 
out doubt,  prevented,  in  some  measure,  the  various  interest- 
ing phenomena  which  Galvanism  presents,  the  laws  which 
govern  its  action,  and  its  connexion  with  magnetism  and 
electricity,  from  being  more  fully  investigated. 

'^In  performing  many  of  the  more  important  experiments  in 
the  science,  difierent  sets  of  batteries  are  necessary,  according 
as  the  substances  to  be  acted  upon  are  more  or  less  perfect 

*  Philosophical  Transactions  for  1826,  part  iii. 
Xo.  2,  January,  1837.  G 
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conductors:  and  the  cost  of  these  batteries  being  very  con- 
siderable^ few  private  individuals  are  possessed  of  an  appara- 
tus sufficiently  varied  for  investigating  the  different  branches 
of  this  subject. 

^'Independently,  however,  of  the  expense  in  procuring  the 
requisite  apparatus,  another  point  is  to  be  taken  into  con- 
sideration, and  that  of  the  utmost  importance,  viz. — the  ra- 
pidity with  which  zinc  plates  become  oxidated,  rendering 
them  completely  useless  for  exciting  the  galvanic  fluid,  before 
the  batteries  are  half  worn  out :  and  even  in  conducting  ex- 
periments where  much  time  is  remiired  for  observing  the  re- 
sults, the  quantity  of  oxide  formed  on  the  surface  of  the  zinc 
plates  first  retards  the  action ^  and  finally  prevents  the  motion 
of  the  fluid. 

'^A  battery,  therefore,  which  might  be  procured  at  little  ex- 
pense (the  principal  material  being  in  the  possession  of  every 
chemist),  where  little  or  no  oxide  is  formed  on  the  surface  of 
the  metal,  and  where  the  action  is  much  more  continuous^ 
would  be  a  very  great  desideratum,  to  supply  which  is  the  in- 
tention of  the  following  paper.  • 

*^  It  had  frequently  occurred  to  me  that  mercury  might  be 
used  as  one  of  the  metals  for  forming  galvanic  apparatus; 
and,  from  the  difficulty  with  which  it  is  acted  upon  by  most 
of  the  acids,  would  answer  the  purpose  of  a  negative  metal 
better  than  any  other,  gold  and  platinum  excepted;  unless, 
indeed,  its  fluidity  destroyed  the  capability  it  otherwise  pos- 
sessed for  exciting  galvanic  energy. 

''After  several  attempts  to  obviate  this  seeming  difficulty,  I 
at  last  succeeded  in  producing  the  following  apparatus : — 
A B,  CD,  fig.  18.  Plate  III.  represents  a  circular  wooden 
cup,  about  half  an  inch  deep,  and  about  three  inches  in  dia* 
meter,  having  a  projecting  rim  A  B.  E  F  is  a  circular  con- 
vex plate  of  zinc,  attachea  to  the  cup,  and  about  an  eighth 
of  an  inch  firom  it,  by  a  wire  either  of  copper  or  zinc,  the  ex- 
tremity of  which  passes  through,  and  projects  within,  the 
bottom  of  the  cup,  about  the  one-eighth  of  an  inch :  the 
whole  is  then  rendered  water-tight  by  a  coating  of  wax,  care 
being  taken  to  keep  the  projecting  point  of  the  wire  quite  free 
from  wax. 

"A  quantity  of  mercury,  merely  sufficient  to  cover  the  bot- 
tom, is  potLred  into  the  cup,  which  is  in  contact  with  the  zinc 
plate  E  F,  through  the  medium  of  the  wire.  Over  this  is 
poured  as  much  diluted  muriatic  acid  as  will  nearly  fill  the 
cup.  In  this  manner  we  have  obtained  one  complete  plate, 
consisting  of  zinc,  mercury,  and  acid:  and,  by  a  continuation 
of  the  series,  they  may  be  increased  to  any  extent 
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^^In  erecting  this  pile^  after  the  mercury  and  acid  have  been 
poured  into  the  cups,  as  stated,  they  are  to  be  placed  above 
each  other,  as  appears  in  fig.  21.  Plate  III. :  the  zinc  plate  of 
one  will  then  be  in  contact  with  the  acid  contained  in  that  im- 
mediately under  it;  and  the  cup  itself  resting  on  the  small 
cheek  cut  round  the  lower  part  of  the  rim.  In  this  manner, 
any  number  of  plates  may  be  arranged,  and,  if  requisite, 
kept  in  their  proper  places  by  means  of  glass  rods  inserted 
into  the  base.  This,  however,  is  only  necessary  when  the 
pile  is  of  small  diameter;  for  in  one  of  a  larger  diameter  a 
sufficient  number  may  be  raised,  or  they  can  be  arranged  in 
two  or  more  columns,  and  connected  as  in  the  common  pile. 

'^  For  the  purpose  of  experimenting  with  this  apparatus,  a 
small  brass  socket,  G,  passes  into  the  base,  ana  communi* 
cates  with  the  mercury  in  the  undermost  cup:  into  this  socket 
a  hole  is  drilled  for  inserting  the  wire.  Another  is  attached 
to  the  capital  or  uppermost  plate  of'  the  pHe,  from  which  a 
wire  can  be  brought  to  complete  the  circuit,  and  variad  ac- 
cording as  the  experiment  requires. 

*^  The  zinc  plate  is  made  convex,  in  order  to  allow  the  hyd- 
rogen formed  at  its  under  surface  to  escape,  which  would 
otherwise  collect  into  a  globule,  and  displace  the  acid:  the  use 
of  the  projecting  edge  on  the  cups  is  to  prevent  the  acid  run-* 
ning  over,  and  forming  a  communication  between  the  diiferent 
parts  of  the  pile,  and  destroying  the  action. 

**  In  this  arrangement,  as  the  zinc  is  the  metal  acted  upon  by 
the  acidy  it  very  soon  becomes  corroded,  and,  in  this  respect, 
is  liable  to  the  same  objections  as  the  ordinary  galvanic  appa- 
ratus. And  in  a  battery  where  the  negative  metal  is  liquid, 
and  the  positive  solid,  no  increase  of  power  is  obtained  over 
the  ordinary  apparatus; — a  circumstance  which  would  seem 
to  indicate  that  the  negative  liquid  metal  acts  merely  the  part 
of  a  conductor :  nor  can  it,  while  the  positive  remains  solid, 
transmit  the  full  effect  of  larger  batteries,  but  must  neces- 
sarily reduce  it  in  the  same  proportion  as  a  solid  pile :  the 
effect,  however,  would  be  very  different,  were  the  positive 
plate  liquid,  and  the  negative  solid.  This  I  have  endeavoured 
to  accomplish  by  the  following  arrangement,  in  which  the 
positive  plate  is  an  amalgam  of  mercury  and  zinc. 

**  The  form  of  it  is  the  same  as  that  of  the  pUe  already  des- 
cribed, with  this  material  difference,  that  instead  of  pure 
mercury,  copper  is  used  as  the  negative  plate,  and  instead  of 
zinc,  an  amalgam  of  zinc  and  mercury  is  the  positive  one : 
and  whether  we  take  into  consideration  the  new  field  it  opens 
for  tracing  the  laws  which  govern  galvanic  action — its  power- 
ful effects  on  the  magnet,  and  in  the  combustion  of  metals — 
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or  the  rapidity  with  which  it  decomposes  imperfect  conductors, 
this  instrument  must  be  acknowledged  to  be  of  some  impor- 
tance. 

^^A  B  C  D^  fig.  18.  Plate  III.  represents  a  circular  wooden 
cup  half  an  inch  in  depths  and  three  in  diameter,  having  a 
projecting  rim  A  B.  H  is  a  small  button  of  wood  tnrned  on 
the  bottom  of  the  cup  at  its  centre,  and  yhich  projects  one- 
eighth  of  an  inch  from  it.  E  F  is  a  circular  plate  of  copper 
attached  to  the  cup,  by  means  of  a  wire  of  the  same  metal, 
on  which  a  screw  is  formed.  The  wire  passes  through  the 
cup  and  screws  into  a  brass  nut  L,  fig.  20,  which  is  sunk 
into  the  inside  of  it;  the  copper  plate  being  kept  at  its  proper 
distance  by  the  button  of  wood.  The  whole  is  rendered  tight 
by  a  coating  of  wax,  care  being  taken  to  keep  the  nut  and 
the  projecting  point  of  the  wire  free  from  the  wax. 

"The  copperplate  E  F,  fig.  19.  is  perforated  with  holes,  to 
allow  the  hyorogen,  as  it  Ls  formed  at  the  surface  of  the  zinc 
and  mercury,  to  pass  up  through  it  and  escape,  which  would 
otherwise  collect  into  a  globule  at  its  under  surfEice,  and  force 
the  diluted  acid  over  the  edge  of  the  cups,  and  destroy  the 
action  of  the  pile.  A  plate  of  wire  gauze,  or  a  copper  wire 
coiled  round  so  as  to  form  a  plate,  will  answer  the  purpose 
equally  well,  as  it  allows  the  hydrogen  to  pass  freelv  through 
the  interstices,  at  the  same  time  that  it  presents  a  ravourable 
surface  for  conducting  the  fluid. 

"A  quantity  of  liquid  amalgam  of  zinc  and  mercury,  merely 
sufficient  to  cover  the  bottom,  is  to  be  poured  into  the  cup, 
which  will  be  in  contact  with  the  copper  plate  E  F,  through 
the  medium  of  the  nut  and  wire ;  over  this  is  poured  as  much 
dilute  muriatic  acid  as  will  nearly  fill  the  cup.  In  this  man- 
ner we  have  obtained  one  complete  plate,  consisting  of  copper, 
the  amalgam  of  mercury  and  zinc,  and  the  acid,  and,  by  con- 
tinuing the  series,  they  may  be  increased  to  any  extent. 

"  In  this  arrangement,  the  amalgam  of  zinc  and  mercury 
becomes  the  positive  plate,  while  the  copper  is  rendered 
negative. 

"  For  the  purpose  of  experimenting  with  this  apparatus,  the 
amalgam  of  mercury  and  zinc  having  been  poured  into  the  cups 
as  stated,  they  are  to  be  placed  above  each  other  as  appears  in 
fig.  21 ;  the  undermost  plate  of  which  becomes  the  negative 
pole,  and  the  uppermost  the  positive.  The  circuit  is  formed 
the  same  as  in  the  pile  already  described. 

•^  The  formation  of  the  amalgam  of  mercury  and  zinc,  which 
is  used  as  the  positive  plate  in  this  arrangement,  is  easily 
eifected,  and  the  preparation  occupies  only  a  few  minutes.  A 
quantity  of  zinc  in  fragments  bein^  put  into  a  crucible,  over 
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which  is  poured  about  four  or  five  times  its  weight  of  mercury, 
and  heat  applied  to  it  by  a  common  fire,  when  the  mercury 
arrives  at  its  boiling  point,  the  zinc  will  be  found  to  be  com- 
pletely dissolved.  To  this  composition,  while  warm,  any 
quantity  of  mercury  may  be  added,  which  will  combine  with 
it,  in  the  same  manner  as  if  it  had  been  heated  along  with  it  in 
the  crucible. 

"  The  amalgam,  when  once  prepared,  is  fit  for  use  as  long  as 
any  of  the  zinc  remains  in  the  solution ;  and  as  the  quantity 
dissolved  at  each  time  by  the  acid  is  very  small,  the  same 
amalgam  may  be  employed  for  a  considerable  time;  and 
indeed  so  long  as  a  particle  of  zinc  remains  in  combination 
with  the  mercury.  When  the  whole  is  dissolved,  the  mercury 
is  left  in  a  perfectly  pure  state,  withoutany  diminution  having 
taken  place,  for  the  zinc  alone  is  acted  upon ;  and  when  this 
is  the  case,  the  former  process  has  only  to  be  repeated. 

'^  The  amalgam,  when  once  made,  may  be  kept  for  any  length 
of  time,  in  vessels  excluding  it  from  the  action  of  the  atmos- 
phere, and  may  be  poured  from  thence  in  one  moment,  when 
wanted,  into  cups  of  the  requisite  size. 

**  Without  at  present  entering  into  detail  regarding  the  laws 
which  govern  the  action  of  this  pile,  farther  than  that  they 
appear  to  be  very  different  from  any  other,  which  seems  to 
depend  upon  the  positive  plate  being  liquid,  I  shall  merely 
notice  the  following  experiments,  which  were  performed  by 
means  of  a  pile,  consisting  of  twelve  cups  one  inch  and  a  half 
in  diameter. 

'^  Having  poured  into  each  of  them  as  much  of  the  amalgam 
of  mercury  and  zinc  as  covered  the  bottom,  and  added  the 
muriatic  acid  and  water,  (the  proportions  being  ten  parts 
water,  one  of  acid,  and  two  of  muriate  of  soda,  these  however 
may  be  varied),  I  placed  them  above  each  other,  as  shown  in 
fig.  21 ;  the  copper  plate  of  one  being  in  contact  with  the  acid 
of  that  immeaiately  beneath  it,  throughout  the  whole  series. 

'^  I  may  here  notice  an  important  fact  connected  with  this 
pile, — ^that  in  this  state  the  cups  may  remain  for  any  length 
of  time  ready  for  experimenting  with,  without  almost  any 
decrease  of  galvanic  energy.  This  is  certainly  a  decided 
superiority  over  any  other  form  of  galvanic  apparatus,  for  it  is 
wdl  known,  that  it  is  only  at  the  first  instant  after  being 
charged,  that  batteries  produce  their  full  effect ;  at  every  suc- 
ceeding instant  it  becomes  less ;  and  in  a  short  time  it  entirely 
ceases.  This  seems  to'  depend  upon  the  particles  of  zinc, 
which  having  perfect  freedqm  of  motion  in  the  mercury,  are 
attracted  by  the  copper  plate  with  which  they  are  in  contact. 
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through  the  medium  of  the  wire^  and,  by  this  means^  the  mer- 
cury is  alone  exposed  to  the  acid^  which  has  no  action  upon  it. 
But  upon  the  oestruction  of  the  electrical  tension^  by  com- 
pleting the  circuity  the  particles  of  zinc  are  no  longer  attracted 
by  the  copper  plate,  and  having  perfect  freedom  of  motion  in 
the  mercury,  rise  to  the  surface,  are  acted  upon  by  the  acid, 
and  have  again  a  tendency  to  restore  the  pile  to  its  former 
state  of  tension.  It  will  thus  be  perceived,  that  the  action 
going  on  in  the  pile,  and,  consequently,  the  quantity  of  elec- 
tricity evolved,  are  each  in  exact  proportion  to  the  conducting 
power  of  the  substance  employed  to  complete  the  circuit ;  and 
this  fact  is  still  farther  illustrated  by  the  experiments. 

**  In  the  first  experiment,  I  completed  the  circuit  by  two 
small  platinum  wires,  and  immersing  them  in  a  glass  contain- 
ing pure  water,  a  slow  action  immediately  took  place  in  the 
body  of  the  pile,  and  the  water  was  decomposed,  the  hydrogen 
appearing  at  the  negative,  and  the  oxygen  at  the  positive  wire. 
I  then  added  to  the  water  a  quantity  of  sulphate  of  soda,  to 
increase  its  conducting  power.  A  more  rapid  action  im- 
mediately took  place  in  the  pile,  and  a  proportionately 
increased  decomposition  was  effected  in  the  solution. 

^^  When  a  leaf  of  silver  is  employed  to  complete  the  circuit, 
by  means  of  a  wire  and  a  plate  of  zinc,  a  continuous  combus- 
tion  takes  place,  and  also  a  more  rapid  action  goes  on  in  the 
pile. 

^^The  combustion  of  metals  by  this  pile  seems  to  be  totally 
different  from  that  produced  by  soUd  batteries ;  for  the  more 
the  zinc  plate  is  brought  into  contact  with  the  leaf  silver,  the 
greater  is  the  generation  of  electricity  in  the  pile ;  and  con- 
sequently the  more  rapid  the  combustion.  In  the  solid  pile, 
the  quantity  of  electricity  seems  to  be  generated  in  a  progres- 
sive manner ;  and  it  is  only  at  the  moment  of  contact  that 
combustion  takes  place,  (at  least  when  the  plates  are  small) 
some  time  being  always  necessary  to  recover  its  electric  state. 

^^  If  a  very  perfect  conductor,  such  as  a  metallic  wire,  be 
made  to  form  the  circuit,  the  generation  of  the  electricity  in 
the  pile  is  astonishingly  increased.  These  experiments  all 
tend  to  prove  that  the  action  in  the  pile  isexactlyproportion- 
ate  to  the  conducting  power  of  the  substances  employed  to 
form  the  circuit. 

'^  The  electro-magnetic  phenomena  which  it  presents  are  no 
less  interesting.  Having  rendered  a  common  sewing  needle 
magnetic,  and  suspendea  it  by  a  single  fibre  of  silk,  I  brought 
the  connecting  wire  over  it,  at  the  distance  of  an  inch  and -a 
half,  and  the  energy  was  of  sufficient  intensity  to  cause  it  to 
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stand  at  right  angles  to  its  natural  position ;  nor  was  the  efiect 
much  decreased^  when^  instead  of  twelve^  I  used  only  two  of 
the  cups. 

"The  same  effsct  could  not  be  produced  by  a  battery  of 
sixty  plates  four  inches  square. 

*'  Another  cause  of  the  increase  of  power  in  this  pile  besides 
liquidity,  is^  that  almost  no  oxide  is  formed  on  the  surface  of 
the  amalgam  of  zinc  and  mercury^  as  is  the  case  when  a  solid 
metal  is  used ;  for,  as  soon  as  the  particles  of  zinc  come  in 
contact  with  the  acid,  they  become  oxidated ;  and  as  there  is 
not  the  same  cohesive  attraction  to  hold  them  together  as  in 
solid  metals,  they  are  immediately  dissolved  and  taken  up  by 
the  acid,  the  amalgam  always  presenting  to  the  action  of  the 
acid  a  surface  perfectly  clear,  free  from  oxide,  and  in  the  most 
favourable  circumstances  for  generating  and  transmitting  the 
galvanic  energies/' 

Mr.  Kemp  describes  some  other  ingenious  Voltaic  arrange- 
ments in  the  same  paper ;  some  of  which  were  all  fluid ;  viz.  two 
^fluid  metals  and  acid  solutions ;  but  as  they  are  not  so  effective 
as  that  already  described,  it  would  be  occupying  room  to  no 
purpose,  to  detail  the  particulars  of  their  construction.  Mr. 
Kemp  has  employed  a  single  cup  as  i  battery  tat  the  exhibi* 
tion  of  electro-magnetic  phenomena ;  and  as  its  description  is 
short  we  copy  it  from  the  same  volume  of  the  New  Edinburgh 
Philosophical  Journal. 

''The  present  construction  of  the  apparatus  consists  of  a 
circular  wooden  box,  A  B,  fig.  22,  Plate  III,  four  inches  in 
diameter  and  one  deep.  From  the  opposite  sides  of  the  box, 
project  two  small  glass  tubes  C  D,  forming  two  cup-like  cavi- 
ties on  the  outside  of  it ;  only  one  of  them  C,  opening  into^ 
and  having  a  communication  with,  the  inside  of  the  box. 
About  half  an  inch  from  the  bottom,  the  diameter  is  lessened 
nearly  a  quarter  of  an  inch,  so  as  to  form  a  projecting  cheek 
round  the  inside  of  it,  as  seen  in  the  plan  of  it,  fig.  19.  On 
this  proiecting  cheek  rests  a  circular  plate  of  copper,  perforated 
with  holes,  and  having  a  wire  of  the  same  metal  soldered  to  it. 
''  In  order  to  generate  galvanism  by  this  apparatus,  a  quan- 
tity  of  the  liquid  amalgam  of  zinc  and  mercury  is  to  be  poured 
into  it,  as  much  as  merely  to  cover  the  bottom,  and  rise  into 
the  small  tube,  which  communicates  with  the  inside  of  the 
box.  The  copper  plate  is  then  to  be  placed  on  the  cheek» 
and  qver  the  whole  is  to  be  poured  as  much  of  a  solution  of 
muriatic  acid  and  water  as  will  fill  the  space  between  the 
amalgam  and  the  copper  plate,  and  rise  a  little  above  it.  The 
extremity  of  tbe  wire  which  is  soldered  to  the  copper  plate  is 
made  to  dip  into  the  tube  D,  and  has  no  communication  with 
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the  inside  of  the  box^  and  into  which  is  also  poured  a  small 
portion  of  mercury. 

'^  The  apparatus  being  thus  prepared,  a  communication  is 
formed  by  wires  passing  from  the  two  cup-like  tubes.  The 
one  of  these  cups  C,  communicating  with  the  amalgam^  con- 
stitutes the  positive  pole ;  and  the  other  D,  being  in  con- 
nexion with  the  copper^  by  means  of  the  wire  which  dips  into 
it,  forms  the  negative  pole." 

Mr.  Kemp,  after  this  description  of  his  miniature  battery, 
details  several  highly  interesting  experiments,  which  it  is 
probable  we  may  nave  to  refer  to  on  another  occasion. 

XV.    Mr.  Sturgeon's   Voltaic   Experiments  with  AmcU- 

gamated  Zinc. 

These  experiments  were  published  in  the  year  1830  in  the 
^'  Experimental  Researches  on  Electro-magnetism  &c."  men- 
tioned in  page  10  of  these  Annals.  The  following  is  an  ex- 
tract from  the ''  Experimental  Researches,  &c/'  commencing 
at  page  41.  * 

'^  Let  two  equal  slips  of  sheet  zinc,  of  any  convenient  size, 
be  polished  with  glass  paper.  Let  the  surface  of  one  of  them 
be  amalgamated,  by  spreading  mercury  over  it  with  a  piece 
of  clean  rag,  so  that  it  may  become  quite  brilliant,  (or  the 
zinc  may  be  amalgamated  by  first  dipping  it  in  a  solution  of 
sulphuric  acid,  and  afterwards  in  mercury).  Both  pieces 
being  furnished  with  connecting  wires,  and  in  proper  commu- 
nication with  the  galvanometer,  let  them  be  plunged  into  a 
weak  solution  of  either  sulphuric  or  muriatic  acid.  The 
amalgamated  piece  will  operate  as  zinc,  and  of  course  the 
other  piece  as  copper,  in  a  battery  formed  of  these  latter 
metals.  But  it  will  be  observed,  particularly  if  the  combina- 
tion be  placed  in  a  glass  vessel,  that  the  piece  which  operates 
as  copper,  undergoes  rapid  destntction,  whilst  the  other  is 
scarcely  affected  by  chemical  action.  Gas  will  copiously 
ascend  from  the  former,  whilst  a  few  indolent  bubbles  only 
will  be  observed  on  the  latter,  which  cling  to  its  surface  with- 
out making  their  escape. 

^'  Were  it  not  on  account  of  the  brittleness  and  other 
inconveniences  occasioned  by  the  incorporation  of  the  mer- 
cury with  the  zinc,  amalgamation  of  the  surfaces  of  zinc  plates 
in  .galvanic  batteries  would  become  an  important  improve- 
ment; for  the  metal  would  last  much  longer,  and  remain 
bright  for  a  considerable  time,  even  for  several  successive 
hours — essential  considerations  in  the  employment  of  thie 
apparatus. 
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^*  Notwithstanding  the  inconveniences,  however,  the  im- 
provement afforded  by  amalgamating  the  surfaces  of  zinc 
plates  becomes  available  in  many  experiments;  for  the  violent 
and  intense  chemical  action  which  is  exercised  on  zinc  by  a 
solution  of  sulphuric  or  muriatic  acid,  with  the  consequent 
evolution  of  heat  and  annoying  liberation  of  hydrogen,  nave 
no  place  when  the  plates  are  amalgamated.  The  action  is 
tranquil  and  uniform,  and  the  disengagement  of  gas,  which  is 
trifling,  occurs  only  when  the  circuit  is  complete,  and  at  the  sur- 
face of  the  copper  plate  only.  The  electric  powers  are  highly 
exalted,  and  continue  in  play  much  longer  than  with  pure 
zinc ;  and  the  only  care  of  the  experimenter  is  to  prevent  the 
copper,  or  whatever  metal  be  substituted,  from  becoming 
amalgamated. 

''  With  a  solution  of  nitrous  acid,  the  electrical  energies  of 
two  pieces  of  zinc,  the  one  pure,  and  the  other  amalgamated, 
are  displayed  in  a  very  superior  degree ;  but  in  consequence 
of  the  amalgamated  surface  becoming  partially  oxidized,  and 
liberating  gas,  the  experiment  is  not  so  decisively  opposed  to 
the  chemi^  theory  of  galvanism,  as  when  muriatic  or  sul- 
phuric acid  is  employed. 

J^  Two  pieces  of  rolled  zinc,  each  presenting  ten  square 
inches  of  surface,  one  of  which  was  amalgamated  and  made 
quite  brilliant,  were  formed  into  a  Voltaic  combination,  with 
nitrous  acid  diluted  with  twelve  times  its  Quantity  of  water, 
and  connected  with  the  galvanometer.  The  needle,  after 
several  oscillations,  reposed  at  an  anrie  of  65^  after  which,  the 
following  results  were  observed,  without  in  the  least  disturb- 
ing the  apparatus  :-:- 

Minutes.  Degrees. 

In  5  after  the  first  immersion  70 

—  20 68 

—  30 65 

—  45 60 

—  60 55 

—  75 50 

—  90 45 

—  105 40 

—  120 35 

In  four  hours  -•-........•    25 

'^  The  metals  were  not  disturbed  for  fifteen  hours  afterwards, 
at  the  end  of  which  time  the  needle  marked  an  angle  of  18 
degrees.  An  interruption  was  now  made  in  the  circuit,  with- 
out disturbing  the  metallic  plates ;  when  the  needle  had  re- 
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posed  in  themagneticmeridian  the  circuit  was  again  completed, 
and  the  needle  deflected  to  an  angle  of  30  degrees^  and  became 
steady  at  19  degrees. 

**  The  electrical  powers  displayed  by  two  pieces  of  zinc,  the 
one  pure  and  the  other  amalgamated,  and  a  solution  of  nitrous 
acid,  are  sufficiently  energetic  to  produce  electro-magnetic 
rotations,  even  on  a  pretty  large  scale.  With  similar  pieces 
to  those  employed  in  the  preceding  experiment,  the  following 
amongst  other  electro-magnetic  experiments  may  be  exhibited. 

'^  The  apparatus  in  fig.  23,  Plate  III.  represents  an  inverted 
horse-shoe  magnet,  which  may  be  supplied  with  any  kind  of 
stand  to  keep  it  in  a  vertical  position.  A  bent  wire  is  sup- 
ported on  one  of  the  magnetic  poles  by  means  of  a  fine  point, 
on  which  it  can  move  freely :  whilst  its  depending  extremities 
dip  slightiy  into  mercury  which  is  placed  in  a  circular  wooden 
trough,  through  the  centre  of  which  is  an  opening  for  the 
admission  of  one  of  the  branches  of  the  magnet.  The  trough 
being  adjusted  to  aproper  height  is  tobe  kept  firmly  to  the  mag- 
net, by  means  of  a  binding  screw ; — ^through  the  side  of  the 
trough  passes  a  brass  wire,  the  extremities  of  which  are  to  be 
amalga,matedfor  the  purpose  of  preserving  contact;  one  with 
the  mercury  containea in  the  trough  and  the  other,  by  beingbwt 
upwards  and  passing  through  the  bottom  of  a  small  cup,  will 
communicate  with  another  portion  of  mercury  there  placed. 
A  cup,  also  containing  mercury,  is  placed  on  the  bend  of  the 
pendent  wire,  and  there  fixed  by  means  of  the  upper  part  of 
the  short  wire,  which  forms  the  pivot  passing  through  its  bottom 
part,  and  that  extremity  of  the  pivot  being  amalgamated 
unites  with  the  mercury  in  the  cup. 

"If  now  the  plate  of  pure  zinc  be  connected  with  the  upper 
cup,  as  represented  by  the  broken  wire  C,  and  the  amalgamat- 
ed plate  with  the  lower  cup  by  the  broken  wire  Z,  there  will 
be  a  complete  metallic  communication  between  the  two  plates; 
and  the  circuit  will  be  divided  into  two  branches  fro.m  the 
upper  cup,  down  the  two  arms  of  the  pendent  wire  to  the  mer- 
cury contained  in  the  circular  trough.  The  electric  fluid  will, 
therefore,  by  this  arrangement,  be  transmitted  through  the 
pendent  wire,  in  the  direction  indicated  by  the  arrows ;  and 
by  virtue  of  the  electric  and  magnetic  powers,  the  wire  will 
revolve  with  great  celerity  round  the  magnetic  pole.  If  the 
connecting  wires  be  made  to  change  places,  the  electric  stream 
will  be  transmitted  upwards  in  the  two  arms  of  the  revolving 
wire,  and  the  direction  of  motion  will  also  change.  If  the 
apparatus  be  placed  on  the  other  magnetic  pole,  the  wire  will 
perform  its  revolutions  in  a  reverse  order  with  similar  con* 
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The  application  of  amalgamated  zinc  is  again  referred  to 
at  page  74,  article  92^  thus: — 

'^  It  has  been  observed  that  when  zinc  is  amalgamated,  its 
power  of  decomposing  solutions  of  sulphuric  acid  becomes  so 
far  deteriorated,  that  the  action  is  scarcely  perceptible ;  whilst 
at  the  same  time  it  forms  a  more  energetic  galvanic  arrange- 
ment when  combined  with  copper,  or  other  metals,  than  if 
not  so  treated;  zinc,  therefore,  in  this  state,  becomes  an  ex- 
ceedingly convenient  metal  for  the  exhibition  of  some  of  the 
most  interesting  experiments  in  galvanism:  whether  we  re- 
gard the  phenomena  displayed  to  be  contemplated  by  the 
philosopher,  or  for  elegance  of  exhibition  in  the  lecture  room; 
and  the  couronne  des  tasses  of  Volt  a,  and  the  decomposing 
wires  of  Sylvester,  are  amongst  those  which  may  be  exhibited 
in  the  most  satisfactory  and  elegant  style. 

^'The  couronne  des  tosses  consists  of  a  series  of  small  glasses 
or  cups,  partly  filled  with  an  acid  solution,  and  are  generally 
arranged  in  a  circle.  Slips  of  copper  and  zinc  are  soldered 
end  to  end,  and  so  arranged  in  the  glass  vessels,  that  the 
copper  extremity  of  the  j^rst,  is  in  the  same  glass  with  the 
zinc  extremity  of  the  second;  the  copper  of  the  second  with 
the  zinc  of  the  third;  and  so  on  in  regular  sequence:  so  that 
each  glass  in  the  circuit  will  receive  a  piece  of  copper  and 
also  a  piece  of  zinc,  which  have  no  farther  connexion  with 
each  other  than  by  the  fluid  medium;  the  metallic  communi- 
cation being  from  one  glass  to  another  as  in  fig.  24,  plate  IV. 
If  one  of  the  compound  metallic  arcs  be  removed,  as  in  the 
figure,  the  circuit  becomes  interrupted,  and  the  extreme  glasses 
become  the  poles  of  this  miniature  Voltaic  battery.  Gas  will 
now  be  liberated  at  the  surfaces  of  the  zinc  parts  only ;  an  eifect 
which  would  be  produced  whether  the  copper  were  present  or 
not.  When  the  circuit  is  completed,  by  introducing  the 
other  compound  arc,  gas  will  also  be  liberated  at  the  surfistce 
of  every  piece  of  copper  in  the  arrangement.  A  solution  of 
muriatic  acid  is  usually  employed  in  this  experiment,  but 
in  consequence  of  that  acid  being  sometimes  of  a  yellowish 
tinge,  and  also  acting  chemically*  on.  the  zinc,  the  beauty  of 
the  experiment  becomes  partly  obscured.  When  the  zinc  is 
amalgamated,  and  a  limpid  solution  of  sulphuric  acid  is  em- 
ployed, no  such  obscuration  takes  place:  neither  will  any 
chemical  action  whatever  be  observed,  at  any  other  time  than 
when  the  circuit  is  complete,  and  even  then  at  the  coiq)er 

*  Eleetio-obemically,  upon  the  principles  illustrated  in  our  arti- 
<^  on  the  ^  eleetro-cheinical  action  of  metals  on  fluids  ^  comHieucing 
at  page  11,  No,  I. 
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surfaces  only;  showing,  in  an  exceedingly  beautiful  manner^ 
the  influence  of  electric  currents  in  the  development  of  che- 
mical action,  which,  by  this  mode  of  experimenting,  can 
be  created  or  annihilated  with  the  velocity  of  lightning  at  the 
pleasure  of  the  experimenter." 

The  respect  which  in  this  case  was  due  to  Mr.  Kemp's 
labours,  was  acknowledged  by  the  following  note  at  the  bot- 
tom of  page  76. 

'^  The  reader  will'  find  in  Jameson's  Edinburgh  Philosophical 
Journal,  for  October  182S,  a  description  of  some  very  ingeni- 
ous applications  of  a  soft  amalgam  of  zinc,  in  the  construction 
of  galvanic  batteries,  by  Mr.  Kemp." 


XVI.    Dr.  Faraday* s  Experiments. 

Dr.  Faraday,  whilst  speaking  of  the  advantage  of  amal- 
gamated zinc  in  Voltaic  combinations,  has  very  politely  ac- 
knowledged the  above  experiments  of  Mr.  Kemp  and  Mr. 
Sturgeon,  and  verifies  their  observations  in  the  following 
words: 

'^  I  havehad  fit  small  battery  of  ten  pair  of  plates  thus  con- 
structed, and  am  convinced  that  arrangements  of  this  kind 
will  be  very  important,  especially  in  the  development  and  il- 
lustration of  the  philosophical  principles  of  this  instrument. 
The  metals  I  have  used  are  amalgamated  zinc  and  platina, 
connected  together  by  being  soldered  to  platina  wires,  the 
whole  apparatus  having  the  form  of  the  couronne  des  tasses. 
The  liquid  used  was  dUute  sulphuric  acid  of  sp.  gr.  1*25.  No 
action  took  place  upon  the  metals  except  when  the  electrodes* 
were  in  communication,  and  then  the  action  upon  the  zinc 
was  only  in  proportion  to  the  decomposition  in  the  experi- 
mental cell;  for  when  the  current  was  retarded  there,  it  was 
retarded  also  in  the  battery,  and  no  waste  of  the  powers  of 
the  metal  was  incurred. 

^'  In  consequence  of  this  circumstance,  the  acid  in  the  cells 
remained  active  for  a  much  longer  time  than  usual.  In  fact, 
time  did  not  tend  to  lower  it  in  any  sensible  degree;  for  whilst 
the  metal  was  preserved  to  be  acted  upon  at  t^e  proper  mo- 

♦  ** Electrodes"  with  Dr.  Faraday,  are  what  the  ablest  ElectrU 
cians  have  hitherto  called  ^  poles."  The  curiosity  of  our  readers 
respecting  the  origin  of  several  modem  temu,  in  .this  branch  of 
science,  will  be  amply  satisfied  by  a  perusal  of  our  next  number. 
Edit. 
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ment,  the  acid  also  was  preserved  almost  at  its  first  strength. 
Hence  a  constancy  of  action  far  beyond  what  can  be  obtained 
with  the  use  of  common  zinc. 

'^  Another  excellent  consequence  was  the  renewal^  during 
the  interval  of  rest^  between  two  experiments  of  the  first  ana 
most  efficient  state.  When  an  amalgamated  zinc  and  a  pla- 
tinum plate^  immersed  in  dilute  sulphuric  acid^  are  first  con- 
nected^ the  current  is  very  powerful^  but  instantly  sinks  very 
much  in  force,  and^  in  some  cases,  actually  falls  to  only  an 
eighth  or  a  tenth  of  that  first  produced.*  This  is  due  to  the 
acid  which  is  in  contact  with  the  zinc  becoming  neutralized 
by  the  oxide  formed;  the  continued  quick  oxidation  of  the 
metal  being  thus  prevented.  Witji  orainary  zinc,  the  evolu- 
tion of  gas  at  its  surface  tends  to  mingle  all  the  liquid  together, 
and  thus  bring  fresh  acid  against  the  metal,  by  which  the 
oxide  formed  there  can  be  removed.  With  the  amalgamated 
zinc  battery,  at  every  cessation  of  the  current,  the  saline 

*  The  rapid  depresmon  of  action  here  spoken  of  by  Dr.  Faraday, 
is  sadly  at  variance  with  the  result  of  the  following  experiment 

A  platinum  and  an  amalgamated  zinc  plate  were  placed  in  a 
gallipot  with  dilute  sulphuric  acid,  and  properly  connected  with  a 
galvanometer.  Each  plate  exposed  about  four  square  inches  of  sur- 
face to  Ae  acid  solution.  The  first  steady  deflection  of  the  needle, 
marked  an  angle  of  6^5° 
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The  metals  were  unmolested  the  whole  of  the  time,  and  no  open- 
ing  made  in  the  circuit  from  beginning  to  end  of  the  experiment. 

At  the  end  of  the  hour  that  the  metals  had  been  in  action,  the 
contact  was  broken  for  one  minute,  and  the  acid  solution  agitated 
by  shaking  the  metals  in  it.  The  connexions  were  again  made,  and 
when  the  needle  ceased  vibrating  it  reposed  at  an  angle  of  47^. 
The  vibrations  occupied  one  minute  prior  to  the  needle  becoming 
steady. 

The  circle  was  kept  closed  for  one  hour  more,  at  the  end  of  which 
time  the  needle  marked  an  angle  of  42*^.  The  needle  had  been 
nearly  steady  for  the  last  half-hour,  and  showed  no  rapid  decrease  of 
power.  At  the  end  of  the  third  hour,  the  ancfle  of  deflection  was 
Jtill40°.  *  . 

A  considerable  liberation  of  hydrogen  at  the  platinum  surface 
was  observed  all  the  time,  certainly  to  the  greatest  extent  during 
the  first  quarter  of  an  hour. — Edit. 
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solution  against  the  zinc  is  graduaUy  diffused  amongst  the 
rest  of  the  liquid:  and  upon  the  renewal  of  the  contact  with 
the  electrodes,  the  zinc  plates  are  found  most  favourably 
circumstanced  for  the  production  of  a  ready  and  powerful 
current"— PAi7.  Trans,  for  1834,  p.  458. 


XVII.  Extract  from  a  letter  addressed  to  Michael  Fara- 
day, Z>.  C  L.,  F.  R.  S.  Fullerian  Prof  Chem.  Royal 
Institution,  Corr,  Memb.  Royal  and  Imp.  Acad,  of  Sci- 
ence, Paris,  Petersburgh,  8fc.  By  J .  Frederic  Daniell, 
F.  R.  S.  Prof  Chem.,  in  King*s  College,  London.* 

Fig.  25  of  Plate  IV.  represents  a  section  of  one  of  the 
cells,  one  of  which  is  shown  in  perspective  at  fig.  26 ;  abed 
is  a  cylinder  of  copper,  six  inches  high  and  three  and  a  half 
inches  wide  :  it  is  open  at  the  top  a  b,  but  closed  at  the  bot- 
tom, except  a  collar  ef  one  and  a  half  inch  wide,  intended  for 
the  reception  of  a  coric,  into  which  a  glass  syphon  tube  g  h  ij 
k  is  fitted.  On  the  top  a  6,  a  copper  collar,  corresponding 
with  the  one  at  the  bottom,  rests  by  two  horizontal  arms. 
Previously  to  the  fixing  the  cork  sypnon  tube  in  its  place,  a 
membranous  tube  formed  of  part  of  the  gullet  of  im  ox,  is 
drawn  through  the  lower  collar  e^^and  fastened  with  twine  to 
the  upper  /,  m,  n,  o,  and  when  tightly  fixed  by  the  cork  below 
forming  an  internal  cavity  to  the  cell  communicating  with  the 
syphcm  tube  in  such  a  way. as  that  when  fflled  with  any  liquid 
to  the  level  m  o,  any  addition  causes  it  to  flow  out  at  the  aper- 
ture k.  In  this  state,  for  any  number  of  drops  allowed  to  fall 
into  the  top  of  the  cavity  an  equal  number  are  discharged  Irom 
the  bottom  d  at  the  top  of  the  zinc  rod,  various  connexions  of 
the  copper  and  zinc  of  the  different  cells  may  be  made  by 
means  of  wires  proceeding  from  one  to  the  other. 

In  fig.t  the  ten  cells  are  represented  as  connected  in  single 
series,  the  zinc  of  one  with  the  copper  of  the  next.  They 
stand  upon  a  small  table  in  a  circle,  with  the  apertures  of  the 
syphon  tubes  turned  inwards  surrounding  a  large  funnel  com- 
municating with  the  basin  underneath  for  the  reception  of  any 
liquid  which  may  overflow.  A  smaller  funnel  is  supported 
over  the  internal  cavity  of  each  cell  by  a  ring  sliding  upon 
rods  of  brass,  placed  between  each  pair  of  cells.    One  of  these 

*  Philosophical  Transactions,  fo)r  1836. 
\  We  have  not  printed  the  figure  here  alluded  to.  because  Mr. 
Daniell  subsequently  dispensed  with  the  funnels,  and  arranged  bis 
cylinders  in  anothermanner  as  willbe  seen  in  the  next  article.  Edit* 
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only  is  shown  in  the  drawing  to  avoid  the  crowding  of  the 
sketch. 

In  the  construction  of  this  battery^. I  have  availed  myself  of 
the  power  of  reducing  the  surface  of  the  generating  plates  to 
a  minimum^  the  effective  surface  of  one  of  the  amalgamated 
zinc  rods  being  less  than  ten  square  inches,  whilst  the  internal 
surface  of  the  copper  cylinder  to  which  it  is  opposed  is  nearly 
72  inches.  My  principal  objects  have  been  to  remove  out  of 
the  circuit  the  oxide  of  zinc^  which  has  been  proved  to  be  so 
injurious  to  the  action  of  the  common  battery,  as  fast  as  the 
solution  is  formed,  and  to  absorb  the  hydrogen  evolved  upon 
the  copper  without  the  precipitation  of  any  substance  which 
might  deteriorate  the  latter- 

The  first  is  completely  effected  by  the  suspension  of  the  rod 
in  the  interior  membranous  cell,  into  which  the  fresh  acidu- 
lated water  is  allowed  slowly  to  drop  from  a  funnel  suspended 
over  it,  and  the  aperture  of  which  is  adjusted  for  the  purpose ; 
whilst  the  heavier  solution  of  the  oxide  is  withdrawn  from  the 
bottom  at  an  equal  rate  by  the  syphon  tube.  When  both  the 
exterior  and  interior  cavities  of  the  cell  were  charged  with  the 
same  diluted  acid,  and  connexion  made  between  the  zinc  and 
the  copper  by  means  of  a  fine  platinum  wire  rh^ih  of  an  inch 
in  diameter,  I  found  that  the  wire  became  red  hot,  and  that 
the  wet  membrane  presented  no  obstruction  to  the  passage  of 
the  current. 

The  second  object  is  attained  by  charging  the  exterior  space 
surrounding  the  membrane  with  a  saturated  solution  of  sul- 
phate of  copper  instead  of  diluted  acid ;  upon  completing  the 
circuit  the  current  passed  freely  through  this  solution ;  no 
hydrogen  made  its  appearance  upon  the  conducting  plate,  but 
a  beautiful  pink  coating  of  pure  copper  was  precipitated  upon 
it^  and  thus  perpetually  renewed  its  surface. 

When  the  whole  battery  was  properly  arranged  and  charged 
in  this  manner,  no  evolution  of  gas  took  place  from  the  gene- 
rating or  conducting  plates,  either  before  or  after  the  con- 
nexions were  complete ;  but  when  a  voltameter*  was  included 
in  the  circuit,  its  action  was  found  to  be  very  energetic.  It 
was  also  much  more  steady  and  permanent  than  that  of  the 
ordinary  battery ;  but  still  there  was  a  gradual,  but  very  slow, 
decline,  which  I  traced  at  length  to  the  weakening  of  the 
saline  solution  by  the  precipitation  of  the  copper,  and  the  con- 
sequent decline  of  its  conducting  power. 

*  An  insimment  for  collecting  the  gases  during  the  decomposition 
of  water.  Eleetro^Gtuometer  would  oe  a  more  suitable  name  for 
rach  an  instrument,  because  it  merely  measures  the  gases  which  are 
disengaged  without  indicating  the  amount,  either  absolute  or  relative 
of  the  electric  fluid  transmitted.  See  our  next  number.    Edit. 
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To  obviate  this  defect,  I  suspended  some  solid  sulphate  of 
copper  in  small  mus^lin  bags  which  just  dipped  below  the 
surface  of  the  solution  in  the  cylinders :  which  gradually  dis- 
solving as  the  precipitation  proceeded,  kept  it  in  a  state  of 
saturation.  This  expedient  fully  answered  the  purpose,  and 
I  found  the  current  perfectly  steady  for  six  hours  together. 
This  arrangement  I  have  since  improved  by  placing  the  salt 
in  a  perforated  colander  of  copper  fixed  to  the  upper  collar. 

Fig.  27  represents  a  section  of  this  additional  arrangement. 
The  colander  with  its  central  collar  rests  by  a  small  ledge 
upon  the  rim  of  the  cylinder.  The  membrane  is  drawn 
through  the  collar,  and  turning  over  its  edge  is  fastened 
with  twine. 

After  this  alteration,  the  effective  length  of  the  zinc  rods 
exposed  to  the  action  of  the  acid  was  found  to  be  no  more  than 
four  inches  and  a  quarter.  In  ascertaining  the  powers  of  the 
battery  in  single  series,  the  voltameter  was  the  same  that  I 
have  idready  described,  the  specific  gravity  of  the  solution  of 
sulphate  of  copper  was  found  to  be  1 198*5,  and  I  commenced 
my  experiments  with  the  standard  sulphuric  acid,  specific 
gravity  1027-3. 

With  this  charge,  after  the  circuit  had  been  completed  for 
ten  minutes,  the  mean  quantity  of  mixed  gases  taken  at  inter- 
vals of  five  minutes  for  two  hours  was  2*1  cubic  inches,  the 
results  never  varying  more  than  0*1  cubic  inch  from  one 
another.  The  battery  was  then  left  in  connexion,  without 
the  voltameter,  for  two  hours  and  again  examined  for  three 
intervals  of  five  minutes,  when  the  mean  quantity  of  gases 
was  found  as  before.  It  was  again  left  in  connexion  for  two 
hours,  and  re-examined,  with  the  same  result. 

Upon  adding  nitric  acid  to  the  solution  of  sulphate  of  cop- 
per, I  found  that  an  injurious  effect  was  produced ;  and  that 
the  mean  quantity  of  gas  in  five  minutes  was  lowered  to  I'l 
cubic  inch ;  at  this  rate  of  action,  the  battery,  however,  re- 
mained steady  for  six  hours. 

Returning  to  the  original  solution  of  sulphate  of  copper  for 
the  exterior  cavity  of  the  cells,  I  doubled  the  strength  of  the 
dilute  acid  for  the  interior ;  adding  for  this  purpose,  4^  mea« 
sures  of  oil  of  vitriol,  to  100  measures  of  water,  sp.  gr.  1056*2 
and  found  the  mean  quantity  of  gas  evolved  in  the  voltameter 
increased  to  3*8  cubic  inches  per  five  minutes.  I  then 
removed  the  meter  and  connected  the  circuit,  leaving  the  bat- 
tery in  action  for  four  hours.  Upon  re-placing  the  meter,  it 
was  ascertained  to  be  still  working  at  the  same  rate.  The 
addition  of  nitric  acid  to  the  solution  of  the  sulphate  agaia 
reduced  the  rate  to  2*1  cubic  inches. 

I  now  made  trial  of  an  addition  of  nitric  acid  to  the  interior 
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liquid  of  the  cell,  adding  aix  equal  volume  to  that  of  the  sul- 
phuric acid,  and  restoring  the  solution  of  the  neutral  sulphate 
to  the  exterior  division.  At  the  first  immersion,  an  increased 
eflfect  seemed  to  be  produced,  and  the  action  for  the  first 
quarter  of  an  hour  was  as  high  as  4*2  cubic  inches  per  five 
minutes ;  but  it  ultimately  settled  down,  and  remained  at  the 
former  amount  without  the  nitric  acid,  of  3*8  cubic  inches. 

Here  I  may  remark,  that  at  the  first  immersion  of  the  rods 
the  effect  of  the  battery  is  always  a  little  higher  than  it  after- 
wards settles  at :  and  this  I  found  to  depend  upon  the  evolu- 
tion of  a  small  quantity  of  hydrogen  from  a  residue  of  local 
action  upon  the  zinc,  which  aoher^  to  its  surface,  and  slightly 
impeded  the  action  of  the  acid.  These  bubbles  scarcely  ever 
rose  to  the  surface,  and  after  the  first  quarter  of  an  hour  the 
battery  took  up  a  steady  rate  of  action.  By  gently  agitating 
the  rods  in  the  acid,  the  action  would  momentarily  return  to 
its  original  amount,  but  always  settled  down  to  the  lower  rate. 

How  very  small  this  local  action  is,  will  be  se'en  from  the 
details  of  tne  following  series  of  experiments,  which  I  shall 
give  at  length.  Upon  this  occasion  1  weighed  the  ten  zinc 
rods,  which  were  the  same  which  I  had  used  from  the  first ; 
and  were  reduced  to  nearly  half  their  original  circumference, 
that  I  might  judge  how  nearly  the  zinc  oxidated  would  be 
equivalent  to  the  volume  of  gases  evolved :  their  weight  was 
2|lbs.  and  13  grains  (15*763  grains).  I  trebled  the  strength 
of  the  acid,  adding  6|  measures  of  oil  of  vitriol  to  100  measures 
of  water,  sp.  gr.  1079*4.*  I  sometimes  made  use  of  a  large 
voltameter,  the  plates  of  which  were  3  inches  by  1  inch,  and 
which  having  a  bent  tube,  admitted  of  my  receiving  the  gases 
into  a  large  graduated  jar,  and  sometimes  of  the  same  small 
meter,  which  I  had  hitherto  employed.  The  results  are  con 
tained  in  the  following  table. 


*  It  may  possibly  be  interesting  to  some  of  our  readers  to  inform 
*  them,  that  Professor  DanielPs  method  of  expressing  specific  gravi- 
ties, requires  that  the  specific  gravity  of  pure  distilled  water  be 
considered  as  1000.    Edit. 

Ab.  2,  January,  1837.  H 
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Large     Voltameter, 

^ 

Time. 

QaaDtity  of 
gas. 

• 

Rate  per 

quarter  of  an 

hour, 

Rate  per  fire 
minutes. 

h.        m. 

Cubic  inchei. 

Cubic  inch«t. 

Cubic  luche& 

11   24 

11   39 

16 

16 

5-3 

11   45 

11   60 

30 

14 

4-6 

12     3 

12   18 

44 

14 

4-6 

12   19 

12  34 

58 

14 

4-6 

12  49 

71 

13 

4-3 

Small  Voltameter. 

12  51 

12  56 

... 

-.       -        - 

4-6 

12  53 

1     3 

-         -        - 

-        -        - 

4-6 

Hydrogen 

\  removed  by  agitating 

the  Rods. 

1     6 

1    11 

-     -     - 

•        -        - 

4-9 

Large  Voltameter, 

1    14 

1   29 

85 

14 

4-6 

1   31 

2     1 

27 

13-5 

4-5 

2  31 

54 

13-5 

4-5 

3     1 

82 

14 

4-6 

Smtdl  Voltameter, 

3     2 

3     7 

.    -     - 

-        -        - 

4-8 

Thus  the  total  quantity  of  mixed  gases  collected  amounted 
to  186  cubic  inches,  which,  being  corrected  for  pressure,  were 
equal  to  188'48.  The  zinc  rods  were  removed  from  the  cells,- 
rinsed  in  water,  and  carefully  dried,  when  they  were  found 
to  have  lost  933  grains. 
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Now  adopting  the  data  for  computation  as  laid  down  in 
your  tenth  series  (1126),  of  100  cubic  inches  of  the  mixed 
gases  being  equivalent  to  12*68  grains  of  water,  and  taking 
the  equivalent  number  of  water  as  9,  and  that  of  sine  as  32*5, 
we  have  the  following  proportions: — 

Mixed  i^tet.  Water. 

Cob.  tnclu  fl^rf.  Cob.  inch.  grt* 

100    :    12-68    :  :    188    :    23-84 
and 

Eqpiv.  water.  Equir.  sine.  gn,  grs. 

9  :        32-5  :  :      2384        :        86- 1 

showing  the  quantity  of  zinc  equivalent  to  188  cubic  inches 
of  the  mixed  gases  to  be  86*1  grains;  differing  from  the 
quantity  actually  consumed  in  each  cell  only  7*2  grains,  or 
2*3  for  each  etjuivalent.  The  waste  of  metal,  indeed,  must 
have  been  even  smaller  than  this ;  for  at  the  bottom  of  the 
cells,  I  found  a  small  quantity  of  amalgam  which  had  fidlen 
off  the  rods,  and  which,  at  the  time,  it  was  not  convenient  to 
collect,  but  which,  if  added  to  the  weight,  would  have  ma- 
terially diminished  the  deficiency. 

For  this  quantity  of  zinc  166*5  grains  of  metallic  copper 
must  have  been  precipitated  on  each  copper  cylinder;  for  not 
a  bubble  of  hydrogen  made  its  appearance  upon  tkem,  and 
6623  grains  of  crystalized  sulphate  of  copper  must  have  been 
consumed  in  the  whole  battery,  or  only  377  grains  short  of  a 
pound  avoirdupois. 

Upon  examining  the  cells  after  the  course  of  experiments, 
the  fresh  precipitated  copper  had  a  most  beautiful  appearance, 
being  of  a  bright  pink  colour.  It  was  not  only  deposited  upon 
the  sides  and  bottom  of  the  cylinders,  but  upon  the  under 
surface  also  of  the  colanders.  In  the  angle  formed  by  the 
junction  of  the  bottoms  with  the  sides  and  at  the  contact  of 
the  membrane  with  the  collars  of  the  colanders,  it  was  collect- 
ed in  the  largest  quantities,  and  had  a  very  distinct  mamil- 
lated  structure.  At  these  points  it  is  probable  that  the 
diffusion  of  the  hydrogen  had  been  impeded,  and  it  had 
consequently  accumulated  in  greatest  abundance. 

The  charge  of  sulphate  of  copper  has  been  left  for  weeks 
together  in  the  battery,  only  taking  care  to  keep  the  bottom 
of  the  colanders  covered  with  the  solid  salt ;  but  the  acidu- 
lated water  was  withdrawn  from  the  tubes  every  morning  by 
means  of  a  syphon,  and  a  fresh  charge  substituted.  It  was 
generally  found  very  slightly  tinged  with  the  sulphate,  which 
would  have  been  injurious  to  the  zinc  rods. 

The  only  disadvantage  that  I  am  aware  of  in  this  new 
construction  of  the  battery,  is  the  unavoidable  distance  of  the 
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generating  from  the  conducting  metal;  which  is  five  or  six 
times  greater  than  in  the  double  Wollaston  plates ;  and 
Uiis  I  sought  to  obviate  as  much  as  possible  by  improving  the 
conducting  power  of  the  interposed  electrolyte.  I  made  a 
trial  of  sulphuric  acid  of  four  times  the  standard  strength,  or 
9  volumes  of  oil  of  vitriol  to  100  of  water  sp.  gr.  1105*4;  and 
this  I  worked  for  six  hours  continuously,  and  found  the  result 
very  steady:  5*0  cubic  inches  with  the  large  voltameter,  and 
5*5  by  the  smaller,  per  five  minutes  of  time. 

Taldng  into  consideration  the  great  precipitation  of  #he 
sulphate  of  copper,  I  am  doubtfiil  whether  the  solution  could 
be  Kept  in  a  state  of  saturation  at  much  beyond  this  rate  of 
work;  and  in  cases  where  it  may  be  desirable  to  maintain  a 
constant  action  for  a  great  length  of  time,  it  may  not  be  de- 
sirable to  carry  it  even  so  far;  but  this,  with  many  other 
questions,  I  must  leave  for  future  examination. 

Being  now  desirous  to  bring  the  constant  battery  into  more 
immediate  comparison  with  one  of  the  usual  construction,  I 
took  a  trough  with  ten  Wollaston  plates  four  inches  square, 
which  had  been  but  little  used,  and  carefiilly  cleaned,  and 
fitted  a  double  case  of  copper  to  the  last  zinc,  to  make  the 
series  complete.  I  chargra  it  with  a  mixture  in  the  propor- 
tion of  100  water,  2^  oil  of  vitriol,  and  2  nitric  acid,  and  set 
it  to  work  with  the  small  voltameter.  The  following  Table 
contains  the  results  measured  at  intervals  of  five  minutes. 


Time. 

Quantity        Rate  per 
of  gas.            5  min. 

Time. 

Quantity 
of  gas. 

Rate  per 
6  min. 

h.    m. 

cubic  In.            cubic  in. 

ta.    ni> 

cubic  in. 

cuUcIb. 

10  22 

11  24 

• 

.    1-3     . 

.     1-3 

10  27 

-     -    2*5    -      •    2-5 

11  29 

• 

.    2-2    - 

.    0-9 

10  32 

.     .    4-6     -      -    2-1 

11  34 

• 

-    3-0    * 

.    0-8 

10  34 

Voltameter  refilled 

11  39 

. 

-    3-55  - 

-    0-55 

10  39 

-     -    2.6    -      .    2-6 

11  44 

• 

-    4-1     - 

-    0-55 

10  44 

.     .    4-4    -      -     1*8 

11  49 

m 

-    4*5     - 

-    0-4 

10  46 

Voltameter  refilled 

11  54 

m 

-   4*9     . 

-    0-4 

10  51 

-     -    2-8    -       -    2-8 

11  59 

m 

-    5-25  - 

-    0-35 

10  bQ 

-     -    4-9    -      -    2-1 

12    0 

Voltameter  refilled 

10  57 

Voltameter  refilled 

12  15 

. 

-    0-9    . 

.    0-3 

11     2 

.     -    2-4    .      -    2-4 

12  30 

* 

-    1-7    - 

.    0-26 

11     7 

.     .    4-2    -      -     1*8 

12  45 

• 

-   2-25  . 

.    0*26 

11     8 

Voltameter  refilled* 

1     0 

m 

-    2-75  - 

.    0-25 

11  13 

-     -    1-8    -      -    1-8 

Battery 

left  in  connexion 

11  18 

-     .    3-2    -      -    1*4 

1  58 

11   19 

Voltameter  refilled 

2  13 

m 

-   0-1    . 

-    0O3 

This  series  of  observations 
the  peculiar  irregularities  of 
and  entirely  agrees  with  those 


displays  in  a  striking  manner 
the  common  voltaic  battery^ 
which  I  had  previously  made 
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with  the  dissected  battery;  the  energy  of  the  first  contact 
declining  even  in  the  first  five  minutes  a  fourth  or  a  third;  ,, 

recovering  itself  again  by  one  minute's  rest,  and  again  dedin-  ^' 

ing ;  even  with  five  such  intervals  of  interrupted  action,  fall* 
ing  off  permanently  one  half  in  the  first  hour:  in.  the  next 
hoar  of  unceasing  action  rapidly  fiilling  to  one  tenth;  and 
after  four  hours'  connexion  almost  entirely  ceasing. 

If  we  compare  the  surfaces  of  the  generating  and  conduct- 
ing plates  in  each  cell  of  the  two  batteries,  we  shall  find  that 
of  the  zinc  in  the  WoUaston  battery  32  square  inches,  whilst 
in  the  constant  battery  it  does  not  exceed  7^  inches.  If  we 
calculate  only  the  interior  surface  of  the  copper  of  the  former 
that  is  also  32  inches ;  but  if  both  surfaces  be  efficient,  (as  I 
believe,  though  not  to  the  same  amount,)  then  it  amounts  to 
64  inches.  It  can  only,  of  course,  be  the  interior  surface  of 
the  copper  cylinders  of  the  constant  battery  which  assists  the 
action;  and  reckoning  5^  inches  in  depth  to  be  efficient^  it 
amounts  to  65^  inches  :  to  which  if  we  add  a  small  quantity 
for  the  bottom  and  underside  of  the  colander,  the  amount  of 
surface  but  little  exceeds  the  former:  but  then  it  is  all  dis- 
posed to  the  greatest  advantage.  Under  these  circumstances 
the  power  of  the  constant  battery  is  double  that  of  the  com- 
mon battery  at  its  first  impulse,  and  can  be  maintained  for  any 
length  of  time  in  an  invariable  condition. 

I  shall  trouble  you,  on  the  present  occasion,  with  but  one 
comparison  more:  and  that  is,  of  the  efficiency  of  the  two 
batteries  under  a  retarding  force.  The  charge  which  I  used 
for  the  constant  battery  was  only  the  duuble  acid  (sp.  gr. 
105A):  but  nevertheless  I  found  that,  with  the  opposition  of 
three  voltameters,  the  amount  of  gases  in  each  was  0*9  cubic 
inch  per  five  minutes:  whilst  a  fresh  set  of  Wollaston  plates, 
with  a  new  charge  in  the  same  proportions  as  before,  gave 
only  0*32  cubic  inch  in  the  first  five  minutes ;  so  that  the 
superiority  of  the  former,  under  these  circumstances,  was  even 
greater  than  before. 

I  will  only  add,  that  I  have  kept  6  inches  of  platinum  wire 
TTT  of  an  inch  diameter,  permanently  red  hot  for  a  consider- 
able length  of  time  when  the  battery  was  merely  connected 
in  single  series,  and  that  the  spark  between  charcoal  points  is 
remarkably  beautiful;  and  shall  reserve  for  a  future  commu- 
nication, if  you  will  permit  it,  some  observations  upon  the 
different  modes  of  combining  the  plates,  for  which  it  affords 
great  facilities,  and  the  difi'erent  important  applications  to 
which,  from  the  unvariableness  of  its  action,  it  is  applicable. 

My  principal  object  in  these  researches  has  been  the  attain- 
ment ci  this  constancy;  but,  in  addition,  this  new  combina- 
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tion  will  be  founds  I  tlunk,  to  possess  advantages  which  will 
secure  to  it  a  more  general  application  than  I  at  first  con- 
templated. 

First,  the  abolition  of  aU  local  action  by  the  facility  of 
ajqilying  amalgamated  zinc; 

Second,  the  trifling  expense  of  replacing  the  zinc  rods 
when  worn  out  (for  they  are  easily  cast  and  fitted  in  the  labo- 
ratory) ;  and  the  total  absence  of  any  wear  of  the  copper ; 

Third,  the  non-necessity  of  employing  nitric  acid,  and  the 
substitution  of  the  cheaper  materials,  sidphate  of  copper  and 
oil  of  vitriol ;  to  which  I  may  add,  the  absence  of  any  annoy- 
ing fumes ; 

And,  fourth,  the  facility  and  perfection  with  which  all 
metallic  communications  may  be  made,  and  different  combi^ 
nations  of  the  plates  arrangea. 

Hoping  that  I  may  not  have  wearied  you  by  these  details^ 

I  remain,  dear  Faraday, 

Your  very  faithful  friend, 

J.  F.  DANIELL. 
King^s  College, 

January  23,  1836. 


XVIII.  Additional  Observations  on  Voltaic  Combinations: 
in  a  Letter  addressed  to  Michael  Faraday,  Z).  C,  L, 
F.  R.  S.  Fullerian  Prof.  Chem,  Royal  Institution.  Corr. 
Memb.  Royal  and  Imp.  Acad,  of  Science,  Paris,  Peters^ 
burghy  8fc.  by  "J.  Frederic  Daniell,  F.R.S.  Prof. 
Chem.  in  King*s  College,  London. 

Received  April  14th,  Read  April  91st,  1836.^ 

My  dear  Faraday, 

The  Council  of  the  Royal  Society  having  done  me  the 
honour  to  order  the  publication  of  my  observations  upon 
*^  Voltaic  combinations"  in  the  Philosophical  Transactions, 
I  should  wish  to  add  the  results  of  some  further  researches, 
which  may  render  the  account  of  the  constant  voltaic  battery 
more  complete  and  practically  useful. 

My  great  object  in  this  combination  was  to  obtain  an 
invariable  current  of  force  sufficient  to  effect  chemical  de- 
compositions, after  overcoming  the  resistance  necessary  to 
register  its  quantity  by  the  voltameter;  and  having  succeeded 
in  this,  it  seemed  to  me  almost  a  matter  of  indiflference  to  the 
solution  of  the  various  important  questions  to  which  it  might 
be  applied,  whether  the  quantity  were  large  or  small.     I 
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Soickly,  however^  discovered  that  the  battery  might  be  ren* 
ered  not  only  perfectly  steady  in  action  but  very  powerful; 
and  that  it  would  be  extremely  efficient  and  convenient  for 
all  the  purposes  to  which  the  common  voltaic  battery  is  usually 
applied.  I  set  myself  therefore  to  perfect  its  construction 
with  this  view. 

Before  I  state  the  results^  I  wish  to  direct  your  attention  to 
some  observatimis  which  affect  the  construction  and  applica- 
tion of  your  voltameter,  being  convinced  that  any  thing  which 
may  tend  to  facilitate  the  use  or  establish  the  correctness  of 
that  most  important  instrument  will  prove  of  substantial 
benefit  to  electTO*chemical  science.  In  my  previous  com- 
mmication,  I  stated  that  I  had  found  that  the  plates 
of  a  voltameter  only  six  eighths  of  an  inch  wide, evolved  the 
same  amount  of  gases  as  two  platinum  plates  of  one  inch  wide, 
and  ot  the  same  height,  in  one  of  the  cells  of  the  dissected 
battery,  when  the  former  was  substituted  in  the  circuit  for  the 
latter ;  and  I  imagined  that  *'  their  nearer  approximation  had 
counterbalanced  their  deficiency  of  surface."  The  results  of 
the  experiments  recorded  in  Uie  Table  (p.  98.)  also  show 
that  there  was  no  diffisrence  in  the  indications  of  the  small 
meter  and  those  of  a  larger,  the  plates  of  which  were  three 
inches  by  one  inch  whon  they  were  alternately  used.  The 
plates  of  the  larger  instrument  were  moveable,  and  admitted 
of  adjustment  to  di£krent  distances  from  each  other;  and  by 
these  means  I  ascertained  that  no  alteration  within  the 
distance  of  the  generating  and  conducting  plates  of  the 
battery,  produced  any  diflbrenoe  in  the  results. 

This  rendered  the  non-influence  of  variation  of  surface  still 
more  remarkable :  and  wishing  to  push  the  observation  to  the 
utmost,  I  reduced  the  plates  of  a  voltameter  to  the  width  of 
one  eighth  of  an  inch,  retaining  the  same  height  of  three 
inches,  and  still  found  its  efficacy  unimpaired.  1  next  thrust 
two  platinum  wires  one  tenth  of  an  inch  in  diameter  through  a 
cork  dosing  the  mouth  of  a  glass  tube,  exposing  about  two 
inches  of  each  to  the  dilute  acid  without  any  diminution  of 
effect,  the  battery  generating  in  all  these  experiments  at  the 
rate  of  2'7  cubic  inches  per  five  minutes. 

When  I  even  covered  the  wires  with  a  resinous  cement,  so 
as  to  have  only  one  fourth  of  an  inch  of  each  exposed,  the 
gases  evolved  in  the  same  time  amounted  to  2*3  cubic  inches. 
I  ultimatdy  coated  the  wires  entirely  with  cement;  and  care- 
fully bared  their  mere  points  with  a  file,  when  they  still  gave 
off  the  gases  at  the  rate  of  0'8  cubic  inch  per  five  minutes; 
and  in  this  case  the  currents  of  the  gases,  instead  of  rising  at 
once  from  the  points  of  the  horizontal  wires,  seemed  to  be 
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projected  forward  into  the  liquid  with  some  force.  This 
independence  of  the  results  upon  the  metallic  surfaces  of  the 
voltameter  is  curiously  contrasted  with  the  paramount  in- 
fluence of  the  surface  of  the  conducting  plates  of  the  cells  of 
the  battery^  but  it  is  probably  owing  to  the  absence  of  any 
active  chemical  afiinity  assisting  or  retarding  the  main 
current  which  circulates. 

In  the  prosecution  of  my  experiments  I  now  began  to  per- 
ceive that  it  was  by  no  means  necessary  to  attend  so  closely 
to  the  supply  of  fresh  acid  to  the  battery  as  at  first  seemed 
advisable;  and  I  ascertained  that  after  an  uninterrupted 
action  of  five  hours,  without  its  renewal,  the  voltameter  only 
indicated  a  decline  firom  2*7  to  2*4.  It  being  of  great  con- 
sequence to  note  to  what  extent  the  constancy  of  the  action 
might  be  independent  of  the  exact  adjustment  of  the  acid,  I 
left  the  battery  in  connexion  for  twenty-four  hours,  at  the 
expiration  of  which  time  0*9  cubic  inch  of  the  mixed  gases 
was  collected  in  the  voltameter  in  a  quarter  of  an  hour,  or  0*3 
cubic  inch  per  five  minutes.  The  acia  was  found  to  be  almost 
perfectly  saturated;  a  very  small  drop  of  dilute  ammonia 
occasioning  an  instantaneous  precipitation  of  oxide  of  zinc  in 
the  solution,  which  had  a  specific  gravity  of  1*276.  In  this 
state  three  quarters  of  a  fluid  ounce  of  fresh  dilute  acid  was 
poured  upon  the  top  of  the  solution  in  each  cell  (the  total 
charge  oi  each  cell  being  about  5^  fluid  ounces)  when  the 
action  not  only  rose  to  its  original  amount  of  2*7  cubic  inches, 
but  to  4'2  cubic  inches,  at  which  rate  of  work  it  kept  per- 
fectly steady  without  any  further  renewal  of  the  acid  for  four 
hours. 

This  increase  of  action  I  could  only  refer  to  the  superior 
conducting  power  of  the  solution  of  sulphate  of  zinc ;  and  two 
important  points  were  thus  indicated:  1st,  that  the  conduct- 
ing power  of  the  electrolyte  in  the  battery  might  be  increased 
with  great  advantage;  and  2dly,  that  the  quantity  of  the 
circulating  force  was  still  more  independent  of  the  sur&ce 
of  the  generating  metal  than  my  experiments  had  yet  shown 
it  to  be.  The  length  of  the  zinc  rods  exposed  to  the  action 
of  the  fresh  acid,  which  must  have  floated  upon  the  saline 
solution  in  this  experiment,  could  not  much  have  exceeded 
one  inch,  and  yet  they  proved  perfectly  efficient.  I  imme- 
diately confirmed  this  conclusion  by  shortening  the  zinc  rods 
to  one  fourth  of  their  original  length,  and  found  no  diminution 
of  the  power  of  the  battery  when  charged  with  firesh  acid. 

I  next  charged  the  battery  with  acid  of  the  same  strength 
as  that  which  I  employed  in  the  voltameters;  viz.  eight  parts 
of  water  to  one  part  of  oil  of  vitriol,  by  measure,  (specific 
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gravity  1136),  and  obtained  at  once  a  steady  action  of  11 
cubic  inches  per  five  minutes;  this  was  therefore  the  mixture 
which  I  employed  in  all  my  subsequent  experiments. 

This  rate  of  action  must  obviously  require  some  attention 
to  the  state  of  the  solutions  in  the  battery,  when  perfect 
steadiness  is  required  to  be  maintained  for  a  long  period ;  as 
nearly  25  grains  of  oxide  of  zinc  are  formed,  and  154  grains 
of  sulphate  of  copper  decomposed  in  each  cell  per  hour. 
Nevertheless  it  will  remain  constant  for  an  hour  and  afhalf, 
even  without  any  change  of  acid ;  and  the  addition  every  now 
and  then  of  one  fluid  ounce  of  firesh  acid  will  maintain  the 
action  for  any  desired  time,  provided  the  colanders  be  kept 
well  supplied  with  the  salt  of  copper. 

Considering  the  great  advantage  which  had  been  derived 
from  the  extension  of  the  surfoce  of  the  conducting  metal  of 
the  battery,  I  now  wished  to  ascertain  whether  this  might  be 
carried  further;  and  for  this  purpose  I  caused  some  cells  to  be 
fitted  up  in  the  interior  with  ten  small  plates,  one  inch  wide, 
extendmg  firom  the  bottom  to  the  colander,  and  converging 
from  the  interior  circumference  towards  the  centre.  In  this 
way  they  just  reached  to  the  membranous  tube,  and  the 
surface  of  the  copper  was  more  than  trebled.  •  I  thought  it 
possible  that  advantage  might  be  thus  derived,  not  only  from 
the  great  extension  of  surface,  but  from  the  approximation  of 
a  part  of  the  conducting  plate  to  the  generating  rod. 

My  first  experiment  was  made  with  five  plain  cells  and  five 
ribbed,  working  into  separate  voltameters,  and  I  found  the 
TOt)ducts  equal,  inclining,  if  any  thing,  in  favour  of  the  former, 
xhe  amount  of  gases  from  each  was,  however,  only  5'5  cubic 
inches  per  five  minutes,  or  one  halif  of  that  from  the  whole 
series  of  ten  cells.  When  the  ribbed  and  the  plain  cells  were 
connected  together  in  one  series,- the  amount  in  one  meter  was, 
as  before,  1 1  cubic  inches. 

It  now  seemed  evident  that  a  series  of  five  did  not  confer 
intennty  enough  upcm  the  current  to  enable  its  whole  quan- 
tity to  overcome  the  resistance  of  the  conducting  fluid  between 
the  two  metals  at  the  existing  distance ;  and  this  being  the 
ease  with  the  plain  cells  no  increase  of  quantity  could  be  ex- 
pected to  manifest  itself  from  those  with  extended  surfaces. 
When  the  latter  were  joined  with  the  former,  the  smaller 
surfrice  of  course,  governed  the  whole  series,  according  to  the 
established  law.  I  therefore  completed  the  number  of  the 
ribbed  cells  to  ten,  and  setting  them  to  work  against  an  equal 
number  of  plain,  the  product  of  the  latter  was,  as  before,  11 
cubic  inches,  but  that  of  the  former  did  not  exceed  8*5.  I 
have  not  yet  been  able  to  satisfy  myself,  whether  this  unex- 
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pected  difference,  in  the  opposite  direction  to  what  I  expected, 
16  dependent  upon  the  construction  of  the  cells,  or  upon  some 
accidental  circumstance  which  I  have  not  been  able  to  trace ; 
but  the  result  may  certainly  be  taken  to  prove  that  no  advan- 
tage arises  from  the  extension  or  approximation  of  the  con- 
ducting metal  which  I  have  describea. 

The  increase  of  the  number  of  the  battery  series  requires, 
for  convenience,  a  dilFerent  arrangement  &om  that  I  described 
in  my  last  communication ;  and  I  now  place  the  cells  in  two 
parallel  lines  of  ten  each,  upon  a  long  table,  the  syphon-tubes 
arranged  opposite  to  each  other,  and  hanging  over  a  small 
gutter  placed  between  the  rows,  to  carry  off  the  refuse  solution 
when  it  is  necessary  to  change  the  acid :  and  as  the  unifor- 
mity of  action  may  be  completely  maintained  by  the  occa- 
sional addition  of  a  small  quantity  of  fresh  liquid,  I  have  been 
able  to  dispense  with  the  cumbrous  addition  of  the  dripping 
funnels.  This  arrangement  admits  with  fieusility  of  any  com- 
bination of  the  plates  which  may  be  desired. 

I  proceeded  now  to  connect  the  cells  together  in  pairs ;  the 
zinc  rod  of  each  ribbed  cell  being  in  communication  with 
that  of  a  plain  cell,  and  the  copper  with  the  copper.  The  ten 
pairs  were  then  connected  in  a  series  of  ten  :  the  product  of 
this  combination  was  17  cubic  inches  per  five  minutes,  or 
exactly  double  that  of  the  single  ribbed  cells. 

Considered  in  i^ theoretical  point  of  view,  these  experiments 
seem  to  me  to  lead  to  the  conclusion  that  the  most  perfect 
voltaic  combination  would  consist  of  a  solid  sphere  of  a  gene- 
rating metal,  surrounded  by  a  hollow  sphere  of  a  conducting 
metal,  with  a  stratum  of  intervening  electrolyte  perpetually 
renewed,  and  the  metals  communicating  by  a  wire  defended 
from  the  electrolyte  by  a  glass  tube  covering  that  position 
which  it  would  be  necessary  should  pass  through  it  in  such  a 
hypothetical  arrangement,  the  resistance  of  the  electrolyte 
would  increase  directly  as  the  distances  of  the  two  spheres,  or 
as  the  thickness  of  the  stratum;  while,  supposing  this  resist- 
ance overcome,  the  quantity  of  force  set  in  circulation  would 
increase  as  the  square  of  that  distance  from  the  centre,  or  as 
the  surface  of  the  exterior  sphere.  The  number  of  a  series 
required  to  give  the  necessary  impulse  would  consequently 
increase  only  as  the  simple  distance,  whUe  the  advantage 
would  increase  as  the  square. 

The  rod  of  zinc  withm  the  cylinder  of  copper  is  {nrobably 
the  nearest  practical  approximation  which  can  be  made  to 
such  an  arrangement;  but  the  soundness  of  this  deduction 
might  doubtless  be  tested  by  varying  the  diameters  of  the 
cylinders. 
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The  battery  which  I  have  now  described,  consisting  of 
twenty  cells,  will,  I  think,  be  found  amply  sufficient  for  all 
the  purposes  of  demonstration  and  investigation.  It  is  com- 
petent to  keep  eight  inches  of  platinom  wire  rtv  inch  per- 
manently red  hot  in  the  open  air:  and  the  amount  of  work 
which  It  is  able  to  perform  .renders  it  even  an  economical 
source  of  the  purest  oxygen  for  laboratory  purposes. 

To  ibcilitate  this  application,  I  have  fitted  up  a  cell  by 
inclosing  a  platinum  plate,  instead  of  the  zinc  rod,  within  the 
membranous  tube  which  is  closed  at  the  upper  end  by 
a  glass  tube  bent  in  a  convenient  form  to  deliver  the 
disengaged  gas  under  a  receiver.  When  this  cell  is  included 
in  the  circuit  of  double  cells,  the  hydrogen  is  absorbed  as 
before,  by  the  oxide  of  copper;  but  the  oxygen  is  evolved  at 
the  rate  of  84  cubic  inches  per  hour. 

I  shall  conclude  these  observations  with  the  result  of  an 
experiment  which  places  the  secondary  action  of  the  affinities 
of  the  disengaged  gases  in  a  striking  point  of  view.  The 
mixed  gases  collected  in  a  voltameter  in  five  minutes  were 
finmd  to  amount  to  17  cubic  inches,  the  oxygen  collected  in 
an  equal  time,  when  the  hydrogen  was  absorbed,  was  7  cubic 
inches ;  which  are  equivalent  to  21  cubic  inches  of  the  mixed 
gases;  and  the  hydrogen  collected  when  the  oxygen  was 
absorbed  (as  is  readily  effected  by  reversing  the  connexions 
of  the  cell  which  I  have  just  described)  amount  to  16  cubic 
inches,  equivalent  to  about  24  cubic  inches  of  the  mixed  gases. 

Thus  the  removal  of  the  hydrogen  from  the  sphere  of 
attraction  allowed  at  an  increase  of  action  equal  to  4  cubic 
inches,  while  the  increase  from  the  like  removal  of  the  oxygen 
was  very  nearly  double;  a  difference  which  is  probably  refer- 
able to  die  equivalent  combining  volumes  of  the  two  gases. 
This  observation  opens  a  new  fidd  of  enquiQr  of  great  interest, 
upon  which,  with  your  permission,  I  hope  to  have  the  pleasure 
of  addressing  you  at  no  very  distant  period. 

I  remain,  &c. 
J.  F.  DANIELL. 
King'i  CoUegey 

April  6,  1836. 


XIX.      Description  of  a   Voltaic  battery,   invented  by 
Frederic  W.  Mullins,  Esq.  M,  P.,  F,  S.  S.  8fc. 

A  vertical  section  and  perspective  view  of  this  battery  are 
represented  by  figs.  28,  and  29,  Plate  IV.  C,  C,  C,  fig.  28,  is 
a  copper  cylindrical  vessel  inclosed  at  the  bottom  but  open  at 
top;  C  C,  is  another  cylinder  of  coj^r,  soldered  to  the  bottom 
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of  the  former  vessel,  and  concentric  with  its  vertical  sides. 
Round  the  top  of  the  outer  cylinder  is  a  projecting  shoulder, 
grooved  like  the  sheave  of  a  pulley  for  the  reception  of  the 
open  end  of  a  bladder  and  string,  the  former  of  which  en- 
velops the  whole  cylinder,  as  shown  by  the  waved  line  in  the 
figure,  and  is  kept  in  its  place  by  several  turns  and  a  knot  of 
the  latter,  over  its  open  end  in  the  groove.  The  inner  copper 
cylinder  is  two,  the  outer  about  three  and  a  quarter  inches  in 
diameter.  The  height  of  each  six  inches.  The  shoulder  C  C, 
p  rojects  outwards  about  iV  of  an  inch. 

Outside  of  the  bladder  is  a  cylinder  Z  Z,  of  stout  rolled  zinc, 
open  at  both  ends,  3f  inches  in  diameter,  and  2^  high.  The 
whole  are  arranged  as  in  fig.  2S,  in  a  white  porcelain  jar  as 
seen  in  fig.  29.  The  connexions  are  made  by  narrow  strips  of 
sheet  copper,  which  bend  over  the  edge  of  the  jar  and  enter 
two  cylindric  cups  Z,  C,  containing  mercury,  as  in  fig.  29. 
These  cups  are  fixed  into  a  circular  wooden  base  on  which  the 
battery  stands.  This  battery  is  brought  into  action  by  two 
liquids  :  a  solution  of  muriate  of  ammonia,  which  is  placed 
outside  the  bladder ;  and  dilute  sulphuric  acid  chargea  with 
crystals  of  sulphate  of  copper,  which  is  placed  in  the  annular 
space  between  the  two  copper  cylinders. 

We  have  not  as  yet  been  favoured  with  Mr.  Mullins*s  own 
account  of  his  battery,  but  we  have  much  pleasure  in  being 
enabled  to  give  a  just  description  of  it,  as  made  by  Mr.  Clarice ; 
and  of  informing  our  readers  that  a  battery  of  this  kind,  with 
Mr.  Mullins*s  name  on  it,  has  been  exhibiting  in  the  Adelaide 
Gallery  for  the  last  six  or  more  months,  and  that  it  works 
well. 

It  being  our  intention  to  make  a  series  of  experiments  with 
a  view  of  ascertaining  the  relative  merits  of  the  batteries  here 
described :  our  readers  may  expect  to  have  a  just  account  of  the 
results  of  those  experiments  as  soon  as  completed.  Should 
any  improvements  have  been  made,  to  any  of  these  batteries, 
by  their  respective  inventors  further  than  here  described,  we 
shall  have  much  pleasure  in  publishing  them  in  our  next  num- 
ber, provided  the  accounts  of  them  arrive  in  time.     Editor. 

XX.  On  an  Optical  IHusion  observed  during  the  action  of 
Professor  Ritchie^s  horizontal  artificial  voltaic  magnet. 
£y  Charles  Tomlinson,  Esq. 

To  the  Editor  of  the  Annals  of  Electricity^  Sfc. 

Sir, 
As  an  ardent  admirer  and  humble  cultivator  of  electrical 
science^  permit  me  to  present  you  my  best  thanks  for  the 
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jonmal  you  have  undertaken.     Should  the  foUowing  facts  be 
worthy  of  attention,  they  are  at  your  service. 

It  is  known  that  a  rapidly  moving  wheel,  or  a  revolving  disk, 
on  which  any  object  is  painted,  seems  perfectly  stationary 
when  illuminated  by  the  explosion  of  the  electric  jar. 

This  beautiful  &ct,  which  is  perfectly  available  to  the  scien* 
tific  lecturer,  for  it  can  be  seen  and  appreciated  by  a  large 
audience,  was  first  adduced  by  Professor  Wheatstone,  to 
show  that  the  duration  of  the  electric  light  embraces  a  point 
of  time  so  extremely  minute,  that  the  revolving  wheel  or  disk 
has  not  time  to  pass  through  any  perceptible  space  during 
the  electrical  discharge,  and  therefore  the  disk  or  wheel 
appears  stationary. 

In  two  papers  published  in  the  third  and  fourth  volumes  of 
Dr.  Thomson's  Records  of  General  Sciencey  I  have  consider- 
ably extended  this  principle,  and  have  by  very  various  means 
produced  the  stationary  appearance  of  a  rapidly  revolving 
disk,  with  many  interesting  modifications. 

In  a  lecture  recently  given  by  me  on  electro-magnetism,  I 
noticed  a  pleasing  instance  of  the  electric  spark  producing 
the  stationary  appearance.  Professor  Ritchie's  horizontal 
rotating  magnet  is  of  course  well  known,  and  Mr.  Clarke's 
valuable  improvement  of  it,  is,  or  ought  to  be,  also  wellknown. 
This  latter  apparatus,  with  a  sustaining  battery,  will  continue 
in  rapid  action  for  many  hours,  and  produce  very  brilliant 
successions  of  sparks  whenever  contact  is  broken,  and  this 
with  my  apparatus  occurs  six  or  eight  times  per  second ;  but, 
it  often  happens,  that  the  mercury  is  thrown  into  large  waves 
by  the  energetic  action  of  the  apparatus,  in  which  case  con- 
tact is  broken,  not  at  the  line  of  oivision  which  separates  the 
mercury  into  two  equal  portions,  but  at  those  points  where  the 
wire  just  emerges  irom  the  summits  of  the  mercurial  waves, 
and  this  is  generaQy  90^  from  the  line  of  division.  One 
elevation  or  wave,  too,  often  presents  multiplied  reflections  of 
the  sparks  produced  at  other  waves,  or  at  one  or  other  end  of 
the  Ime  of«aivision,  and  if  the  mercury  be  clean  a  very  brilliant 
appearance  is  presented. 

liow  if  all  this  be  observed  in  a  darkened  room,  the  magnet, 
although  performing  as  many  as  400  revolutions  per  minute, 
will  appear  stationary,  and  its  position  will  depend  upon  the 
situation  of  the  spark  or  sparks  at  the  time  of  observation.  If 
the  apparatus  be  very  active,  the  waves  will  be  constantly 
forming  and  breaking;  then,  the  magnet's  apparent  stationary 
position  will  be  as  constantly  varying,  and  the  effect  is  extra- 
ordinary : — the  magnet  often  appears  broken  into  two  or  more 
parts,  placed  at  various  angles  in  respect  of  each  other. 
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depending  entirely  upon  the  relative  positions  of  the  sparks. 
Suppose  fig.  30  Plate  V.  to  represent  the  mercurial  flood-cap, 
divided  into  two  portions  by  the  line  a,  by  it  is  quite  clear  that, 
when  contact  is  broken,  a  spark  will  appear  at  b,  at  one  side 
and  at  a,  on  the  other  side,  the  magnet  revolving  in  the  direc- 
tion of  thearrows.  Now,  if  by  agitation,  due  to  the  rapid  passage 
of  the  wires  over  the  mercurial  surface,*  the  mercury  be  de- 
pressed at  b,  and  elevated  into  a  wave  at  c,  the  wire  from 
near  c  to  6,  is  not  in  contact  with  the  mercury,  the  spark  will 
therefore  be  transferred  from  b  to  c;  and  if  the  same  circum- 
stance does  not  occur  at  d,  that  portion  of  the  cup  will  be  dark, 
and  the  magnet,  illuminated  in  very  rapid  alternations  by  the 
two  sparks  c  and  a,  will  be  presented  to  the  observer  as  in 
fig.  31,  Plate  V,;  the  other  half  of  the  magnet  not  being  illu- 
minated by  any  spark,  is  of  course  not  seen,  unless  the  two 
sparks  already  mentioned,  afford  sufficient  light  to  show  th% 
whole  magnet. 

But  it  sometimes  happens  that  four  sparks  are  seen  at  a,  6, 
c,  and  d,  which  from  the  i-apidity  of  the  motion  appear  to  be 
simultaneous,  although  of  course  they  are  not,  then  the  other 
two  halves  of  the  magnet  being  added  to  fig.  31,  will  correctly 
represent  the  result. 

When  the  magnet  rotates  steadily  and  only  two  sparks,  a 

♦  ITie  mercury  in  the  mercurial  flood-cup  is  acted  upon  in  three 
distinct  ways  which  I  may  here  notice. 

Ist.  A  mechanical  action  by  which  a  portion  of  the  mercury  is 
scattered  in  jriobules  over  the  upper  portions  of  the  cup,  over 
the  magnet.  £c.,  and  even  over  the  table  on  which  the  apparatus 
stands  to  a  distance  of  two  or  three  feet.  All  this  is  effected  by  the 
wires  dashing  through  the  mercury,  and  the  globules,  which  mo- 
mentarily attach  to  the  magnet  itself,  being  scattered  to  the  distance 
I  speak  of  by  the  centrifugal  force  of  the  rotating  magnet. 

id.     By  the  continued  action  of  the  sparks  minute  portions  of 
the  mercury  are  fused,  pass  off  in  vapour,  and  are  condensed  on  the 
under  surface  of  the  magnet  in  the  form  of  globules  so  excessively 
minute  that  they  lose  their  metallic  lustre  and  appear  dhU  white : — 
a  lens,  however,  soon  detects  their  form. 

3d.  A  third  portion  of  the  mercury  is  converted  into  a  black 
powder  (formerly  called  the  protoxide)  and  covers  the  surface  of 
the  mercury  in  tne  cup,  and  is  formed  evidently  by  agitation  long- 
continued  in  contact  with  the  atmosphere.  It  consists  probably  of 
minutely  divided  metal  and  impurity,  but  as  I  have  still  obtamed 
it  when  every  precaution  has  been  adopted  to  have  pure  mercury, 
its  source  is  probably  the  copper  wires  dipping  into  the  metal,  or 
the  metallic  powder  from  the  brass  cup  produced  by  the  friction  of 
the  steel  point  on  which  the  magnet  revolves. 
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and  by  are  seen,  then  the  whole  magnet  appears  stationary^  and 
the  illusion  is  most  complete. 

The  cause  of  these  phenomena  is  evidently  the  same  as 

when  a  rapidly  rotating  disk  appears  stationary  during  an 

*  electric  discharge ;  with  the  rapidly  rotating  magnet  we  have 

auick  successions  of  sparks,  each  spark  in  this  case  producing 
be  effect  of  the  electric  (Uscharge  in  the  former  case ;  for, 
however  quickly  the  sparks  may  succeed  each  other,  each 
spark  is  separate  and  distinct  from  preceding  and  succeeding 
sparks,  ana  the  duration  of  any  one  spark  embraces  a  point  of 
time  so  extremely  minute,  that  during  such  minute  point  of 
time,  the  magnet  does  not  pass  through  any  perceptible  space 
and  therefore  it  appears  stationary. 

The  right  angular  appearance  of  the  magnet,  one  half  of 
which  fig.  31  represents,  is  a  good  illustration  of  the  extreme 
rapidity  with  which  the  sparks  succeed  each  other ;  for  this 
appearance  depends  upon  the  strictness  of  the  fact  that  one 
leg  of  the  right  angle  is  formed  after  the  other  leg  in  point  of 
time,  because  they  depend  for  their  appearance  upon  different 
nMtrks.  Thus  the  sparks  a  b  fig,  30  present  the  magnet  and 
the  line  of  division  superposed,  and  the  sparksc  andc^  present 
the  magnet  90^  on  either  side  of  the  line  of  division,  but  from 
the  extreme  rapidity  with  which  the  magnet  moves  and  with 
which  each  pair  of  sparks  alternates,  the  eye  is  cheated  into  a 
belief  that  the  four  sparks  are  simultaneous. 

If  the  rotating  magnet  be  viewed  in  the  presence  of  other 
light,  then  the  illusion  which  I  have  attempted  to  describe  no 
longer  exists,  the  magnet  presenting  a  complete  circle. 

I  have  presumed  fairly,  I  think,  that  most  of  your  readers 
are  acquainted  with  the  whole  apparatus,  therefore  I  have  not 
described  it.  Such  of  your  readers  as  desire  further  informa- 
tion I  refer  to  Professor  Ritchie's  paper  in  the  Philosophical 
Magazine,  or  to  Mr.  Clarke,  who  seems  to  possess  the  valuable 
faciiity  of  simplifying  and  rendering  easy  complicated  and 
uncertain  pieces  of  apparatus. 

I  shall  shortly  take  an  opportunity  of  calling  the  attention 
of  electro-chemists  to  two  points,  which  I  propose  to  discuss 
in  a  future  paper  when  my  experiments  are  completed. 

Ist.  On  the  action  of  direct  solar  light,  of  the  separate 
colours  of  the  solar  spectrum,  of  difiused  day  light,  and  of 
artificial  light  upon  electro-magnetism. 

2d.     On  the  influence  of  heat  over  electro- magnetic  action. 

I  have  to  apologize  for  writing  so  much  upon  so  trifling  a 
subject,  and  remain.  Sir, 

Your  obedient  servant, 

CHARLES  TOMLINSON. 
Salisbury,  18th  October,  1836. 
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XXI.     Description  of  Dr.  Ritchie's  Rotating  Magnet, 

mentioned  in  the  last  article. 

In  fig.  32,  Plate  V.,  S  N  may  represent  the  extreme* 
portions  of  the  branches  of  a  horse-shoe  magnet,  kept  steady 
in  a  verticle  position  by  a  heavy  wooden,  or  metallic  sole. 
Between  these  branches  rises  a  pillar  P,  which  passes  through 
the  centre  of  an  annular  wooden  cell  a  b,  (a  plan  of  which  is 
seen  in  fig.  30.)  and  terminates  in  a  fine  steel  point,  supporting 
the  piece  n  s.  The  cell  is  divided  into  two  compartments 
c  d,  sls  seen  in  the  plan  fig,  30,  by  two  low  partitions  a  0,0  b, 
which  do  not  rise  so  high  as  the  edges  of  the  vessel.  The 
piece  n  «,  is  a  small  bar  of  soft  iron,  usually  from  four  to  six 
mches  long,  and  about  the  diameter  of  a  common  curtain  rod. 
It  may  be  either  cylindrical  or  a  four  sided,  or  any  other  prism. 
A  hole  with  a  fine  bottom  is  drilled  in  the  centre  of  the  under 
side  of  this  iron  bar,  for  the  reception  of  the  steel  point  on 
which  it  is  mounted  and  on  which  it  rotates.*  The  bar  is 
covered  with  several  coils  o£  silked  copper  wire,  (one  only  is 
drawn  in  the  fig.)  the  extremities  of  which  are  finely  pointed, 
and  bent  downwards  so  as  to  reach  into  the  cell  a  b  fig.  32, 
but  not  so  low  as  to  touch  the  partitions  ao,o  b,  fig.  30. 

When  an  experiment  is  to  be  made  with  this  apparatus^ 
the  compartments  c  and  d,  fig.  30,  of  the  annular  cell  are  to  be 
partly  filled  with  mercury,  the  surface  of  which  is  to  receive 
the  depending  points  of  the  wire,  and  to  be  kept  in  two 
distinct  masses  by  the  partitions.  The  boundaries  of  these 
mercurial  surfaces  curve  downwards  to  the  wood  on  every 
side,  leaving  the  general  level  something  higher  than  the 
wooden  partitions,  so  that  the  points  of  the  wire,  (whilst  the  iron 
bar,  n  s  fig.  32,  is  rotating  in  a  horizontal  plane,  on  the 
steel  pivot,)  will  move  in  the  mercury,  till  they  arrive  close  at 
the  partitions:  the  points  there  quit  their  respective  metallic 
connexions,  pass  over  the  partitions,  and  enter,  each  that 
portion  of  mercury  which  the  other  had  left. 

The  wires  from  a  single  pair  of  voltaic  plates  are  to  be 
connected  with  the  mercury  in  the  compartments  c  and  d  fig. 
30,  one  with  each.  The  electric  current  from  the  copper  to 
the  zinc  will  traverse  the  spiral  which  surrounds  the  iron  bar 
n  s,  fig.  32,  and  convert  ike  latter  into  an  electro  magnet. 


*  By  this  mode  of  suspension  the.  rotaiiD^  iron  is  apt  to  rock  or 
wave  GLDout  a  good  deal,  to  prevent  which  it  is  better  to  screw  a 
piece  of  steel  wire  into  the  lower  side  of  the  bar  for  the  pivot, 
which,  being  finely  pointed,  will  run  in  a  deep  pivot^hole  on  the  top 
of  the  pillar  P. 
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vhich  ^Irill  immediately  be  operated  on  by  the  permanent 
steel  horse-shoe  magnet,  S  N,  in  the  following  manner. 

Imagine  the  iron  bar  n  8,  fig.  32,  to  be  placed  at  right 
angles  to  the  plane  of  the  permanent  magnet  N  S,  and  "the 
extremity  n  nearest  to  a  spectator  looking  at  the  figure. 
With  this  position  of  n  Sy  the  point  of  the  wire  which  bends 
down  from  n  would  be  immersed  in  the  nearest  portion  of 
mercury,  and  thatbending  down  from  8,  in  the  farthest  portion. 
The  horizontal  positions  of  these  portions  of  mercury  would 
respectively  correspond  with  those  of  the  compartments 
d  and  c  of  fig.  30.  The  battery  connexions  being  such  that 
the  extremities  n  and  8,  of  the  iron  being  respectively  north 
and  south  polar  they  would  be  attracted  by  the  permanent 
poles  S  and  N.  and  at  the  same  time  respectively  repelled  by 
the  poles  N  and  S.  By  these  four  forces  the  extremity  n 
would  be  urged  towards  S,  and  the  extremity  «,  towards  N^ 
and  the  direction  of  motion  would  be  that  indicated  by  the 
arrows  in  fig.  30.  Just  before  the  axis  of  the  rotating  iron 
came  to  the  plane  of  the  permanent  magnet  the  depending 

Eoints  would  quit  the  mercury,  the  electric  current  would  thus 
e  cut  off,  and  the  electro-magnetic  polarity  of  the  iron  would 
cease  to  exist.  In  this  neutral  condition,  the  iron,  by  its 
acquired  momentum,  would  be  carried  past  the  plane  of 
the  horseshoe  magnet,  and  the  points  across  the  partitions 
to  the  mercury  on  the  other  side.  The  moment  those  points 
re-entered  the  mercury,  the  electric  current  would  again  rush 
through  the  spiral,  but  its  direction  would  be  reversed ; 
because  that  point,  which,  in  the  former  case,  was  directed 
towards  the  zinc,  would  now  be  directed  towards  the  copper, 
andt^ic^  ver8a.  This  sudden  change  in  the  direction  of  the 
current  would  cause  a  corresponding  transiliancy  in  the  mag- 
netic polarity  of  the  bar  n  8.  Repulsion  would  now  take  place 
between  the  polar  extremities  which  before  attracted,  and  at- 
traction between  those  which  repelled;  n  would  thus  travel 
from  S  to  N,  fig.  32;  or  from  a,  in  the  direction  of  the  arrow 
to  b,  fig.  30:  and  8  would  consennently  travel  from  N  to  S, 
fig.  32;  or  from  6  to  a,  fig.  30.  The  points  would  now  again 
cross  the  partitions,  and  succeed  each  other  in  the  mercurial 
connexions.  The  electric  current  would  thus  be  reversed  in  the 
coil,  and  the  obsequious  magnetic  poles  again  change  places 
in  the  revolving  bar. 

Similar  vicissitudes  of  electro-magnetic  action  would  take 
place  at  every  transit  of  the  points  across  the  vertical  mag- 
netic plane;  by  which  means  the  rotation  would  be  maintained, 
whilst  sufficient  electric  energy  was  exhibited  by  the  voltaic 
battery  employed.  W.  S. 

^^o.  2,  January,  1837.  I 
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XXII.     Two  Brilliant  Electrical  Experiments,  well  calcu- 
lated/or the  Lecture  Table, 

The  first  of  these  experiments  which  we  shall  describe  is 
made  by  the  electrical  machine  and  the  apparatus  represented 
in  figs.  34  and  35,  Plate  V.  the  former  being  a  front,  and  the 
latter  a  side  elevation. 

A  A  is  a  stout  rectangular  mahogany  board,  which  is  the 
base  of  the  instrument.  B  B  B  is  a  vertical  piece  of  similar 
board,  the  lower  end  of  which  is  firmly  fixed  in  the  base. 
Near  to  the  upper  end  of  this  vertical  piece  is  a  crutch  C,  fig. 
35.  which,  together  with  the  main  upright  B  B  carry  ar  spin- 
dle with  its  pulley  P.  The  spindle  and  pulley  are  put  into 
rotatory  motion  by  means  of  the  wheel  W  W,  and  its  band. 
The  farther  end  of  the  spindle  terminates  in  a  hollow  brass 
ball,  into  the  opposite  sides  of  which,  and  at  right  angles  to 
the  axis  of  th0  spindle,  are  cemented  two  glass  tubes,  spirally 
spotted  with  tin  foil  as  seen  in  fig.  34.  The  outer  end  of  each 
tube  terminates  with  a  small  brass  ball.  By  this  arrangement 
the  spotted  tubes  can  be  put  into  rapid  rotation  in  a  vertical 
plane.  S  is  a  glass  pillar  surmounted  by  a  brass  socket  ter- 
minating upwards  in  a  screw.  On  this  pillar  is  screwed  the 
ring  o,  o,  o,  made  of  stout  brass  wire.  The  inner  diameter  of 
the  ring  must  be  a  little  greater  than  the  distance  between 
the  outer  surfaces  of  the  balls  terminating  the  spotted  tubes, 
in  order  that  the  latter  may  rotate  within  the  ring  without 
touching. 

The  axis  of  motion  is  in  the  centre  of  the  ring  and  per- 
pendicular to  its  plane.  A  horizontal  wire  w^  terminating  with 
a  brass  ball  is  screwed  to,  and  projects  from,  one  side  of  the 
ring. 

When  an  experiment  is  to  be  made  with  this  apparatus,  the 
ball  Wy  is  to  be  brought  close  to  the  farthest  extremity  of  the 
prime  conductor  of  an  electrical  machine,  in  good  order;  or 
to  a  ball  proceeding  from  the  conductor :  and  in  this  position 
the  base-board  is  to  be  screwed  firmly  to  the  table,  in  the 
usual  way  with  clamps. 

When  the  machine  is  at  work,  sparks  will  pass  from  the 
prime  conductor  to  the  ball  w ;  and  again  from  the  inner 
side  of  the  ring  to  one  or  both  of  the  spotted  tubes,  which 
will  thus  be  brilliantly  illuminated,  especially  if  the  spindle 
be  touched  with  the  hand,  or  connected  with  the  cushion  by 
a  copper  wire.  Let  now  the  wheel  W  W  be  gently  turned; 
the  spotted  tubes  will  still  be  illuminated;  but  instead  of 
showing  stationary  spiral  lines  of  fire,  they  will  now  exhibit 
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the  most  pleasing  spectacle  ever  beheld  in  the  whole  range  of 
electrical  illuminations ;  whose  fan ta.  tic  forms  will  undergo  a 
▼areity  of  changes  with  the  speed  of  the  wheel;  and  when  the 
velocity  is  considerable,  the  optical  illusion  creates  ideas  of  a 
complete  disc  of  electrical  light. 

This  splendid  experiment  is  susceptible  of  much  pleasing 
variation.  If  instead  of  having  the  tubes  cemented  into  the 
central  revolving  ball  they  be  fostened  to  it  with  screws,  in 
the  usual  way  of  screwing  balls  on  the  extremities  of  wires; 
they  may  easily  be  removed  and  replaced  by  other  devices, 
such  as  tubes  of  coloured  glass  spotted  in  the  same  manner: 
or  by  slabs  of  plate  glass,  spangled  in  the  usual  way  and  var- 
nished with  different  colours.  In  this  way  a  disc  of  any 
coloured  light  may  be  exliibited;  or  the  luminous  disc  may  be 
composed  of  concentric  annular  portions,  each  of  a  different 
colour.  If,  for  instance,  the  faces  of  two  revolving  slabs  of 
glass  were  each  divided  into  three  equal  portions  by  lines 
perpendicular  to  their  ed^es,  and  that  the  inne^  ^rtion  be 
varnished  yellow,  the  middle  red,  and  the  outer  portion  blue, 
each  portion  could  form  an  annulus  of  its  own  colour,  and  the 
whole  would  fill  up  the  whole  disc.  In  all  experiments  with 
this  apparatus,  however,  the  disc,  whatever  colour  or  colours 
it  may  exhibit,  will  necessarily  appear  annular,  because  of  the 
central  brass  ball ;  which,  in  a  darkened  room,  is  a  complete 
black  speck. 

By  this  apparatus  differently  coloured  pieces  of  glass  may 
be  made  to  combine  the  light  they  transmit;  and  the  com- 
position of  colours  displayed  in  the  most  splendid  manner. 

The  second  experiment  is  performed  by  the  aid  of  a  mag- 
netic-electrical machine,  and  the  apparatus  represented  by 
fig.  36,  Plate  VI,  which  is  an  end  view. 

In  all  magnetic-electrical  machines,  made  in  London,  the 
coil  wires  terminate  in  cylinders  concentric  with  the  axis  of 
motion,  or  spindle,  which  carries  the  revolving  cross-piece 
with  its  coils;  which  cylinders  are  imperfectly  insulated  from 
each  other  by  an  intervening  cylinder  either  of  box-wood, 
ebony,  or  some  material  of  an  imperfect  conducting  character. 

In  fig.  36,  the  central  white  space  represents  the  end  of  the 
inner  cylinder,  usually  apiece  of  stout  copper,  or  brass  wire, 
to  which  the  inner  ends  of  the  coil  wires  are  soldered.  I'he 
shaded  annulus  next  this  cylinder  is  the  hollow  insulating 
cylinder  of  wood ;  and  round  it  is  seen  the  end  of  another 
unshaded  annulus,  representing  the  outer  brass  cylinder  to 
which  the  outer  ends  of  the  coil  wires  are  soldered.  These 
cylinders  fit  one  another  pretty  tight  to  prevent  their  moving 
out  of  their  places. 

1  2 
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Instead  of  making  the  usual  connexions  for  showing  the 
sparky  a  piece  of  iron  wire  is  screwed  into  each  metallic 
cylinder,  pointed  at  the  other  end^  and  bent  nearly  at  right 
angles^  as  seen  in  the  figure.  And  when  the  machine  is  in 
motion,  these  wires  are  carried  round  in  a  vertical  plane,  in 
front  of^  and  parallel  to,  an  annular  iron  disc  iy  i,  which  is 
firmly  fixed  in  the  base-board  of  the  machine  by  the  pillar  S. 
The  points  of  the  iron  wires  are  directed  obliauely  towards 
the  iron  disc,  against  which  they  press  gently  auring  the 
whole  revolution.  By  this  means,  the  two  cylinders,  and  con- 
sequently the  ends  of  the  coU  wires^  find  a  metallic  connexion^ 
wmch  is  frequently  interrupted  whilst  the  points  are  scraping 
over  the  asperities  on  the  surface  of  the  iron  disc,  and  two 
concentric  circles  of  brilliant  scintillations  are  thus  produced. 
This  is,  perhaps,  the  most  pleajsing  experiment  yet  shown  in 
magnetic  electricity. 

B^  this  arrangement  it  sometimes  happens  that  the  re- 
volving poyits  do  not  succeed  one  another  properly  in  the 
contacts  with  the  iron  disc  in  order  to  produce  complete 
circles  of  scintillating  fire.  When  this  is  found  to  be  the 
case,  we  sometimes  remove  the  longer  wire  from  the  outer 
cylinder,  and  connect  the  latter  with  the  iron  disc  by  a  piece 
of  copper  wire,  having  a  loop  at  one  end  for  the  reception  of 
the  cylinder,  and  bent  into  a  hook  at  the  other  to  hang  on  the 
inner  edge  of  the  annular  iron  plate.  This  wire,  however,  is 
a  mere  substitute  for  a  spring  of  either  steel  or  brass  wire, 
one  end  of  which  is  screwed  tight  to  the  back  part  of  the  iron 
disc,  and  the  other  presses  against  the  outer  revolving  cylin- 
der. This  spring  can  be  turned  off  the  cylinder  at  pleasure, 
by  slackening  the  screw  in  the  iron  disc ;  and  replaced  by 
the  iron  point  as  in  the  figure. 

The  iron  disc  t,  t,  may  be  either  rough  or  smooth,  bright 
or  dull;  and  as  much  of  the  display  depends  upon  the  com- 
bustion of  the  ferruginous  matter,  steel  points  are  preferable 
to  iron  ones.  If  the  points  be  filed  or  ground  very  fine,  each 
wire  may  carry  two,  at  different  distances  from  the  centre  of 
motion,  which  will  usually  produce  four  concentric  circles  of 
fire. 

If  instead  of  a  steel  point  we  use  one  of  platinum,  leaves 
of  laminated  metals,  covering  the  face  of  the  annular  disc  t,  i, 
will  be  deflagrated.  Gold,  silver,  and  the  Dutch  metals^ 
will,  by  this  means  respectively  display  the  same  character- 
istic coloured  light  as  by  the  action  of  a  voltaic  battery.  The 
metallic  leaves  will  be  sufficiently  attached  to  the  plate  t,  i, 
by  first  breathing  on  the  latter  and  then  pressing  the  former 
against  it.     In  these  experiments,  however,  it  is  necessary 
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that  the  plate  i  i  be  bright.     It  may  be  of  iron  or  any  other 
metal. 

The  deflagration  of  mercury  is  beautifully  shown  by  an 
apparatus  of  this  kind.  Let  the  annular  disc  i  i  be  of  copper, 
and  the  whole  face  over  which  the  points  revolve  slightly 
grooved  with  a  iile  in  close  radiations  from  the  inner  to  the 
outer  edge.  Let  this  radiated  face  be  amalgamated  with  a 
dilute  solution  of  nitrate  of  mercury,  then  washed  in  clean 
water,  and  afterwards  covered  with  clean  merciu^  so  that  the 
whole  face  may  appear  bright.  Now  remove  the  surplus 
mercury  from  the  grooves  with  a  soft  tooth  brush,  or  with  a 
stout  feather,  and  the  disc  is  ready  to  be  attached  to  the 
machine  for  an  experiment.  If  the  revolving  points  be 
amalgamated  copper,  two  circles  of  brilliant  white 'light  will 
be  exhibited.  But  if  they  be  iron,  or  steel,  the  colour  of  the 
luminous  circles  will  be  a  compound  of  the  white  light  from 
the  mercury,  and  of  the  fiery  red  from  the  deflagrating  ferru- 
ginous points.  If  points  of  zinc,  gold,  silver,  &c.  be  used, 
each  metal  will  tend  to  modify  the  tint  of  the  luminous  rings. 
Thin  wires  of  these  metals,  tied  by  binding  wire,  to  the 
revolving  wires,  answer  extremely  well  for  the  points. 

W.  S. 


XXIII.  w^  general  outline  of  the  various  Theories  which 
have  been  advanced  for  the  Explanation  of  Terrestrial 
Magnetism. 

« 

The  singularity  and  importance  of  the  polar  directive  ten- 
dency of  a  magnetic  needle,  could  hardly  fail  to  attract  the 
attention  of  philosophers  in  a  very  early  period  in  the  study 
of  magnetism ;  ana  their  curiosity  thus  excited  would  natu- 
rally lead  to  enquiries  respecting  the  cause  of  so  extraordinary 
a  phenomenon,  the  privilege  of  whose  display  seems  to  be 
omferred  on  one  solitary  hind  of  matter  only,  dignified  by 
nature  with  a  susceptibility  peculiar  to  itself,  of  a  permanent 
retention  of  the  arranging  magnetic  force. 

The  ancient  philosophers,  who  were  well  acquainted  with 
some  of  the  mysterious  operations  of  the  magnet,  have  left  no 
trace  on  record  which  can  claim  for  them  any  knowledge 
whatever  of  it9  tendency,  when  unrestricted,  to  arrange  itself 
in  any  particular  direction.  The  directive  propensity  of  the 
needle  is  a  discovery  of  comparatively  modem  date  ;  and  an 
explanation  of  the  cause  of  this-  remarkable  phenomenon,  as 
was  reasonable  to  expect,  has  been  attempted  in  a  great 
variety  of  ways. 
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Some  of  the  earliest  hypotheses  may  be  placed  amongst  the 
wildest  chimeras  that  could  possibly  suggest  themselves  to 
the  mind  of  man ;  or  even  obtrude  amongst  the  fleeting  fan- 
tastic imagery  that  skims  the  reposeless  undulatory  fancy.  The 
more  sober-mmded  philosophers,  however^were  enabled  to  trace 
the  influencing  power  to  the  action  of  the  earth,  considered 
in  the  capacity  of  a  grand  natural  loadstone,  whose  predomi- 
nating magnetic  forces  reside  in  the  polar  regions ;  by  virtue 
of  which,  the  obedient  needle  is  constrained  to  assume  certain 
directions,  according  to  its  residentiary  position  with  respect 
to  the  governing  terrestrial  magnetic  poles,  which  had  already 
been  discovered  to  be  situated,  and  supposed  to  be  perma- 
nently fixed,  at  some  distance  from  the  poles  of  diurnal  rota- 
tion. 

This  notable  hypothesis,  the  production  of  sound  analogi- 
cal reasoning,  was  founded  in  the  miniature  attractions  and 
repulsions  exhibited  by  magneto  on  each  other :  phenomena 
easily  traced  to,  and  assimilated  with,  the  action  incessantly 
and  universally  displayed  over  every  part  of  the  surface  of  the 
earthy  on  a  needle  unreservedly  submitted  to  its  magnetical 
polarizing  influence. 

This  plausible,  and  from  the  then  stage  of  discovery,  very 
natural,  conclusion,  was,  for  a  long  time,  universally  received 
as  the  true  theory  of  terrestrial  magnetism:  but  the  discovery 
of  the  motions  of  the  needle  at  the  same  place  of  observation 
became  productive  of  unforeseen  impediments  in  the  way  to 
truth,  which  required  fresh  efibrts  of  the  mind  to  reconcile  the 
theory  to  the  phenomena.  Here,  again,  the  natural  concomi* 
tancy  of  ardent  emulation  and  premature  conclusions  were 
manifested  by  many  creations  of  vivid  genius  and  fertile 
imagination,  put  forth  as  solutions  to  the  new  magnetio 
problem. 

Descartes  imagined  that  the  transportation  of  iron  from 
one  place  to  another,  and  the  growth  of  new  iron  within  the 
earth,  where  there  was  none  before,  might  be  the  cause  of  the 
needle's  varying  positions.  Kircher  tried  the  problem  by 
multitudes  of  flexiole  magnetic  fibres;  and  Canton  attempted 
its  solution  by  the  aid  of  subterranean  fires.  Volcanoes  and 
other  restless  agents,  both  real  and  imaginary,  were  resorted 
to,  and  marshalled  in  this  clashing  of  opinions,  to  reinforce  par- 
ticular hypotheses,  whose  authors,  ambitious  for  fame,  ap- 
peared to  be  determined,  at  all  hazards,  to  venture  a  lift  of 
the  terrestrial  magnetic  poles,  by  agencies  which,  even  to 
themselves,  must  appear  inefficient  and  pretematoxal. 

The  famous  theory  of  Dr.  Halley,  which  worked  with  fo«r 
magnetic  poles,   and  a  revolving  loadstone  nucleus  in  the 
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earth,  though^  perhsps,  as  inaccurate  as  the  rest,  seems  for  a 
while  to  have  had  a  considerable  degree  of  ascendency ;  and 
if  it  did  not  completely  paralize  its  predecessors,  its  ingenious 
machinery  was  at  least  eminently  calculated  to  throw  into  the 
shade  the  phantom  forces  of  subterranean  fires,  ferreous  trans- 
portations, and  all  the  perturbating  agencies  of  former  hypo« 
theses ;  which,  even  had  they  existed  in  reality,  would  have 
been  too  irregular  in  their  actions^  and  too  limited  and  local 
in  their  performance,  to  assume  the  dignified  character  of  the 
prevailing,  steady,  universal  powers  which  govern  the  tran* 
quil  uniform  motions  of  the  magnetic  needle. 

The  magnetic  effects  which  were  observed  to  be  produced 
by  lightning,  and  Franklin's  discovery  of  the  identity  of  the 
latter  with  electric  discharges  artificially  produced,  were  suffi* 
cient  materials  for  novel  ideas  respecting  the  nature  of  mag- 
netic action;  and  the  aurora  borealis,  also  considered  an 
electric  phenomenon,  and  said  to  disturb  the  magnetic  needle, 
gave  an  auxiliary  impulse  to  fresh  enquiries,  now  directed  in 
search  of  the  identity  of  electricity  and  magnetism.  Philo- 
sophers were  still  further  encouraged  in  this  pursuit  by  the 
striking  analogies  which  are  so  remarkably  characterized  in 
the  attractions  and  repulsions  of  the  two  powers.  Similarly 
electrized  bodies  display  a  tendency  to  recede  from  each  other ; 
and  so  do  those  which  are  similarly  magnetic.  Dissimilarly 
electrized  bodies  will  mutually  approach  each  other,  and  so 
will  those  which  are  dissimilarly  magnetic.  Thus  far  the 
analogy  appears  to  be  complete ;  but  it  must  be  confessed, 
however,  that,  notwithstanding  the  most  curious  phenomena 
have  been  elicited,  and  even  a  new  science  established  by  pro- 
secuting these  experimental  investigations,  not  one  step  more 
has  been  gained  towards  identifying  the  electric  and  magne- 
tic powers. 

In  the  earliest  enquiries  in  the  search  of  electro-magnetism, 
philosophers  employed  every  implement  of  investigation  of 
which  they  could  at  that  time  avail  themselves.  The  electric 
machine  and  powerful  batteries  of  jars  were  the  most  efiicient 
apparatus  then  known.  The  most  formidable  of  these  were 
now  brought  into  requisition,  and  shocks  the  most  terrible 
they  could  produce  were  communicated  to  steel  bars  of  every 
shape  and  size  that  the  experimenters  could  invent,  to  favour 
their  views  and  shorten  the  path  to  discovery. 

Success  for  awhile  seemed  to  attend  the  labours  of  some 
of  those  arduous  experimenters  who  were  engaged  in  the  pur- 
suit, by  the  production  of  magnetic  polarity  in  bars  of  steel 
submitted  to  electric  discharges.  The  electric  fluid  in  these 
experiments  traversed  the  length  of  the  bars;  but  the  mag- 
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netic  poles^  thus  produced,  were  soon  found  to  have  no  refer- 
ence whatever  to  the  direction  of  the  electric  stream.  A. 
north  pole  would  sometimes  appear  at  that  extremity  which 
was  directed  towards  the  positive  side  of  the  jar,  and  some- 
times at  that  placed  towards  the  negative  side ;  leaving  the 
mind  of  the  experimenter  under  the  most  unenviable  im- 
pressions :  on  one  hand,  hope  vanishing  in  the  distance,  and 
on  the  other  hand,  trembling  on  the  brink  of  despair.  Ulti- 
mately, however,  it  was  discovered  that  the  results  of  all  these 
laborious  investigations  had  no  superiority  over  those  usually 
produced  by  the  blow  of  a  hammer,  or  other  mechanical  action 
which  could  agitate  to  a  sufficient  degree,  the  particles  of  the 
steel  bars ;  during  the  trembling  motions  of  which,  the  pola- 
rization is  facilitated  by  an  enhanced  susceptibility  of  arrange- 
ment of  the  residentiary  magnetic  matter,  by  the  constantly 
and  universally  operating  magnetic  influence  of  the  earth. 

When  a  soft  iron  bar  is  placed  in  the  position  in  which  the 
dipping  needle  seeks  to  repose,  its  magnetic  matter  becomes 
arranged  by  the  influence  of  terrestrial  magnetic  action;  and 
its  polarization  is  similar  to  that  of  the  neeme.  This  magne- 
tic condition,  however,  is  as  transient  as  the  position  of  the 
iron,  and  fluctuates  in  energy  and  locality  with  every  move- 
ment of  the  bar.  With  hardened  steel  tjie  polarization  is  not 
so  easily  accomplished.  The  energies  of  the  earth  are  too 
feeble  to  vanquish  the  obstinate  retention  of  the  quiescent 
metal  in  which  the  magnetic  matter  is  imprisoned.  Tremu- 
lous agitation,  however,  from  whatever  source  it  may  proceed, 
slackens  the  retentive  powers  of  the  steel,  and  liberates  the 
obsequious  fluid  to  the  influence  of  terrestrial  magnetic  force. 
The  vibrating  bar  thus  becomes  a  magnet ;  the  retention  of 
whose  polarity  is  progressively  sealed  by  the  gradual  decline 
of  its  trembling  motions.  Such  were  the  general  results  of  a 
long  and  arduous  experimental  enquiry  by  the  employment 
of  the  common  electrical  apparatus :  the  polarity  produced  in 
the  steel  by  electric  shocks  being  the  proper  efiects  due  to 
terrestrial  magnetic  action:  for  that  end  of  the  bar  which 
pointed  towaro^  the  north  during  the  electric  discharge  inva- 
riably received  the  same  kind  of  polarity  as  the  north  end  of 
the  needle :  and  the  south  end  of  the  bar,  polarity  of  the  other 
kind.  Indeed,  in  some  of  the  experiments  of  Father  Becca- 
ria,  a  famous  Italian  philosopher,  in  which  the  electric  dis- 
charges were  sent  from  west  to  east,  and  vice  versa,  the 
whole  of  the  north  side  of  the  bar  exhibited  the  one  kind  of 
polarity  and  the  whole  of  the  south  side  the  other  kind,  still 
conformably  to  the  laws  which  governed  the  results  obtained 
from  the  other  experiments. 
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Beccaria  was  one  of  the  ablest  electricians  of  his  day^  and 
took  an  exceedingly  active  part  in  this  particular  enquiry  :  his 
coQclusioDS  are  very  remarkable.  "  Are  not  these  peculiar  ef- 
fects of  the  electric  fire  with  respect  to  magnetism/'  said  he^ 
"  so  many  proofs  which  corroborate  my  former  conjectures,  that 
the  peculiar  magnetic  force  observed  in  loadstone,  is  to  be  attri- 
buted to  either  atmospherical  or  subterraneous  strokes  of  light- 
ning: and  that  the  universal  systematical  properties  of  mag- 
netic bodies  are  produced  by  an  universal  systematical  circu- 
lation of  the  electric  element?'*  This  is  precisely  the  principle 
which,  in  fifty  years  afterwards,  became  the  basis  of  Ampere's 
theory  of  all  magnetic  action.  n 

The  discovery  of  Galvanism  in  l89^commencedthe  most 
splendid  era  in  the  history  of  electricTty ;  and  the  invention  of 
theVoltaic  battery  furnished  philosophers  with  a  new  and  for- 
midable implement  of  electrical  research.  Electro-magnetism 
was  again  eagerly  sought  for  by  the  aid  of  this  novel  appara- 
tus; and,  notwithstanding  the  numerous  failures  which  at- 
tended some  modes  of  its  application,  the  experiments  of  the 
inde&ti^ble  CErstead  were  eventually  crowned  with  success. 

This  mgenious  Danish  philosopher  in  18 19  discovered  that  an 
electric  current,  traversing  a  metallic  wire  which  joins  the  two 
poles  of  a  Voltaic  battery,  will  deflect  an  adjacent  magnetic 
needle  from  its  natural  direction ;  and  that,  in  the  absence  of 
interfering  forces,  the  latter  would  be  placed  at  right  angles 
to  the  former,  conformably  to  a  certain  law,  which  gives  exact 
and  undeviating  positions,  as  regards  the  axis  of  the  current 
and  the  poles  of  the  needle :  so  that  if  a  spectator  were  to 
look  at  the  vertical  conducting  wire  carrying  an  electric  cur- 
rent firom  its  superior  to  its  inferior  extremity,  a  magnetic 
needle  placed  posterior  to  the  wire,  and  under  the  influence 
of  the  electric  current  only,  would  have  its  north  end  directed 
towards  his  right  hand.  And,  because  any  side  of  the  wire 
may  be  turned  towards  the  needle  without  producing 
change  in  the  phenomenon,  the  action  is  obviously  alike  on 
every  side  of  the  current  , 

This  discovery  again  opened  a  new  field  of  research,  the 
fertility  of  which  was  soon  manifested  by  the  great  variety  of 
interesting  facts  which,  by  the  emulative  labours  of  experi- 
menters, were  speedily  brought  to  light ;  nay,  with  a  rapidity 
unnaralleled  in  the  history  of  science :  but  we  must  pursue  those 
only  which  were  the  most  remarkably  turned  to  account  in- 
remodeling  the  theory  of  terrestrial  magnetism. 

Ampere,  the  celebrated  French  philosopher  already  noticed, 
made  some  capital  discoveries  in  electro-magnetism.  He  had 
been  led  to  conclude,  from  his  reasonings  on  CErsted's  experi- 
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ments^  that  electric  currents  ought  to  exhibit  some  action  on 
each  other>  which  he  soon  found  to  be  the  fact.  In  a  memoir 
which^  on  the  25th  September^  1820,  was  communicated  to  the 
French  Academy  of  ISciences/Ampere  showed  the  conclusions 
at  which  he  had  then  arrived,  which  are,  as  follow. 

1.  '^  Two  electric  currents  attract  one  another  when  they 
move  parallel  and  in  the  same  direction^  and  they  repel  <»ie 
another  when  they  move  parallel  and  in  opposite  cQrections. 

2.  '^It  follows,  therefore,  that  when  the  metallic  wires 
through  which  these  currents  are  transmitted,  can  only  turn 
in  parallel  planes,  each  of  the  two  currents  tends  to  bring  the 
other  into  a  situation  where  it  may  be  parallel  to  it,  and  in  the 
same  direction. 

3.  ^'  These  attractions  and  repulsions  are  absolutely  differ- 
ent  from  the  attractions  and  repulsions  of  ordinary  electricity. 

4.  f  ^  All  the  phenomena  discovered  by  Mr.  (Ersted,  and 
which  I  analyzed,  and  reduced  to  two  general  facts  in  my 
first  memoir,  are  embraced  by  the  law  of  two  electrical  currents, 
admitting  that  a  magnet  is  only  an  assemblage  of  electric 
currents,  produced  by  the  mutual  action  of  the  particles  of 
steel,  analogous  to  that  of  the  elements  of  a  voltaic  pile,  and 
which  move  in  planes  perpendicular  to  the  line  which  joins  the 
two  poles  of  the  magnet. 

5.  ^^  AVhen  the  magnet  is  in  the  situation  which  it  tends 
to  take  by  the  action  of  the  terrestrial  magnet,  these  currents 
have  a  direction  opposite  to  that  of  the  apparent  motion  of  the 
sun ;  and  hence,  when  we  place  a  magnet  in  a  contrary  po6i-> 
tion,  so  that  the  poles  which  point  to  the  poles  of  the  earth 
are  of  the  same  name,  the  currents  will  be  found  in  the  direc* 
tion  of  the  apparent  motion  of  the  sun. 

6.  ^' This  law  embraces  th^  phenomena  of  the  ordinary 
action  of  magnets. 

7.  ''  It  embraces  also  the  phenomena  of  terrestrial  ma^» 
netism,  by  supposing  electric  currents  in  planes  perpendicular 
to  the  direction  of  the  dipping  needle,  and  which  move  from 
east  to  west. 

8.  *^  There  is  no  difierence  between  the  poles  of  a  magnet 
than  that  one  of  them  is  found  to  the  left,  ana  the  other  to  the 
right  of  the  electric  currents,  which  give  to  the  steel  the 
magnetic  property." 

With  these  electrical  habiliments^  Ampere  has  given  the 
last  fashion,  in  which  the  theory  of  terrestrial  magnetism  has 
appeared^  which  by  the  advantage  of  novel  materials,  un- 
known to  Beccaria,  is  an  ingenious  renovation  of  the  views 
taken  by  the  illustrious  Italian  about  fifty  years  before :  and 
it  is  remarkable,  that  notwithstanding  the  adscititious  ele- 
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ments  introduced  by  Ampere,  his  theory,  at  the  time  it  was 
framed^  had  no  known  advantages  over  its  Italian  predecessor. 
The  electric  currents  in  steel  magnets  are  not,  even  now, 
known  to  have  an  existence ;  and  no  source  of  action  had  then 
been  discovered,  to  which  the  requisite  and  idoneous  terres* 
trial  electric  currents  could  be  traced^  , 

Ritter,  an  active,  indefatigable,  and  exceedingly  ingenious 
philosopher  of  Bavaria,  as  early  as  1805,  and  consequently 
fourteen  years  previously  to  the  discovery  of  electro-magnet- 
ism, had  ccmsidered  the  earth  in  the  capacity  of  a  "vast  vol- 
taic pile,  whose  poles  are  on  one  side  sufficiently  closed  by  the 
waters  of  the  ocean,"  and  has  said  that  every  magnet  is  equi- 
valent to  a  pair  of  heterogeneous  metals  unitec^  together :  its 
different  pedes  represent,  as  it  were,  different  metals." 

Iliat  electric  currents  are  continually  flowing  in  the  earth 
must  appear  obvious  to  every  one  conversant  with  voltaic 
electricity.  The  materials  which  form  our  batteries,  and 
display  electric  streams  at  our  pleasure,  have  all  been  brought 
from  this  exhanstless  source.  Nature's  laboratory  is  well 
stored  with  apparatus  of  this  kind,  aptly  fitted  for  incessant 
action,  and  the  production  of  immense  electric  tides;  and  the 
insignificancy  of  our  puny  contrivances  to  mimic  nature's 
operations,  must  be  amply  apparent  when  compared  with  the 
magnificent  apparatus  oif  the  earth. 

That  local  electric  currents  do  absolutely  traverse  the  inte- 
rior of  the  earth  has  been  amply  manifested  by  the  experi- 
ments of  Mr.  Fox,  and  Mr.  Henwood,*  in  the  Cornish  mines ; 
but  these  fects  were  unknown  at  the  time  Ampere  framed  his 
theory :  and  that  there  are  continual  electric  currents  from 
east  to  west,  under  the  surface  of  the  earth,  was  then  as  pro- 
blematical as  the  existence  of  similar  currents  in  every  mag- 
net of  steel,  remains  at  this  day. 

The  circumstance  which  has  given  the  most  plausible 
appearance  to  Ampere's  electro-magnetic  theory  of  the  earth, 
is  the  posterior  discovery  of  thermo-electricity  by  Dr.  Seebeck, 
by  which  it  is  shown  that  electric  currents  can  be  produced 
in  bodies  by  an  unequable  temperature  of  their  different  parts. 
This  simple  exciting  principle  transferred  to  the  vast  appara- 
tus of  nature,  displays  the  most  magnificent  theory  of  terres- 
trud  magnetism  tnat  the  mind  can  possibly  conceive.  The 
Sun  is  now  the  exciting  ag^it,  whose  uniform  tide  of  heat 
swe^ng  the  tropical  zone  becomes  the  grand  cause  of  a  wes- 
teriy  circumfiowing  electrical  flood :  and  thus  converting  the 
tenestrial  ball  into  a  thermo-eleetrio  magnet 

*  See  the  next  very  interesting  Article.    Eprr. 
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XXIV.  On  the  electric  cvrrents  observed  in  some  metaUife^ 
rous  veins.  By  W.  J.  Henwood,  Esq.  F.  G.  S,  London 
and  Paris.  lion.  M.  Y.  P,  S.,  Assay  Master  of  Tin^  in 
H.  M.  DiLchy  of  Cornwall. 

To  William  Sturgeon,  Esq.  &c.  &c.  &c. 

Sir, 

It  is  my  object  in  the  following  pages  to  describe  briefly 
the  geological  features  of  the  district  (Cornwall)  in  which 
most  of  the  experiments  on  this  subject  have  been  made,  the 
method  of  observing  which  has  been  pursued,  the  results  ob- 
tained, to  enquire  into  the  probable  causes  of  the  currents 
observed,  and  to  examine  whether  the  theories  which  have 
been  erected  on  them  be  well  founded. 

The  discovery  of  electric  currents  in  some  of  the  metalli- 
ferous veins  of  Cornwall,  is  weU  known  to  have  been  made 
by  Mr  Fox  (PAz7.  TVaw*.  1830,  p.399.);  it  was  soon  followed 
bv  a  beautiful  experiment  of  Mr.  Barlow's,  in  which  the 
pnenomena  of  the  dip  of  the  magnetic  needle  were  well  ap- 
proximated, by  suspending  a  magnetized  bar  over  various 
parts  of  a  hollow  globe,  around  which  voltaic  electricity  cir- 
culated through  wires  of  copper  placed  in  the  parallels  of 
latitude  (Phil.  Trans.  1831,  p.  99).  These  discoveries  must 
have  been  regarded  as  very  confirmatory  of  M.  Ampere's 
theory  of  the  electric  origin  of  terrestrial  magnetism. 

The  mineral  veins  of  Cornwall  traverse  both  the  granite 
and  slate  rocks  without  interruption ;  they  are  highly  inclined 
tabular  masses  of  great  extent;  on  a  small  scale,  exhibiting 
numerous  curves  and  irregularities,  both  in  direction  and  dip, 
with  very  variable  breadths ;  but  on  a  large  view  having  an 
approximation  to  rectilinearity.  Their  composition  is  chiefly 
quartz  with  other  earthy  minerals,  in  many  places  mixed  with 
metallic  substances,  viz.  copper  and  iron  pyrite^  vitreous 
copper  ore,  oxide  of  tin,  blende,  galena,  with  admixtures  of 
small  quantities  of  other  minerals;  as  native  copper,  red 
oxide,  carbonates  of  copper,  salts  of  lead,  &c.;  all  frequently 
so  intimately  and  indiscriminately  mixed  (mechanically)  with 
the  rock-contents  of  the  vein,  that  their  separation  is  among 
the  most  difficult  and  expensive  of  our  mining  operations. 

These  irregularly  distributed  masses,  veins,  granules, 
crystals,  and  other  forms  of  the  ores,  have  usually  a  prevail- 
ing dip  longitudinally  through  the  vein  itself  fstuts  or  shoots  J  ^ 
and  this  is  almost  universally  yVom  the  granite  and  towarcU 
the  slate,  whichever  of  them  may  be  the  containing  rock.   It 
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is  also  most  commonly  the  case  that  the  vitreous  copper  ore 
occurs  in  those  parts  of  veins  which  are  in  the  granite^  and  in 
the  massive  slate  rocks  (greenstones)  contiguoiM  to  it ;  whilst 
the  copper  pyrites  more  usually  occurs  in  the  lodes  when  in 
the  shistose  members  of  the  slate  series ;  not  however  without 
many  exceptions  to  both. 

Tin  ores  abound  more  in  the  granitic  than  in  the  slate  dis- 
trictSy  notwithstanding  very  large  quantities  of  it  have  oc- 
curred in  the  latter.  It  is  a  generally  recognized  fact  that 
although  the  most  perpendicular  veins  are  not  always  the 
richest,  yet  the  most  productive  parts  of  a  given  lode  are 
those  nearest  to  perpendicularity. 

It  is  also  true,  but  with  many  exceptions,  that  in  paraUel 
lodes  the  ores  generally  occur  near  the  same  N.  and  S.  line. 
The  same  vein  is,  however,  seldom  productive  in  both  granite 
and  slate;  notwithstanding  parallel  veins  are  often  rich  in 
similar  ores  in  different  rocks;  thus  the  veins  of  Wheal  Vor 
and  Great  Work  mines  are  worked  in  both  granite  and  slate, 
but  the  former  is  productive  in  the  last  mentioned  rock,  and 
tiie  latter  mine  in  the  first  named.  Again,  the  copper 
ore  at  Tresavean  is  all  in  granite,  whilst  in  the  parallel  veins 
of  the  adjacent  United,  Wheel  Squire,  and  Ting  Tang  mines, 
it  is  entirely  in  slate. 

The  general  direction  of  the  principal  metalliferous  veins 
is  about  K  and  W.  (magnetic),  but  there  is  a  second  series, 
the  contra  lodes y  bearing  about  N.  W.  and  S.  E.  Both  these 
systems  are  usu^y  intersected  and  often  dislocated /^^aaree/ J 
by  a  third  series,  the  cross  courses,  which  strike  about  K. 
and  S.  The  dip  will,  of  course,  in  either  case,  be  at  right 
angles  to  the  direction,  but  sometimes  to  one  side,  and  at 
others  to  the  other ;  the  lodes,  for  example,  sometimes  dip- 
ping to  the  N,  sometimes  to  the  S.  The  directions  more  or 
less  coincide  with  the  lines  of  symmetrical  structure,  by  which 
both  series  of  rocks  aie  divided. 

llier#is,  however,  one  rather  extensive  district,  that  of  Saint 
Just,  in  Cornwall,  in  which  the  metalliferous  veins  bear 
about  N.  and  S.  and  the  cross^courses  (guides)  about  N.  E. 
and  S.  W. 

The  extensive  mining  operations  in  this  County  afford  excel- 
lent opportunities  for  examining  the  subterranean  tempera- 
ture. I*rom  an  extensive  series  of  observations  I  have  satisfied 
myself  thatat  all  depths  yet  attained  here,  theslate  rocks  are  on 
an  average  from  two  to  three  degrees  warmer  than  the  granite 
at  the  same  leval.  (Records  of  General  Science  IV.  198.^ 

Of  the  mineral  contents  of  the  water  from  some  of  the 
minesy  Mr.  Fox  says,  f Cornwall  GeoL  frans.lll,p.dS3.J 
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'^  I  have  exaamined  the  water  from  the  bottom  of  several  deep 
mines>  and  find  it  generally  to  contain  very  little  foreign  mat* 
ter,  not  exceeding  one  to  five  or  six  grains  .in  a  pint.  Its 
relative  purity  seems  to  have  no  reference  to  the  temperature^ 
or  the  depth  of  the  mines ;  for  instance^  the  deposit  from  the 
water,  taken  from  the  two  deepest  mines  in  this  County,  (each 
nearly  250  fathoms  deep)  Dolcoath  and  Huel  Abraham,  after 
evaporation,  did  not  in  either  case,  exceed  two  grains  from  a 
pint.  On  the  other  hand,  the  water  from  the  Consolidated 
mines,  when  evaporated,  left  ten  grains  of  residuum  from  a 

?int ;  from  Hue!  Unity,  sixteen  grains ;  from  one  shaft  of 
^oldice,  nineteen  grains  ;  and  from  another,  ninety-two  grains 
frt)m  the  same  quantity. 

^'  The  muriatic  salts,  especially  of  lime,  were  most  abun* 
dant;  but  in  some  instances  I  have  detected  common  salt,  par- 
ticularly in  the  water  from  the  bottom  of  the  United  Mines, 
the  Consolidated  Mines,  Huel  Unity,  and  Poldice,  Out  of 
the  92  grains  of  residuum  from  the  latter,  as  mentioned  above, 
24  grains  proved  to  be  muriate  of  soda,  52  grains  of  the  mu- 
riate of  lime  and  magnesia,  and  the  remainder,  muriatic  acid 
with  iron,  and  sulphate  of  lime.  The  water  from  another 
part  of  the  same  mine  contained  5*5  grains  of  common  salt. 
All  these  mines  are  in  killas,  or  primitive  slate,  and  several 
miles  distant  from  the  sea;"  (excepting  Dolcoath  and  Huel 
Unity,  which  are  worked  both  in  granite  and  slate). 

This  terminates  the  brief  notice  of  the  geological  features 
of  the  district,  and  its  other  subterranean  phenomena  bearing 
on  our  investigations. 

The  mode  of  experiment  pursued  was  by  pressing  plates  of 
sheet  copper,  of  about  18  or  20  inches  long,  and  from  3  to  4 
inches  wide,  closely  against  such  portions  of  the  metallic 
contents  of  the  vein  as  were  thought  proper  for  examination. 
To  each  of  these  plates  a  copper  ^re  of  0*05  inch  in  diameter 
was  connected  by  closely  twisting  it  round;  the  opposite  ends 
of  each  wire  being  connected  in  the  usual  manner  with  a  gal- 
vanometer. In  some  cases  but  a  few  feet  of  wire  were 
required  to  connect  the  stations;  in  others,  many  (in  one 
instance  six  hundred)  fathoms  were  employed.  In  many 
instances  the  points  were  situated  at  the  same  depth,  on  a 
continuous  vein ;  in  others,  still  at  an  uniform  depth,  and  on 
the  same  vein»  but  on  opposite  sides  of  a  cross-course  dislo- 
cating (heaving  J  the  vein ;  in  some,  too,  the  stations  were  at 
the  same  level,  but  on  different  veins;  whilst  there  were  many 
occasions  in  which  the  same  vein,  and  others^n  which  dififer- 
ent  veins,  at  different  depths  were  connected,  through  the 
galvanometer.    The  experiments  have  been  made  on  metal- 
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liferous  veins  bearing  E.  and  W.,  N.£.>  and  S.W.^  and 
N.andS. 

l^he  restdts  obtained  were  much  the  same,  whatever  were 
the  directions  of  the  veins.  In  all  those  producing  tin  ore 
alone,  in  many  which  afford  copper,  and  in  most  cases  where 
there  was  a  continuous  mass  of  copper  ore  between  the  points 
examined,  no  electricity  was  detected.  In  some  instances, 
however,  where  all  the  intervening  space  consisted  of  rich 
copper  ore,  most  energetic  action  was  detected.  The  general 
fact,  however,  appeared  to  be,  that  in  such  cases  the  currents 
were  most  feeble,  and  where  the  continuity  of  a  mass  of  ore 
was  broken,  either  by  an  unproductive  part  of  the  lode  itself, 
or  by  a  cross-course,  the  currents  were  greatest.  Copper 
pyrites,  vitreous  copper  ore,  black  copper  ore,  galena,  and 
blende,  were  among  the  contents  of  the  veins  in  which  the 
largest  development  of  electricity  obtained.  But  it  is  in  the 
metcdlic  parts  of  the  veins  alone,  in  which  these  currents 
have  been  detected;  for,  nottoithstanding  the  same  means 
were  employed,  both  on  the  earthy  contents  of  the  lodes  and 
ON  THE  ROCKS  THEMSELVES,  (as  in  the  tin  veins)  no  trace  of 
electricity  has  in  any  one  case  been  discovered  in  either  of 
them. 

The  lead  veins  in  the  carboniferous  limestone  of  North 
Wales,  were  also  found  by  Mr.  Fox,  f  Cornwall  Oeol.  Trans. 
IV.  23.  J  destitute  of  electric  currents.  Herr  Von  Strombeck 
has  repeated  the  experiments  in  some  E.  and  W.  veins,  tra- 
versing the  clay  state,  and  Granwacke  slate  near  St.  Goar  on 
the  Rhine;  the  contents  of  one  vein  were  copper  pyrites,  grey 
copper  ore,  and  galena;  and  of  the  other  carbonate  andphos- 
pate  of  lead,  grey  copper  ore,  brown  iron  ore,  and  a  little 
blende,  spathose  iron,  and  galena.  In  neither  case  how- 
ever, could  he  detect  traces  of  electricity.  ( Archivfur  min^ 
ercUogie,  Sfc.  Von  Karsten  VI,  431,  and  Bulletin  de  la 
Societe  Geologique  de  France  V.  53.^ 

In  his  announcement  of  the  discovery  Mr.  Fox  said,  (Phil. 
Trans.  1830,  p  399^  "  the  direction  of  the  positive  electricity 
was  in  some  cases  from  East  to  West,  and  in  others  from 
West  to  East;  and  when  parallel  veins  were  compared,  its 
general  tendency  was,  I  think,  from  North  to  South,  though 
in  several  instances  it  was  the  reverse.  In  veins  having  an 
underlie  towards  the  North,  the  East  was  commonly  positive 
with  respect  to  the  West ;  but  in  veins  dipping  towards  the 
South,  the  contrary  was  observed,  with  one  exception  only, 
and  that  under  rather  unusual  circumstances.  In  comparing 
the  relative  states  of  veins  at  different  depths,  the  lower  sta- 
tions appeared  to  be  negative  to  the  upper :  but  exceptions 
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sometimes  occurred  when  a  cross  vein  of  quartz  or  clay  inter- 
vened between  the  pldtes,  and  the  higher  one  was  on  the 
negative  side  with  respect  to  horizontal  currents." 

I  had  the  honour  to  assist  Mr.  Fox  in  the  first  experiment 
instituted,  and  of  making  many  of  those  detailed  in  his  first 
paper  on  the  subject,  as  he  mentions ;  I  have  subsequently 
extended  them  to  mines  in  all  parts  of  Cornwall,  making  in 
all  57  difierent  series  of  observations,  of  which  45  were  either 
altogether  or  in  part  conducted  by  me :  and  the  following  is  a 
brief  generalization  of  many  of  the  results. 

Direction  of  Ele^'^tric  Current  and 
No.  of  ObsenratioDS. 


Direction  of  Vein. 

Dip. 

Eafit  and  West 

North 

Ditto 

Ditto 

Ditto 

South 

Ditto 

Ditto 

North-west  and  South-east 

South-west* 

Ditro 

Ditto 

North  and  South 

East 

Ditto 

Ditto 

Ditto 

West 

East  to  West 18 

West  to  East 6 

East  to  West 1 

West  to  East 36 

North-west  and  South-east  1 

South-east  to  North-west  .  8 

North  to  South      ....  I 

South  to  North     ....  3 

North  to  SouUi     ...»  1 

when  points  at  different  depths  were. connected,  in  13  cases 
the  currents  were  upward;  and  in  35  downward. 

In  36  experiments  the  direction  has  been  towards  ;  and  in 
2\from  the  granite. 

The  causes  exciting  the  currents  will  be  our  next  object 
of  enquiry. 

In  the  Reports  of  the  British  Association  (III. />.  118.) 
Mr.  Christie  has  made  an  objection  to  the  conclusions  drawn 
by  Mr.  Fox,  which  I  had  previously  often  urged  on  that  gentle- 
man, viz.,  that  the  wires  employed,  might  by  contact  with  the 
ores,  have  generated  the  currents  observed.  Mr.  Fox  has, 
however,  entirely  obviated  it,  by  a  very  well  contrived  expe- 
riment, in  which  the  copper  plates  were  sometimes  alternately 
employed  with  others  of  zinc,  and  in  some  instances  zinc 
alone  were  used :  the  directions  of  the  currents  were  the  same 
in  all  cases.     (ReportSy  Brit,  Assoc.  IV.  572.^ 

But  two  opinions  have,  so  far  as  I  know,  been  yet  formed 
as  to  the  origin  of  these  currents,  one,  that  they  are  thermo- 
electric ;  the  other,  voltaic.  Both  these  were  alluded  to,  by 
Mr.  Fox,  who  however,  now  seems  to  prefer  the  latter,  and 
this  also  appears  to  be  the  opinion  of  Strombeck.  If  voltaic ^ 
they  must,  of  course,  be  accompanied  by  chemical  decompo- 
sitions ;  what  substances^  then,  undergo  these  charges  under 

*  There  have  been  no  observations  on  any  of  this  class  having  a 
North-easterly  dip. 
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ground?  Our  iron  pyrites  is  a  bi-sulphuret  and  very  little 
liable  to  decompose  under  ordinary  circumstances;  and  if 
oxygen  were  obtained  for  the  purpose  we  should  still  have  an 
excess  of  sulphur  to  dispose  of,  of  which  we  find  no  trace  in 
our  veins.  The  ores  of  copper,  zinc,  &c.,  it  may  be  said,  are 
changing  their  forms ;  why  then,  when  broken  out  of  the  lodes 
are  they  so  constantly  ^'unsullied  and  bright?"  We  should 
have  expected  that  decompositions  generating  such  enormous 
quantities  of  electricity,  would  have  producea  a  more  visible 
effect  on  their  surfaces. 

But  we  have  seen  that  sulphuric  salts  have  not  been  detected 
in  the  mineral  waters  of  Cornwall ;  and  whoever  has  descended 
into  the  mines  has  never  been  struck  by  the  chemical 
changes  going  on ;  the  sulphate  of  copper  which  in  such  a  case 
should  have  been  an  abundant  product,  is  scarcely  ever  met 
with.  It  is  true  that  atmospheric  influence,  aided  by  the  per- 
colating water,  and  a  rather  elevated  temperature,  would 
probably  induce  many  chemical  changes,  but  where  is  the 
evidence  of  their  progress  ? 

As  a  greater  development  of  voltaic  electricity  would  accom- 
pany, an  elevation  of  temperature,*  and  as  the  heat  increases 
as  we  descend,  it  would  follow  that  the  most  deeply  seated 
currents  should  be  the  most  energetic,  but  nothing  of  the 
kind  occurs. 

We  are  also  in  the  dark  as  to  the  mineral  contents  of  the 
water  in  different  rocks,  and  it  certainly  appears  that  no  gene- 
ral law  regulating  their  existence  and  nature,  has  yet  been 
discovered. 

It  has,  however,  been  shown  that  the  various  ores  of  copper 
are  commonly  contained  in  rocks  of  different  characters,  and 
this  would  indicate  the  probability  of  electric  currents  being 
excited,  even  if  the  liquid  be  the  same  in  both  cases. 

All  metals  and  many  ores,  among  the  latter  the  sulphurets 
of  copper  and  lead,  and  iron  pyrites,  when  unequally  heated, 
are  traversed  by  currents  of  electricity  of  very  low  intensity, 
although  in  considerable  quantity. 

In  a  communication  to  the  Royal  Geological  Society  of 
Cornwall,  in  18M,  Mr.  Fox  states,  that  when  heated,  copper 
pyrites  was  positive  both  to  purple  and  vitreous  copper  ore,  to 
galena,  and  to  iron  pyrites ;  also  that  elevation  of  temperature, 
induces  positive  electricity  in  the  sulphurets  of  copper  and 
lead,  but  negative  in  iron  pyrites. 

It  is  well  known  '^  that  foreign  metals  brought  into  contact 

«  Faraday,  3d.  series,  Phil.  Mag.  VI.,  414. 
J^o.  2,  January  1837.  K 


130      Mr.  Henwood^  on  the  electric  currents  observed 

with  a  homogeneous  circuit  near  the  point  of  heat,  participate 
in  the  action,  and  tend  to  determine  the  current."  (Prideaitx 
Phil.  Mag.,  3rf.  series,  1833,  III.  p.  2TZj  Seeing  the 
complicated  results,  obtaining  when  a  few  metals  only  are 
employed,  could  we  expect  simplicity  where  so  many  more 
elements  enter  our  circuit? 

We  have  seen  that  the  contents  of  our  veins  consist  of 
several  ores  of  many  metals:  who  would  venture  to  predict 
the  direction  of  a  thermo-electric  current  excited  in  such  a 
mass,  the  elements  varying  in  the  numbers,  magnitudes,  and 
directions  of  their  masses ;  in  some  places  connected,  in  others 
disjoined;  here,  mixed;  there,  separate;  in  one  spot,  coinci- 
dent; in  another,  opposing;  parallel,  in  some  situations; 
transverse,  in  others  ?  It  is  obvious  that  the  higher  tempe- 
rature of  the  slate,  than  of  the  granite,  and^of  masses  of  ore 
dipping  from  the  latter  towards  the  former,  are  highly  favour- 
able conditions  for  the  development  of  thermo-electricity ; 
and  in  order  to  see  how  it  accords  with  facts,  we  will  assume 
a  case  which  shall  involve  them  all. 

Suppose  a  mass  of  copper  ore  originating  near  the  surface 
in  slate,  to  be  prolonged  in  extent  to,  or  into,  the  granite;  the 
upper  portion  would  probably  be  copper  pytites,  the  lower, 
vitreous  copper  ore.  On  a  given  horizontal  line,  we  shall 
then  have  the  positive  ore  (the  pyrites)  in  the  warmer  rock, 
and  the  negative  (vitreous)  in  the  colder;  and  the  same 
result  will  obtain,  whether  each  ore  singly  had  been  une^ 
qually  heated,  or  whether  both  are  in  contact  at  the  same 
temperature.  In  either  case  a  current  would  be  determined 
towards  the  granite. 

If,  however,  we  take  a  vertical  line,  our  conditions  are  dif- 
ferent ;  for  here,  if  the  points  be  distant,  the  higher  tem^ 
perature  of  the  vitreous  copper  ore  may  render  it  positive  to 
the  copper  pyrites.  In  some  cases,  it  is  obvious,  oifferences 
of  depth  may  compensate  for  the  natural  inequality  of  tempe- 
rature between  the  granite  and  slate,  and  thus  currents  may 
be  excited  in  contrary  directions  to  those  which  would  obtain, 
if  both  ores  were  equally  heated  in  contact,  or  if  the  pyrites 
were  warmer  than  the  vitreous  copper.  It  is  evident 
too,  that  in  many  cases  **  foreign  ores*'  may  determine  the 
directions  of  the  currents;  and  that  minor  circuits  may  neu- 
tralize each  other. 

It  is  hopeless  to  search  for  any  relation  between  the  direc- 
tions of  the  currents  and  the  points  of  experiments ;  for  these, 
although  partaking  of  the  natural  temperature  of  the  spot, 
are  constantly  modified  by  the  combustion  of  candles  and 
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gunpowder^  the  presence  of  workmen,  and  the  circulation  of 
air  from  other  parts  of  the  excavations,  to  all  which  influences 
the  outer  film  of  ore  must  be  very  obedient. 

The  exciting  differences  of  temperature  must  be  sought  in 
the  mean  temperatures  of  the  sums  of  the  masses  under  ex- 
periment; and  to  them  our  observations  being  but  approxi- 
mations can  be  but  imperfect  indices. 

The  last  division  of  our  subject  relates  to  the  opinions 
which  are  supposed  to  be  supported  by  these  experiments, 
and  the  theory  which  has  been  founded  on  them. 

Taken  in  conjunction  with  the  beautiful  experiment  of  Mr. 
Barlow,  they  would  prima /acie  be  thought  confirmatory  of 
the  opinion  that  terrestrial  magnetism  is  of  electric  origin. 
But  it  has  been  shown  that  these  currents  have  no  uniformity 
of  direction,  even  in  parallel  veins ;  and  that  they  exist  of 
equal  force  in  veins  bearing  N.W.  and  S.  E.  and  N.  and  S. 
as  in  those  having  an  E.  and  W.  direction ;  remembering, 
too,  that  we  are  entitled  to  speak  with  but  little  certainty  of 
Cornwall,  whilst  of  all  other  parts  of  the  world  we  can  yet  but 
guess. 

If  the  electrical  currents  yet  discovered  have  any  effect  on 
a  magnetized  bar  freely  suspended,  they  would  of  course  stand 
at  some  angle  to  each  other;  in  the  mines  of  St.  Just,  how- 
ever, the  currents  are  parallel  to  the  magnetic  meridian. 

But  the  discovery  of  electric  currents  in  the  present  con* 
tents  of  our  veins  has  been  made  use  of  as  a  foundation  for  a 
theory  of  the  origin  of  the  veins  themselves.  Professor 
Sedgwick,  in  one  of  his  eloquent  and  admirable  addresses  to 
the  Geological  Society,  says,  "  After  the  important  experi- 
ments of  Mr.  Fox,  there  can,  I  think,  be  no  doubt  that  the 
great  vertical  dykes  of  metallic  ore  which  rake  through  so 
many  portions  of  the  County,  owe  their  existence,  at  least  in 
part,  to  some  grand  development  of  electro-chemical  power.'* 

I  confess  I  see  nothing  in  the  experiments  to  bear  up  such 
an  opinion,  which  would  surely  derive  much  stronger  support 
from  the  observations  of  M.  Beequerel,  which  had  then  been 
some  years  before  the  world. 

This  most  original  and  ingenious  experimenter,  by  the  use 
of  a  curved  glass  tube,  divided  at  the  turned  part  by  a  bit  of 
moist  clay,  and  filling  each  leg  of  it  with  a  solution  of  a  differ- 
ent substwce,  which  he  connected  by  a  piece  of  wire,  obtain- 
ed crystals  of  metallic  copper,  red  oxide  of  copper,  and 
vitreous  copper;  metallic  silver,  sulphuret  of  silver,  galena, 
Sttlphuret  of  antimony,  and  many  other  substances^  the 
agency  being  the  electricity  developed  by  the  solutions  alone. 

The  theory  which  Mr.  tox  has  recently  brought  forward, 
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assumes  the  previous  existence  of  fissures  in  the  strata,  which 
are  subsequently  gradually  opened;  the  contents  of  the  fissures 
he  imagines  to  have  been  deposited  by  electric  currents  gene- 
rated by  the  action  of  saline  solutions  on  the  rock  masses. 

The  opinion  of  a  gradual  opening  on  the  line  of  previously 
existing  fissures^  was  propounded  by  Werner;  f  Theory  of 
Mineral  Feins,  English  Translations,  68.  J  and  I  purpose 
the  task  of  examining  whether  it  is  consonant  with  the  phe- 
nomena of  this  County  in  another  place ;  at  present  we  nave 
only  to  deal  with  the  electric  part  of  the  theory. 

The  discovery  of  electric  currents  in  the  present  contents 
of  veins^  appears  to  me  to  have  no  necessary  connexion^  with 
the  mode  of  their  original  deposite ;  and  if  it  had^  there  are 
not  only  no  currents  in  the  tin  lodes,  but  many  of  the  lead 
and  copper  veins  are  equally  destitute  of  them. 

The  direction  of  the  metalliferous  veins  of  St.  Just,  is 
parallel  to  the  magnetic  meridian;  and  in  this  series  the 
i  currents  are  supposed  to  have  acted  in  preference  to  the  line 
of  the  cross  veins  (guides)  which  is  about  N.  E.  and  S.  W.; 
yet  it  is  admitted  that  currents  will  most  readily  pass  at 
right  angles  to  the  magnetic  meridian,  and  this  facility  is 
made  the  reason  for  the  E.  and  W.  and  N.  W.  and  S.  E.  veins 
being  so  filled  in  preference  to  those  bearing  N.  and  S. ;  but 
still  all  the  metalliferous  deposite  are  supposed  to  be  synchro- 
nous. 

Beside  this^  it  must  not  be  forgotten  that  the  magnetic 
variation  is  a  fluctuating  quantity;  andthat^  therefore,  that 
which  is  now  parallel  or  at  right  angles  to  it,  was  not  so^ 
some  time  since,  and  will  not  be  so  a  Tittle  hence. 

One  rock  is  assumed  to  be  positive  and  the  other  negative, 
(Mr.  Fox  has  not  said  which  he  supposes  in  either  state),  and 
thus  one  ore  is  deposited  in  the  granite,  another  in  the  slate. 
We  have  seen  that  in  the  contiguous  mines  of  Huel  Vor, 
and  Ghreat-work,  all  the  tin  ore  in  one  mine  is  in  slate;  and 
all  the  like  ore  in  the  other  is  in  the  opposite  rock;  also  that  in 
Tresavean,  the  copper  ores  are  eUl  in  the  granite,  whilst  in 
the  parallel  veins  of  United  Mines,  Wheal  Squire,  and  Ting 
Tang,  they  are  entirely  in  slate. 

But  we  are  told  by  Mr.  Fox,  that  different  saline  solutions, 
existing  '^  in  the  rocks  are  capable  of  exciting  voltaic  action, 
and  giving  rise  to  voltaic  currents,  even  if  there  were  no  other 
cause  sufficient  to  produce  them."  {"Report  of  a  lecture 
delivered  at  Redruth,  West  Briton,  ^ov.  4, 1836.^ 

I  have  already  stated  that  the  currents  detected  in  veins 
have  been  confined  to  their  metallic  portions  /  and  that  not- 
withstanding the  same  means  were  applied  to  the  rocks,  and 
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the  EARTHY  CONTENTS  OP  THE  VEINS,  NOT  A  TRACE  OF  ELEC- 
TRICITY HAS  YET  BEEN  FOUND  IN  EITHER. 

Mr.  Fox  does  not  allude  to  the  original  locality  of  the 
metals  thus  supposed  to  be  deposited  by  the  currents;  this  is, 
however,  a  very  necessary  point  of  enquiry,  for  they  may  have 
been  beyond  the  reach  of  electricity.  If,  however,  they  are 
supposed  to  have  been  in  solution,  it  is  but  an  obvious  appli- 
cation of  M.  Becquerel's  experiments;  where,  however,  are 
the  solvents  now  ?  If  the  currents  be  assumed  to  have  acted 
IN  the  fissures  only,  what  force  collected  the  matter  which 
was  not  originally  contained  in  them  f 

If  the  force  acted  beyond  the  *fissures,  why  were  not  the 
ores  deposited  out  of  them  f 

I  regard  these  currents  as  merely  local,  originating  pro- 
bably in  inequalities  of  temperature  prevailing  amon^  differ ^ 
ent  ores,  in  various  rocks ,  at  different  depths ;  possibly  also 
in  voltaic  combinations  of  various  metallic  substances.  These 
may  be  adequate  to  the  induction  of  chemical  changes  within 
certain  limits,  but  that  they  perform  any  more  important 
function  in  the  economy  of  nature  I  do  not  believe. 

I  have  the  honour  to  remain. 

Sir, 
Your  very  faithful  humble  servant, 

W.  J.  KENWOOD. 
4y  Clarence  Street,  Penzance, 
December  6,  1836. 

P.  S.  It  is  still  an  object  to  be  determined  by  experiment, 
whether  these  currents  have  any  decomposing,  or  heating 
power,  or  whether  they  will  yield  a  spark ;  I  have  lon^  con- 
templated making  the  examination,  but  have  been  hitherto 
prevented  by  more  pressing  occupations. 


\ 


XXV.     Experiments  illustrative  of  the  iitfluence  of  Voltaic 
Electricity  on  Copper  Pyrites.   By  R.  Wear  Fox,  Esq.* 

A,  fig.  33,  Plate  V.,  may  represent  a  trough  of  wood  or  earth- 
enware :  b,  a  mass  or  wall  of  moistened  cla^  firmly  pressed 
down,  and  dividingthe  trough  into  two  water-tight  cells  or  com- 

*  The  experiment  here  described  is  that  which  excited  such 
intense  interest  at  the  Bristol  Meeting  of  the  British  Association. 
The  description  has  been  politely  conimanicated  to  us  by  Mr.  Fox, 
at  our  particular  request.  This  interesting  experiment  harinjg 
been  so  variously  reported  in  different  Journals,  we  were  certain 
that  a  correct  description  of  it,  direct  from  its  Author,  would  be 
very  acceptable  to  our  readers.    Edit. 
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partments ;  c,  a  piece  of  the  native  yellow  or  'bisulpharet  of 
copper  in  a  solution  of  sulphate  of  copper ;  z,  a  zinc  plate  in 
water ^  and  connected  with  the  copper  ore  c,  by  means  of  the 
copper  wire  e. 

in  a  very  short  time  the  yellow  copper  ore  became  beauti- 
fully iridescent,  resembling  the  "peacock"  copper  ore  of  the 
miners.  It  afterwards  seemed  to  pass  into  the  purple  ore, 
(Buntkupfererz)  and  ultimately  into  the  grey  copper  ore. 
This  change  was  not  merely  superficial,  but  penetrated  to  some 
little  depth  under  the  surface  when  left  in  action  for  some  time, 
perhaps  two  or  three  weeks.  Metallic  copper  in  brilliant 
crystals,  (mostly  octohedrons)  was  depositeu  on  the  ore,  care 
having  been  taken  to  throw  into  the  cell  pieces  of  sulphate  of 
copper  from  time  to  time  as  it  seemed  to  be  required.  It 
appears  that  one  portion  of  the  sulphur  becomes  combined 
with  the  oxys^en  of  the  oxide  of  copper  in  solution,  forming 
sulphuric  acia,  which  passes  through  the  clay  and  combines 
with  the  zinc.  I  have  also  substituted  forthe  zinc  a  piece  of 
grey  copper  ore,  and  found  that  grey  and  yellow  copper  ore 
acted  upon  each  other  with  sufficient  energy  to  change  the 
surface  of  the  latter  into  grey  copper  ore,  and  to  deposit  some 
metallic  copper  upon  it.  When  these  ores,  (the  grey  and  the 
yellow  sulphuret  of  copper)  are  separated  merely  by  clay, 
moistened  with  water  taken  from  a  mine,  a  galvanometer  wUl 
show  that  there  is  a  decided  voltaic  action  between  them. 
These  experiments  owe  their  chief  interest  to  the  circumstance 
of  their  bearing  on  some  phenomena  which  our  copper  veins 
present ;  such,  for  instance,  as  the  occurrence  of  metallic  cop- 
per frequently  in  contact  with  grey  or  black  ore,  and  not  with 
yellow  copper  ore ;  and  also  of  grey  ore  being  usually  found 
nearer  the  surface  than  yellow;  and  likewise  in  or  near  cross^ 
courses  and  situations  in  which  it  may  have  been  most  exposed 
to  the  action  of  water,  and  the  saline  matter  which  it  may 
have  contained. 

I  have  likewise  found  that  when  the  muriate  of  tin  is  sub- 
mitted to  voltaic  action,  a  portion  of  it  is  collected  in  the  state 
of  a  peroxide  at  the  positive  pole ;  whilst  another  portion 
appears  in  a  metallic  state  at  the  negative  pole.  This  experi- 
ment appears  to  explain  why  we  find  tin  and  copper  ore  gene- 
rally so  distinct  from  each  other,  in  opposite  parts  of  the 
same  vein,  or  in  different  veins,  and  very  often  one  of  these 
metals  is  found  in  a  vein  whilst  traversing  granite^  and  the 
other  whilst  it  traverses  ^^killas" 

*  I  at  first  used  a  little  Bulphuric  acid  with  the  water,  but  the 
latter  only  will  answer  well. 
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XXVI.  A  brief  Account  of  a  Visit  to  Andrew  Crosse,  Esq. 
of  Broomfield,  on  the  Quantock  Hills,  Somersetshire,  in 
September,  1836,  communicated  by  SirRichard  Phillips 
to  Dr.  Mantell,  oU  Brighton,  and  read  at  the  Conversa- 
zione  of  the  Mantellean  museum,  Tuesday,  Sept.  20. 
Corrected  and  enlarged  by  the  Author  for  the  Annals  of 
Electricity. 

While  hundreds  as  well  as  myself  were  listening  in  the 
Geological  Section,  at  Bristol,  to  the  manly  eloquence  of 
Dr.  Buckland,  the  pure  intelligence  of  Professors  Sedgwick 
and  Phillips,  the  elaborations  of  President  Murchison,  the 
shrewd  reasoning  of  M.  de  la  Beche,  and  the  honest  enthu- 
siasm of  Mr.  Conybeare,  we  were  further  amused  by  a  very 
original  experiment  of  Mr.  Fox,t  of  Penzance,  in  which,  by 
galvanic  action,  he  had  in  twenty-four  hours  converted  one 
state  of  copper  into  another  state,  by  an  extemporaneous 
apparatus  in  a  blacking  pot ;  and  we  were  then  surprised  by 
an  observation  of  Dr.  Buckland,  that  he  had  now  to  introduce 
to  the  section  a  philosopher  who  had  made  great  discoveries 
by  the  use  of  a  brick  with  a  hole  in  it,  immersed  in  a  pail  of 
water. 

Mr.  Crosse  then  presented  himself,  and  after  laughing  at 
the  Doctor's  description  of  his  apparatus,  began  a  modest  and 
unprepared  account  of  the  results  of  his  experiments  on  the 
conversion  and  production  of  mineral  substances,  in  which  he 
had  been  engaged  many  years.  He  stated  that  he  had  ex- 
tensive voltaic  batteries  at  work,  by  which  he  had  formed 
qpartz,  arragonite,  malachite,  &c. ;  but  that,  as  such  forma- 
tions were  slowly  produced,  so  he  had  latterly  used  no  acid  in 
his  combinations,  but  only  pure  water.  He  detailed  various 
results  of  different  experiments,  some  successful  and  some 
failures,  and  in  his  impassioned  descriptions  of  the  latter  he 
created  much  merriment. 

The  most  lively  bursts  of  satisfaction  proceeded  from  all 
who  were  present  during  these  details;  and  Professor  Sedgwick 
then  announced  his  recognition  of  Mr.  Crosse,  as  an  electri- 
cian, the  magnitude  of  whose  experiments  had  surprised  him 
during  a  mineralogical  excursion  in  the  Quantock  Hills  about 
seventeen  years  before. 

All  that  passed,  as  well  as  the  rustic  appearance  and  man- 
ners of  Mr.  Crosse,  created  an  opinion  that  he  was  a  very 
obscure  individual,  who,  in  an  original  and  untaught  manner, 

f  See  Mr.  Fox's  description  of  his  interesiiDg  experiments.    Eorr. 
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had  puriaed  the  suhjects  of  electridty  and  galvanism  with 
the  limited  views  of  his  class  of  experimenters.  Neverthe- 
less^ he  gave  a  general  invitation  to  all  who  chose  to  visit  his 
retreat  in  the  Quantock  Hills,  and  expressed  his  readiness  to 
show  them  his  apparatus^  and  the  present  state  of  his  experi- 
ments. 

The  originality  of  the  circumstances  determined  me  at 
once  to  accept  his  invitation,  and  the  day  after  that  on  which 
the  business  of  the  association  was  finished,  I  proceeded  to 
Bridgewater,  from  which  Broomfield  is  distant  about  eight 
miles  in  the  hill  country. 

In  my  route  I  could  not  avoid  turning  my  attention  to  those 
phenomena  of  atoms  which  result  from  the  disturbance  or  ex- 
citement called  electric,  and  from  their  restoration  to  their 
usual  fit  state  of  co-existence,  with  a  force  equal  to  the  excit- 
ing force,  but  capable  of  condensation  into  burning  and  dis- 
persing points. 

Since  I  experimented  with  electricity,  48,  47,  and  46  years 
ago,  I  have  always  regarded  it  as  a  mechanico-chemical  dis- 
turbance of  the  atoms  previously  combined  in  Jit  and  neces^ 
sary  relations  in  an  electric  stratum  or  space,  when  bounded 
or  stopped  by  a  surface  which  is  a  non-electric.  I  regarded 
the  atoms  so  electrically  arranged  as  the  same  atoms  which, 
under  other  modes  of  excitement,  produce  tones  in  music  or 
colours  of  light. 

It  would  seem  as  though  every  condensation  of  oxygen  by 
heat  or  otherwise  (for  oxygen  seems  always  to  follow  motion 
or  heat)  creates  a  necessary  flow  of  hydrogen  to  the  opposite 
part ;  for  in  combustion  we  use  materials  that  afford  a  supply 
of  hydrogen,  and  therefore  every  example  of  flame  may  be 
deemed  only  a  variety  of  the  electric  spark.  We  may,  how- 
ever, reason  conversely  on  the  same  principle  of  necessary 
equilibrium ;  for  as  the  force  of  union  is  reciprocal,  we  may 
have  flame  by  raising  the  hydrogen  of  a  combustible  into  gas, 
and  then  imagine  a  necessary  flow  of  oxygen  as  the  cause  of 
flame  or  sparks,  by  its  union,  fixation,  and  reduction  of  volume. 

In  philosophizing  on  these  atomic  subjects,  we  must  remem- 
ber that  atoms  of  gases,  as  such,  have  motions  and  forces  of 
their  own,  nearly  or  quite  independent  of  the  diagonal  accele- 
rations of  the  two  terrestrial  motions  called  weight — ^that  so- 
lids, chiefly  afiected  by  the  last,  are  patients  of  actions  and 
re-actions  of  atoms  only  as  they  obstruct,  or,  in  constituents, 
sympathize.  In  varied  circumstances,  we  may  then  solve 
mysteries  which  otherwise  resemble  caprices  of  flirtation. 
Metals  in  general  seem  impervious  to  these  atomic  actions :. 
and  the  father  of  metals,  either  in  its  structure  or  atmosphere. 
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eiLhibits,  in  connection  with  its  weight,  a  complexity  of  ap- 
pearances solvable  only  on  principles  of  analogy. 

In  accordance  with  these  views  of  the  subject,  we  see  why, 
in  ev^7  case  of  electrical  display  or  action,  positive  and  ne- 
gative most  always  exist  together — ^why  electricity  must  al- 
ways be  thought  of  as  a  combination  of  positive  and  negative 
— why  it  is  a  solecism  to  speak  of  electricity  as  connected 
positively  or  negatively  with  any  single  body — and,  in  a  word, 
why,  if  we  think  at  aU,  or  know  the  letter  A  in  the  alphabet 
of  its  science,  we  can  in  no  way  contemplate  it  but  as  a  com- 
bined whole  in  its  positive  end  or  side,  and  in  its  negative  end 
or  side.  In  this  view  the  wonder  about  distant  induction 
within  disturbed  electrics,  ceases* 

An  electric,  as  air,  glass,  &c.,  is  a  space  containing  the 
elementary  atoms  susceptible  of  separation,  and  of  becoming 
by  the  separation  capable  of  displaying  contrasted  action  on 
its  two  sides.  A  non-electric  is  a  body  whose  elements 
cannot  be  separated  by  this  mode  of  action;  and  it  is  there- 
fore, as  it  is  more  or  less  insusceptible,  an  obstructor  or  stop 
to  the  action  in  the  adjoining  electric ;  and  in  that  case  the 
stratum  of  the  electric  is  spread  over  it  by  the  perpendicular 
reaction  of  each  obstructing  surface. 

We  have  now  to  consider  what  takes  place  on  the  restoration 
of  a  volume  of  the  atmosphere  or  electric.  An  undisturbed 
volume  of  atoms  was  previously  combined  with  certain  natu- 
ral fitness  and  force ;  but  in  all  electrical  excitenxjent  the  usual 
arrangements  are  disturbed  by  some  force  which  deran^^es  the 
equilibrium^  and  an  equal  re-acting  force  therefore  exists  be- 
tween the  two  sides  of^a  plate  by  which  they  seek  to  re-unite. 
Hence  the  attractions  and  counter-attractions  of  light  bodies 
between  two  plates  in  contrary  electricities.  When  left  at 
rest,  restoration  is  an  effect  of  the  action  and  re-action  of  the 
surrounding  air  and  the  disturbed  plate.  But  we  more  com- 
monly restore  the  electrical  strata  to  the  equilibrium  of  co- 
mixture,  by  the  direct  communication  of  a  spark  through  a 
projecticm,  which,  in  diminishing  the  distance,  assembles  the 
force  of  an  extended  surface  in  its  diminished  dimensions. 
In  an  electrified  volume  we  may  conceive  of  the  strata  nearly 
as  of  the  strata  of  the  earthy  except  that  in  the  electrified 
strata  there  is  an  active  force  exerting  itself  to  leave  the 
stratified  form  and  return  to  co-mixture. 

But  Mr.  Crosse  works  with  the  voltaic  apparatus,  and  ought 
we  not  rather  to  consider  that  ?  To  this  1  reply^  that  electri- 
city and  galvanism  are  identical,  and  a  confirmation  of  what 
has  been  previously  stated.  We  put  between  plates  of  diffe- 
rent powers  of  oxydation,  acidulous  compounds  with  water — 
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we  get  electrical  action  directly,  as  one  of  the  plates  oxydate» 
for  our  positive  pole ;  and  we  obtain  a  generation  of  hydrogen 
on  the  other  plate  for  the  negative  pole.  The  disturbed  sur- 
feces  are  then  united  by  a  better  continuator  than  the  fluid 
between  the  plates,  and  the  opposite  conditions  proceed  along 
wires  to  restoration.  The  currents,  where  their  proximity 
increases,  then  force  parts  of  bodies  placed  in  their  course, 
each  its  contrary  element,  and  hence  all  the  miracles  of  vol- 
taic poles.  In  general  a  violent  dispersive  power  has  been 
employed,  and  electricians  have  laia  their  glory  in  the  force 
and  despersive  effect  of  their  apparatus ;  but  Mr.  Crosse  has 
had  the  wise  and  modest  ambition  to  employ  a  low  power,  so 
as  in  long  time  to  generate  and  combine  instead  of  destroying 
and  dispersing.  In  this  variation  he  has  happUy  studied  the 
processes  of  nature,  and  has  in  consequence  been  able  to  imi- 
tate them. 

On  reaching  the  handsome  mansion  of  Mr.  Crosse,  situated 
in  an  undulating  park,  studded  with  trees  of  great  bulk  and 
age,  I  was  received  with  much  politeness,  and  found  that  I  was 
the  first  visitor  from  Bristol.  As  I  was  preparing  to  retain 
my  conveyance,  to  convey  me  back  to  Bridgewater,  I  was  re- 
quested to  return  it,  and  pressed  to  stay  to  dinner  and  take  a 
bed.  Breakfast  being  well  served,  Mr.  Crosse  then  conducted 
me  into  a  large  and  lofty  apartment,  built  for  a  music  room, 
with  a  capital  organ  in  the  gallery;  but  I  could  look  at 
nothing  but  the  seven  or  eight  tables  which  filled  the  area  of 
the  room,  covered  with  extensive  voltaic  batteries,  of  all 
forms,  sizes,  and  extents.  They  resembled  battalions  of  sol- 
diers in  exact  rank  and  file,  and  seemed  innumerable.  They 
were  in  many  forms — some  in  porcelain  troughs  of  the  usual 
construction ;  some  like  the  couronnes  des  tosses ;  others 
cylindrical ;  some  in  pairs  of  glass  vessels,  with  double  metallic 
cylinders  beside  them ;  others  of  glass  jars,  with  strips  of 
copper  and  zinc.  Altogether  there  were  1,500  voltaic  flairs 
at  work  in  this  great  room,  and  in  other  rooms  about  500 
more.  There  were,  besides,  other  500  ready  for  new  experi- 
ments. In  all,  2,500  pairs.  It  seemed  like  a  great  magazine 
for  voltaic  purposes ! 

There  are  also  two  large  workshops,  with  furnaces,  tools,  and 
implements  of  all  descriptions,  as  much  as  would  load  two  or 
three  waggons. 

In  the  great  room  there  stands  a  very  large  electrical  ma- 
chine, with  a  20-inch  cylinder,  and  a  smaller  one ;  and  in 
several  cases  were  all  the  apparatus  in  perfect  condition,  which 
are  described  in  the  best  books  on  electricity.  The  prime  con- 
ductor stood  on  glass  legs,  two  feet  high,  and  there  was  a  medi- 
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cal  discliarger  on  a  glass  leg  of  five  feet.  Nothing  could  be  in 
finer  order ^  and  no  private  electrician  in  the  world  could,  per- 
haps, show  a  greater  variety^  both  for  experiments  and  amuse- 
ment. 

Beneath  the  mahogany  cover  of  a  table,  on  which  stood  the 
prime  conductor,  &c.,  was  enclosed  a  magnificent  battery  of 
50  jars,  combining  73  square  feet  of  coating.  Its  construc- 
tion, by  Cuthberston,  was  in  all  respects  most  perfect.  To 
charge  it  required  230  vigorous  turns  of  the  wheels  and  its 
discharge  made  a  report  as  loud  as  a  blunderbuss.  It  fuses 
and  disperses  wires  of  various  metals :  and  the  walls  of  the 
apartment  are  covered  with  framed  impressions  of  radia- 
tions from  the  explosion  taken  at  sundry  periods.  Mr.  Crosse 
Bteuck  one  while  I  was  present,  and  he  has  promised  me  one 
as  an  electrical  curiosity  and  a  memento  of  my  visit. 

But  Mr.  Crosse's  greatest  electrical  curiosity  was  his  appa- 
ratus for  measuring,  collecting,  and  operating  with  atmos- 
Sheric  electricity.  He  collects  it'by  wires,  the  16th  of  an  inch 
iameter,  extended  from  poles  to  poles,  or  from  trees  to  trees 
in  bis  grounds  and  park.  The  wires  are  insulated  by  means  of 
glass  tubes  well  contrived  for  the  purpose.  At  present  he  has 
about  a  quarter  of  a  mile  of  wire  spread  abroad,  and  in  gene* 
ral  about  the  third  of  a  mUe.  A  French  gentleman  had 
reported  to  the  section  at  Bristol  iJtiat  the  wires  extended 
twenty  miles,  filling  the  entire  neighbourhood  with  thunder 
and  lightning,  to  the  great  terror  of  the  peasantry,  who  in 
consequence  left  Mr.  Crosse  in  the  free  enjoyment  of  his  game 
and  rabbits.  This  exaggeration  Mr.  Crosse  laughed  at  most 
heartily,  though  he  acknowledged  that  he  knew  that  no  small 
terror  prevailed  in  regard  to  him  and  his  experiments. 

The  wires  are  connected  with  an  apparatus  in  a  window  of 
his  organ  gallery,  which  may  be  detached  at  pleasure,  when 
too  violent,  by  simply  turning  an  insulated  lever ;  but  in  mo- 
derate strength  it  may  be  conducted  to  a  ball  suspended  over 
the  great  battery,  wmch  being  connected  with  it,  is  charged 
rapidly,  and  is  then  discharged  by  means  of  an  universal  dis- 
charger. He  told  me  that  sometimes  the  current  was  so 
great  as  to  charge  and  discharge  the  great  battery  20  times 
in  aminute,  with  reports  as  loud  as  cannon,  which  being  con- 
thauons  were  so  terrible  to  strangers  that  they  always  fled, 
while  every  one  expected  the  destruction  of  himself  and  pre- 
mises. He  was,  however,  he  said,  used  to  it,  and  knew 
how  to  manage  and  controul  it ;  but  when  it  got  into  a  passion 
he  coolly  turned  his  insulating  lever,  and  conducted  the  light- 
ning into  the  ground.  It  was  a  damp  day,  and  we  regretted 
duit  our  courage  could  not  be  put  to  the  test. 
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Every  thing  about  this  part  of  Mr.  Crosse's  appiffatus  is 
perfect,  and  much  of  it  is  his  own  contrivance,  for  he  is  clever 
in  all  mechanical  arrangements,  and  has  been  unwearied  in 
his  application  almost  night  and  day,  for  30  years  past.  I 
learned,  too,  that  in  the  purchase  and  fitting  of  his  apparatus, 
he  has  expended  nearly  £3000,  although  in  most  cases  he  is 
his  own  manipulator,  carpenter,  smith,  copper-smith,  &c. 

About  12,  Professor  Sedgwick  arrived,  and  in  the  after- 
noon one  or  two  others,  besides  seven  or  eight  gentlemen  of 
the  neighbourhood,  who  had  been  invited  to  meet  us  at  dinner ; 
for  Mr.  Crosse  unites  to  the  rank  of  Esquire  that  of  a  county 
magistrate,  in  the  duties  of  which  he  is  respected  alike  for  his 
humanity  to  the  poor  and  for  his  liberal  opinions  in  politics. 
Mrs.  Crosse  I  had  not  the  pleasure  of  seeing,  one  of  die  sons 
being  ill.  Mr.  Crosse  himself  was  educated  at  Oxford,  and 
his  second  son  holds  the  living  at  Broomfield.  He  is  master 
of  all  his  father's  experiments,  and,  in  spite  of  the  complaints 
of  an  Oxford  education,  I  found  him  to  be  a  very  expert  ma- 
thematician, well  read,  and  variously  accomplished.  At 
seven  o'clock  we  enjoyed  a  dinner  as  well  servefl  as  I  ever 
saw  in  any  state  dinner  in  London,  and  beds  being  reserved 
for  Professor  Sedgwick  and  myself,  we  next  morning  renewed 
our  survey,  previous  to  fresh  arrivals,  and  I  took  notes  of  every 
thing  connected  with  his  aqueous  voltaic  batteries,  in  the  fol- 
lowing order,  errors  excepted  :— 

1.  A  battery  of  100  pairs  of  25  square  inches,  charged 
like  all  the  rest  with  water,  operating  on  cups  containing  loz. 
of  carbonate  of  barytes  and  powdered  sulphate  of  alumine, 
intended  to  form  sulphate  of  barytes  at  the  positive  pole,  and 
crystals  of  alumine  at  the  negative. 

2.  A  battery  of  1 1  cylincmcal  pairs,  12  inches  by  4.  This 
by  operating  six  months  on  fluate  of  silver,  had  produced  large 
hexahedral  crystals  at  the  negative  pole,  and  crystals  of  silica 
and  chalcedony  at  the  positive. 

3.  A  battery  of  100  pairs  of  four  square  inches,  operating 
on  slate  832,  and  platina  3,  to  produce  hexagonal  crystals  at 
the  positive  pole. 

4.  A  battery  of  100  pairs,  5  inches  square,  operating  on 
nitrate  of  silver  and  copper,  to  produce  malachite  at  the  posi- 
tive pole ;  at  the  negative  pole,  crystals  already  appear  with 
decided  angles  and  facets. 

5.  A  battery  of  16  pAurs,  of  2  inches,  in  small  glass  jars> 
acting  on  a  weak  solution  of  nitrate  of  silver,  ana  ahready 
producing  a  compact  vegetation  of  native  silver. 

6.  A  battery,  esteemed  his  best,  of  813  pairs,  5  inches  in- 
sulated on  glass  plates  on  deal  bars,  coated  with  cement,  and 
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80  sli^tly  oxydated  by  water,  as  to  require  cleaning  but  once 
or  twice  a  year  by  pumpiuK  on  them.  I  felt  the  effect  of  458 
pairs  in  careless  order  ana  imperfectly  liquidated,  and  they 
gave  only  some  tingling  of  the  fingers,  but  this  power  in  a 
few  weeks  produces  decided  effects  on  minerals. 

7.  A  battery  of  12  pairs,  25  inches  zinc  and  36  copper, 
charged  two  months  befere  with  water,  and  acting  on  a  solu- 
tion of  nitrate  of  silver,  poured  on  green-bottle  glass  coarsely 
powdered.    It  had  already  produced  a  vegetation  of  silver. 

8.  A  battery  of  129  gaUey-pots,  with  semi-circular  plates 
of  1^  inch  radius,  placed  on  glass  plates,  and  acting  five 
monuis  through  a  small  piece  of  Bridgewater  porous  brick,  on 
a  solution  of  sUex  and  potash.  I  saw  at  the  poles  small  crys- 
tals of  quartz. 

9.  A  battery  of  30  pairs,  similar  to  No.  8.  acting  since 
July  27th,  on  a  mixture,  in  a  mortar,  of  sulphate  of  lead,  of 
white  oxide,  of  antimony,  and  sulphate  of  copper,  and  green 
sulphate  of  iron  (205  grains),  and  three  times  the  whole  of 
green-bottle  glass  (615  grains).  The  result  has  been  in  five 
weeks,  a  precipitation  on  the  negative  wire,  of  pure  copper  in 
two  days,  and  crystallized  iron  pyrites  in  four  days.  It  had 
been  expected  to  produce  sulphuret«  of  lead,  copper,  and  anti- 
mony, by  depriving  the  sulphates  of  their  oxygen. 

10.  A  battery  of  5  jars,  with  phites  of  different  metals,  as 
two  copper  and  platina,  one  of  lead  and  lead,  and  one  silver 
and  iron,  and  one  copper  and  lead. — Experimental. 

11, 12,  and  13.  Al>out  200  pairs,  in  three  batteries,  work- 
ing in  a  dark  room,  of  which  I  took  no  note. 

While  I  was  an  inmate  with  Mr.  Crosse,  we  had  various 
conversations  about  the  power  which  he  employed.  I  had  in 
some  degree  anticipated  his  debut,  by  hazarding  in  the  last 
edition  <^  my  **  Million  of  Facts,"  (1835),  and  in  another  work 
in  1832,  an  assertion  that,  inasmuch  as  metals  are  found  only 
in  a  mixed  or  confused  state  of  different  rocks,  among  which 
a  galvanic  action  on  air  or  water  would  necessarily  arise,  so  this 
in  long  time  would  generate  the  compound  matrices  of  metals ; 
but  I  did  not  regard  this  anticipation  as  any  interference 
with  his  original  merits,  and  I  was  deeply  penetrated  by  the 
view  of  his  labours,  and  the  expence  and  zeal  with  which  he 
had  prosecuted  his  experiments..  Yet  he  had  a  round  con- 
ductor for  a  minimum  of  power,  instead  of  a  combination  of 
flat  or  parallel  ones  for  a  maximum.  And  he  could  not  help 
talking  about  the  ^ fluid,  and  some  other  fancies  of  the  elder 
electricians,  who  invented  their  doctrines  before  it  was  sus- 
pected that  air  was  a  compound,  and  that  such  active  powers 
as  oxygen,  nitrogen,  hydrogen,  and  their  definite  numerical 
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co-mixtures,  conferred  mechanical  character  on  the  most  re* 
fined  operations  of  nature. 

He  instructed  me  in  the  fact  that  his  batteries  performed 
four  times  the  duty  in  those  hours  in  the  motning,  from  7  to 
11,  when  the  great  laboratory  of  nature  is  evolving  the  most 
oxygen,  than  in  the  same  period  in  the  evening,  when  we  may 
imagine  the  contrary  effect  takes  place.  He  considered  the 
air  as  so  non-electric  in  damp  weather,  that  no  plate  of  air, 
lying  between  the  coatings  of  a  cloud  and  the  earth,  could 
then  be  disturbed :  and  he  stated  to  me  as  a  general  fiekct,  that 
the  earth  is  always  positively  electrified.  It  also  appeared  that 
light  interfered  with  some  of  his  results,  for  some  experiments 
and  conversions  succeeded  in  a  dark  room  which  failed  in  a 
light  one. 

On  my  part  I  enlarged  to  him  and  his  son  on  the  univer- 
sality of  matter  and  motion  in  producing  all  material  phenom- 
ena,  independently  of  the  whimsical  powers  invented  in  ages 
when  he  would  have  been  burnt  for  a  magician ;  and  in  this 
way  I  ^ideavoured  to  return  the  various  information  which 
he  had  so  unreservedly  imparted*  to  me.  I  impressed  on  him 
that  all  this  creative  energy  of  atoms  was  merely  a  display  of 
developments  of  the  great  motions  of  the  earth  as  they  affect 
the  excitable  parts  of  different  soUd  bodies ;  the  results  of  which 
are  necessarily  regular,  and  their  ultimate  laws  of  re-action 
atid  combination  also  regular,  so  as  to  produce  that  universal 
harmony  which  surprises  beings  who,  in  eternal  time,  live  and 
observe  within  only  a  unit  of  time.  Hence  that  terrestrial 
galvanism  arising  from  the  operations  of  the  internal  frictions 
and  varied  pressures  called  heat ;  hence  those  factitious  pro- 
ductions of  metallic  matrices,  and  cr^'stalline  forms,  resulting 
from  refined  and  subtle  actions,  which  confer  electrical  and 
galvanic  effects,  where  different  substances  are  proximately 
opposed ;  hence  magnetism  itself  tangentially  displayed  as  a 
resultant  of  terrestrial  currents  of  electricity ;  hence,  in  fine, 
the  wisdom  displayed  by  Mr.  Crosse,  in  resorting  to  the  modus 
operandi  of  nature  in  his  attempts  to  imitate  her  most  curious 
productions. 

Observing  that  continual  fresh  arrivals  rendered  it  ineligible 
for  me  to  prolong  my  visit,  I  proceeded  to  Taunton,  a  distance 
of  six  or  seven  miles,  the  nearest  place  at  which  a  stranger 
can  meet  with  public  accommodation. 

Here  ended  my  trip  to  Broomfield :  but  it  is  impossible  to 
quit  the  subject  without  reflecting  on  the  new  career  of  science 
which  is  opened  by  these  experiments.  We  know  that  no 
metals  are  traced  in  primitive  formations,  but  oxides  of  iron 
and  manganese;  and  that  all  other  metals  are  found  in  sttbse-- 
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quent  formations,  where  they  appear  as  accidents  of  a  com* 
pound  mixture  of  different  rocks  in  their  veins  and  fissures* 
Then,  as  all  electrical  action  is  created  by  the  varied  excite- 
ment of  different  surfaces  in  correlative  action  and  re-action, 
by  which  the  elements  in  the  space  are  so  separated  as  to 
carry  from  surface  to  surface  the  aura  of  the  opposed  plates, 
and  act  on  effluvia  ascending  in  the  vein  in  combination  with 
the  elements ;  so  in  this  fit  arrangement,  acting  in  long  time^ 
we  see  the  means  by  which  crystals  and  all  the  compound 
gangues  and  matrices  of  metals  may  be  formed. 

As  the  operations  of  the  effect  called  electric,  &c.  so  in* 
tensely  occupy  the  experimental  world,  I  cannot  resist  this 
opportunity  to  add  my  incident^  contribution.  I  have  always 
referred  these  atomic  actions  and  re-actions  to  oxygen  and 
hydrogen,  for  we  encounter  these  elements  in  ninety-nine 
experiments  in  one  hundred.  It  is,  however,  necessary  to 
have  due  regard  to  their  peculiar  excitement  in  all  electricity: 
for  though  the  united  poles  of  a  great  battery,  and  the  oxy- 
hydrogen  blow  pipe,  indicate  the  action  of  the  same  elements 
and  produce  the  same  phenomena,  yet  in  one  we  have  the  un- 
controllable excitement  called  electricity,  and  in  the  other 
two  perfectly  manageable  gases. 

It  is  then  this  difference  which  is  to  be  considered.  Why 
should  not  the  electrical  oxygen  and  hydrogen  be  like  the  two 
gtses  so  called  when  evolved  from  manganese  and  by  zinc. 
To  understand  this,  we  have  to  go  one  step  backward.  In 
space,  the  gases  are  so  mingled  as  bv  their  coffined  actions 
to  Jill  every  equal  space  with  equal  power.  This  universal 
power,  therefore,  governs  in  fit  co-mixture  the  union  of  the 
elements  with  a  force  not  yet  appreciated.  We  then  by  our 
electrical  excitements  separate  one  of  the  components  in 
the  space,  and  we  contrive  to  set  bounds  to  its  re-union  with 
the  other  element  previously  in  fit  combination  with  it,  the  two 
having  served  to  fill  the  space  with  their  power.  We  have 
in  fact  separated  two  natural  allies ;  and  it  then  is  their  endea^ 
vour  to  re-unite  with  the  power  of  space;  and  this  effort  and 
their  actual  restoration  constitute  aU  the  phenomena  of  elec- 
tricity. It  renders  the  re-union  of  poles  and  of  the  blow  pipe 
so  similar  in  display,  but  in  the  mechanical  action  of  the  tools 
80  different.  The  one  is  oxygen  and  hydrogen  in  electrical 
tension;  i.  e.  seeking  re-union  with  the  power  of  space,  and 
the  other  oxygen  and  hydrogen  in  a  couple  of  bladders ! 

Till  we  had  decomposed  air  and  water  and  determined  the 
existence  of  their  elements,  we  were  unable  to  improve  on  the 
invention  of  the  Will-o-the-wisp  fluids,  and  the  subtle  agents 
put  forward  by  the  early  electricians,  and  maintained  by  dis- 
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graceful  abuses  of  mathematics.  Many  mystics  of  oar  own 
day  are,  however,  so  partial  to  mysteries,  that  the  generation 
must,  I  fear,  be  changed  before  our  understandings  cease  to 
be  offended  with  the  subtle  spirits  of  Albertus  Magnus,  and 
Paracelsus. 

It  is  high  time,  too,  that  in  all  cases  we  regard  electrical 
action  as  existing  only  in  electrics,*  and  as  re-acted  upon  and 
stdpt  by  the  surfaces  so  incongruously  called  conductors. 
These  set  bounds  to  a  disturbed  stratum,  and  extend  or  spread 
the  effect  only  because,  if  perfect,  they  partake  of  none  of 
the  action. 

Under  the  delusion  of  these  radical  mistakes,  it  is  really 
surprising  that  we  have  blundered  into  so  many  amusing  re- 
sults; but  I  venture  to  say  that  if  pride  will  permit  us  to  rea- 
son rightly,  all  the  mysteries  and  freaks  of  electricity  will  be 
understood  and  practically  applied  in  a  few  years  to  many  im- 
portant and  unsuspected  purposes. 

Mistakes  about  the  agents  and  their  nature  have  prevented 
our  discriminating  what  results  from  different  re-agents.  These 
are  different  in  machine,  voltaic,  and  magnetic  excitements, 
and  the  results  necessarily  correspond  with  the  structure  of 
each.  We  do  not  get  showy  displays  from  Voltaism  generated 
in  interstices  of  an  inch,  and  refined  and  exhibited  as  it  is  by 
the  difference  between  two  conductors;  and  we  get  even  less 
in  the  diminutive  excitements  promoted  by  the  scaly  structure 
of  iron.  The  principle  is  the  same,  but  the  re-agents  afford 
different  results ;  ana,  perhaps,  the  same  princi^e  operates 
in  as  a  great  variety  as  there  are  sets  of  re-agents. 

The  similarity  is  evident  in  the  polar  character  of  each, 
and  that  the  action  is  in  the  space  without  the  miscalled  con- 
ductors is  evident  from  the  inductive  action  of  each ;  while  it 
is  palpable  that  the  induction  accords  with  the  display,  and 
hence  a  magnet  acts  only  on  iron,  because  similarity  of  ex- 
citement permits  only  similarity  of  action,  for  which  iron  by 
structure  alone  is  adapted. 

This  theory  is  what  I  have  laboured  to  inculcate  for  at  least 
forty  years ;  and  if  I  am  desirous  of  reiterating  it  now,  it  is 
because  I  heard  all  the  authorities  at  Bristol  declare  publicly 
that  the  new  facts  could  not  be  explained  by  any  of  the  estab- 
lished theories.  Of  course  it  is  a  subject  on  which  I  might 
enlarge,  might  adduce  proofs,  answer  objections,  &c. ;  but 
truth  will  prevail,  and  those^  who  are  practised  in  these 
sciences  will  readily  confer  fulness  on  my  brevity. 

The  analogy  betweeathe  inductive  powers  of  voltaic  wires 
to  produce  magnetism,  and  of  terrestrial  electricity  to  pro- 
duce directive  polarity,  is  the  finest  idea  of  this  age,  if  it  can 
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be  maintained.  It  well  accords  with  the  friction  and  pressure 
of  the  earth's  two  motions,  so  calculated  to  generate  univer- 
sal electrical  action ;  but  the  dip  demands  that  the  currents 
should  be  at  great  depths,  and  this  and  some  other  anomalies 
require  to  be  reconciled.  I  have  some  doubts,  but  I  wish  it 
success  for  its  magnificence. 

R.  P. 

P.S. — To  Mr.  Sturgeon. — I  havejust  received  a  letter  from 
Mr.  Crosse,  of  the  date  of  November  30th,  in  which  it 
appears  that  the  late  hurricane  has  destroyed  thirty-five  of 
those  fine  trees  which  adorn  his  grounds;  one  of  them  a 
beech,  containing  nine  tons  of  timber,  100  feet  high,  and 
spreading  over  550  square  yards.  He  reports  that  he  is 
busily  engaged  in  an  infinity  of  new  arrangements ;  but  he 
states  that  experimentalists  have  mighty  difficulties  to  grapple 
with,  though  the  most  important  results  will,  sooner  or  later, 
be  brought  to  light.  In  the  first  place,  he  observes,  we  want 
a  good  analysis  of  the  voltaic  battery,  with  a  proper  discrimi- 
nation between  its  intensity  and  density,  so  as  to  determine 
the  cause  of  simple  electric  action,  the  decomposition  of  fluids, 
and  the  fusion  of  metals ;  and  an  explanation  of  its  union 
with  magnetism,  light,  heat,  &c.  comprehending  the  difierent 
quantities  in  each  of  the  solar  rays.  We  next  want  a  correct 
account  of  the  natural  electric  action  and  re-action  of  simple 
and  compound  substances,  beginning  with  one  that  is  positive 
to  every  other,  and  ending  with  one  that  is  negative  to  every 
other.  If,  says  Mr.  Crosse,  an  experimentalist  could  be 
armed  with  a  tolerable  share  of  this  luiowledge,  he  might  be 
expected,  pretty  quickly,  to  bring  to  light  many  results 
worth  knowing. 

In  reply  to  some  suggestions  of  mine  about  the  possibility 
of  obtaining  a  permanent  light  and  heat  for  all  domestic 
purposes,  by  voltaic  action,  without  the  use  or  consumption 
of  any  combustible  substance,  he  observes  that  he  does  not 
think  it  absolutely  impossible;  but  that,  in  the  present  state 
of  the  science,  it  would  be  difficult  to  point  out  a  mode. 

R.P. 


XXVII.  ji  Description  of  a  Magnetic  Electrical  Machine, 
invented  by  E.  M.  Clarke,  Magnetician,  of  Agar-streety 
Strand.  * 

This  apparatus,  which,  with  the  exception  of  there  being 
rotating  armatures  and  a  magnetic  battery,  differs  from  any 
magnetic  machine  which  has  hitherto  been  constructed. 

Ab.  2,  January,  1837.  L 
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The  October  number  of  the  Philosophical  Magazine  for 
I$36  contains  a  brief  account  of  thi»  machine;  it  being  the 
intention  of  the  inventor  to  reserve  a  more  detailed  descrip- 
tion for  insertion  in  the  "Annals,"  in  consequence  of  its 
being  the  aim  of  the  Editor  of  the  latter  named  periodical  to 
make  this  deservedly  interesting  branch  of  science  one  of  the 
leading  features  of  the  work.  Since  that  time,  a  most  im- 
portant improvement  has  been  made,  by  the  rejection  of  the 
mercury  box.  By  the  inventor's  present  arrangement,  the 
necessity  of  using  mercury  ia  superseded.     Fig.  I. 


A,  is  the  battery  of  bent  bar  magnets,  placed  vertically, 
and  resting  against  four  adjusting  acrews,  which  pass  through 
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the  mfihogany  back  board  B  (two  of  them  are  shown  at  M^  N. 
fig.  12).  C  is  a  bar  of  stout  brass,  havmg  an  opening  in  the 
middle,  through  which  passes  a  bolt  with  a  screw-wheel,  the 
purpose  of  which  is  to  draw  the  magnetic  battery  to  the  board 
B.  JBy  these  means,  the  battery  can  readily  be  disengaged  from 
the  machine,  without  taking  asunder  the  entire  apparatus,  and 
the  battery  is  thus  also  fre^  from  that  vibration  which  must 
necessarily  be  occasioned  by  the  attachment  of  the  rotating 
apparatus  to  the  battery  itself.  D  is  the  intensity  armature, 
which  screws  into  a  brass  mandril  seated  between  the  poles 
of  the  battery  A;  motion  being  communicated  to  it  by  the 
multiplying  wheel  E.  This  armature  has  two  coils  of  fine 
insulated  copper  wire,  1500  yards  long,  coiled  on  its  cylinders, 
the  commencement  of  each  coil  being  soldered  to  the  arma- 
ture D,  from  which  projects  a  brass  stem,  (also  soldered  into 
D),  which  carries  the  break-pieces,  H  and  H.  The  break- 
piece  is  made  fast  in  what  position  soever  is  required  by  a 
small  binding  screw.  K  and  K  a  hollow  brass  cylinder,  to 
which  the  terminations  of  the  coils  F  G  are  soldered,  being 
insulated  by  a  piece  of  hard  wood  attached  to  the  brass  stem. 
O  and  O  are  iiron  wire  springs,  pressing  against  the  hollow 
cylinder  K  at  one  end,  and  held  in  metiulic  contact  by  a 
nurl^  head-screw  in  the  brass  strap  M,  which  is  fixed  to  the 
side  of  the  wooden  block  L.  P  and  P  a  square  brass  pillar, 
fitting  into  a  square  opening  in  the  other  brass  strap  N,  and 
secured  at  any  canvenient  height  required.  Q  and  Q,  a 
metal  spring  that  rubs  gently  on  the  break-piece  H,  and  held 
in  perfect  metallic  contact  by  the  nurled  head  screw  in  P. 
T  and  T  a  piece  of  copper  wire  for  connecting  the  two  brass 
straps,  M,  N. ;  then  D,  H,  Q,  P,  N  are  in  connexion  with  the 
commencements  of  each  coil,  and  K,  O,  M  with  the  termina- 
tions. The  advantages  of  this  arrangement  must  be  obvious 
to  any  person  who  has  seen  the  magnetic  machine  in  action 
in  the  Adelaide  Gallery  of  Practical  Science,  where  the  old 
arrangement  of  the  mercury  flood  is  still  used,  where  both 
disc  and  blades  scatter  the  mercury  about  as  in  fig.  V :  a  the 
disc,  bg  the  double  blades,  c,  the  mercury 
flood.  The  loss  of  mercury  is  not  the  only 
evil;  for  as  you  continue  working  the  ma- 
chine, vou  of  course  lose  the  adjustment 
you  had  at  starting,  and  the  effect  is  con- 
stantly diminishing,  and  will  at  length  »•*** 
cease,  owing  to  the  points  b  not  having  /  ,^Mt 
mercury  to  dip  m.  By  the  new  arrange-  *fif^ 
ment,  the  metal  spring  Q  presses  gently  '' 
on  the  break  H ;  consequently,  the  effects 
here  are  unbroken,  no  matter  how  long  you 
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may  require  to  keep  the  machine  acting.  This  is  not  the  only 
advantage  it  possesses ;  for  in  the  mercury  the  surface  is  very 
rapidly  oxidated;  the  oxide  adheres  to  both  disc  and  point, 
and  preventing  so  perfect  a  metallic  contact  as  that  obtained 
by  the  spring  and  break. 

To  adjust  the  intensity  armature. 

See  that  the  faces  of  the  iron  cylinders  that  carry  the  coils 
F^  G,  fig.  1,  are  parallel  to,  and  all  but  in  contact  with,  the 
magnetic  battery  A ;  if  not,  unscrew  the  nut  of  the  multiply- 
ing wheel  E,  and  take  it  off  its  axis :  you  then  have  at  your 
command  the  four  screws  against  which  the  battery  rests, 
(two  of  which  are  to  be  seen  at  M  N,  fig.  12);  by  means  of 
them  and  the  nut  of  the  strap  C,  you  can  adjust  the  battery 
to  the  greatest  nicety.  The  next  step  is  to  adjust  the  break, 
so  that  the  spring  .Q  will  separate  from  it  just  at  the  same 
time  that  the  iron  cylinders  of  the  armature  have  left  the 
poles  of  the  magnetic  battery ;  and  lastly,  see  that  the  iron  vrire 
spring  O,  presses  gently  against  the  hollow  brass  cylinder  K. 

To  give  the  Shock, 

Grasp  the  two  brass  conductors,  R  S,  in  the  hands,*  pat 
one  of  their  connecting  wires  into  the  holes  of  either  of  the 
brass  slips  M  or  N,  the  other  wire  into  the  hole  at  the  end  of 
the  brass  stem  thatcarries  the  break  H.  Connect  M  N  by  T, 
turn  the  multiplying  wheel  in  the  direction  of  the  arrow,  and 
a  violent  shock  will  be  received  by  the  person  holding  R  S. 
The  shock  which  is  obtained  from  the  intensity  armature 
having  1500  yards  of  fine  insulated  wire,  is  such  that  a  per- 
son, even  of  the  strongest  nerves,  will  not  readily  voluntefer  to 
receive  a  second  shock.  Indeed  the  efiects  are  so  violent^ 
that  the  inventor  has  proposed  to  many  of  his  military  cus- 
tomers that  this  instrument  would  be  a  good  substitute  for 
the  lash,  being  capable  of  producing  even  greater  torture  than 
that  brutal  instrument,  without  producing  any  corporeal  in- 
jury to  the  delinquent.  Place  K  S  in  two  separate  basins  of 
salt  and  water,  immerse  a  hand  in  each  basin,  and  the  shock 
will  also  be  felt  very  powerfully;  this  method  is  to  be  pre- 
ferred, as  it  leaves  the  person  who  is  electrified  the  power  of 
quitting  when  he  pleases^;  not  so  with  the  conductors  ;  for  the 
muscles  of  the  arms,  contract  violently,  so  as  to  close  the  hands 
completely  on  the  conductors,  taking  away  the  power  of  let- 
ting them  go.  If  the  two  connecting  wires  of  R  S  are  put  in 
M  N,  the  shock  is  not  so  powerfiil.  The  shock  can  be  modi-  t 
fied  in  different  ways.      By  turning  the  wheel  E  very  slowly, 

*  If  the  hands  are  wetted  with  vinegar  or  salt  and  waier^  the  efiect 
18  considerably  increased. 
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or  increasing  the  distance  between  the  battery  A  and  the  ar- 
mature D«  or  by  making  the  break  H  separate  from  the  spring 
Q  when  the  armature  D  is  horizontal.  U  V  a  pair  of  direc- 
tors, holding  a  piece  of  sponge^  each  to  be  used  when  the 
electricity  is  to  oe  applied  medicinally.  The  connecting  wires 
are  to  be  placed  in  the  same  way  as  the  conductors  are  in  the 
figure;  the  sponges  must  be  wetted  with  a  little  vinegar  or 
salt  and  water,  so  as  to  make  them  conduct  the  electricity. 
By  those  directors  a  succession  of  most  powerful  shocks  can 
be  given,  when  the  case  requires  it ;  or  they  can  be  so  modified 
as  to  be  barely  felt  by  the  most  nervous  patient.*  Remove  T 
from  M  Ny  put  the  two  pieces  of  iron  wire  with  an  end  of  each 
in  its  place ;  put  other  ends  of  them  into  two  holes  that 
are  in  the  sides  of  the  battery  A  ;  let  the  wires  be  sufficiently 
long  to  allow  the  armature  to  rotate  between  them.  If  one 
wetted  finger  is  placed  on  the  brass  stem  that  carries  the 
break  H,  and  another  wetted  finger  is  placed  on  the  magnetic 
battery,  the  shock  will  be  also  felt.  \Vhile  the  machine  is 
so  arranged,  if  you  look  between  the  face  of  the  rotating  ar- 
mature and  the  magnetic  battery,  vivid  flashes  of  light  will 
be  perceived  playing  between  both.  This  light  may  also  be 
frequently  seen  without  the  wires  being  in  connexion  with 
the  battery.  Sometimes  it  will  be  observed  flashing  between 
the  coils  F  G. 


*  To  medical  gentlemen,  the  instrument  may  be  strongly  recom- 
mended  from  the  following  advantages,  Its  portability ;  its  being 
always  in  a  fit  state  (or  action,  even  in  the  dampest  weather ;  the 
nicety  with  which  the  power  of  the  shocks  may  be  increased  or 
diminished.  Indeed  it  combines  the  advantages  of  the  electrical 
machine  and  the  galvanic  apparatus ;  at  the  same  time  that  it  does 
not  labour  under  the  disadvantage  of  either  ;  for,  as  has  already 
been  stated,  it  is  not  afiected,  like  the  former,  by  a  moist  condition 
of  'the  atmosphere,  nor,  like  the  latter,  is  it  necessary  to  make  use 
of  any  acids;  nay,  since  the  improvement  has  been  effected  which 
if  alloded  to  in  the  text,  even  the  use  of  mercury  is  superseded. 
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To  decompote  Water,  Sfc.  Sfc. 

Fig.  2.  E.  M.  Clarke's  arrangement  of  the  decomposition 
of  water  apparatus,  (See  Phil.  Ma^. 
for  June,  1835.)  A,  a  glass  vesselj 
having  a  hrass  cap  with  hardwood 
bottom,  through  which  two  pieces  of 
copper  wire  pass,  having  pieces  of  pla- 
tina  wire  soldered  to  them;  place  this 
in  M,  N ;  fill  the  tube  B,  with  water,* 
thrust  it  over  the  platina  wires  where 
it  will  be  held  by  the  cork  C.  Q  must 
rub  on  the  cylindrical  part  of  the  break 
H.  Here  the  gases  are  obtained 
mixed. 

Fig.  3.     E.  M.  Clarke's  arran^- 
ment  of  the  apparatus  for  obtainmg 
the  elements  of  water  in    separate 
vessels,  or  unmiiLed.  A,  a  glass  vessel 
having  two  glass  tubes ;  here  the  pla- 
tina wires  are  soldered  to  two  pieces 
of  <ropper  wire,  as  in  my  other  arrange- 
metit,  but  differing  inasmuch  as  that 
they  are  also  soldered  to  the  two  bi-ass 
cups  b   b, 
vmch    are 
intended  to 
hold  a  little 
mercury. 
Connect  it 
by    copper 
wire;  a  lit- 
tle acid  or 
any  salt  will 
increase  the 
effect     by 
forming    a 
better  con- 
ductor with 
M,  N,  as  in 

•  The  advantages  of  this  arrangement  we  obvious  to  any  one  who 
has  been  teased  with  bits  of  platina  wires  made  to  oass  thraogh 
small  holes  drilled  in  a  glaw  vessel  having  loops  turned  on  the  pro- 
jecting ends,  and  contact  is  obtained  by  merely  placing  the  connect- 
mg  wire  in  the  loop  :  it  was  not  only  a  bad  connexion,  but  9  caies 
out  of  10  the  cement  that  is  usM  to  fasten  in  the  platina  wires 
gave  way,  just  as  you  were  going  to  UM  the  spparatus,  as  has 
JreoiK'ntlv  hspDened  at  lectures. 
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the  figure.  Here  Q  must  woi^  cm  tbe  single  break,  H.  C, 
P,  two  platina  plates,  bavmg  two  copper  wirei  eoldeced  to 
them  to  connect  them  with  M,  N;  on  placing  a  piece  of  lit- 
mus or  turmeric  paper  between  them  that  has  been  previously 
wettetl  with  some  neutral  salt,  its  decomposition  is  shown  by 
the  alteration  in  the  colour  of  the  paper.  You  may  evea 
transpose  the  colours  by  altering  the  position  of  the  break  H. 
Description  of  Che  quantity  Armature. 

This  armatnre  differs  materially  &om  that  which  ia  em- 
[doyed  for  intensity.  The  latter,  as  already  stated,  has  two 
coils  of  1500  yards  of  fine  insulated  copper  wire.  The  in- 
ventor has  also  tried  silver  wire,  which  he  found  to  be  supe- 
rior to  copper  in  the  poportion  of  nearly  3  to  1.  The  quan- 
tity of  iron  in  the  cyhnders  also  is  much  smaller  than  in  the 
quantity  armature,  whose  e&cts  are  greatest  when  the  c[uantity 
of  iron  in  the  cylinders  is  increased,  and  the  length  of  the 
copper  wires  diminished  ;  the  wire  at  the  same  time  for  qnao- 
titv  being  much  thicker.  The  quantity  armature  contains 
only  40  yards  of  wire. 

To  adjutt  the  qttanlity  armature  and  exhibit  the  ipark. 

Fig.  4.  A,  the  magnetic  battery,  D,  the  armature,  and  F  G, 


two  coils  of  copper  wire  containing  20  yards  each.  Care  must 
be  token  that  the  spring  separate  from  the  break  at  the 
same  time  that  the  armature  is  vertical,  being  then  in  a  neu- 
tral position  ^  respects  the  iwles  of  the  batterv. 
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To  tdniillate  iron  tcire. 

Connect  one  end  of  a  piece  of  iron  wire  vitli  P,  fig.  5,  pres- 
sing the  other 
end  gently  on 
the  surface  of 
the  rotating  ar- 
mature, and  \ 
brilliant  scin- 
tillations will  he 
obtained.  This 
effect  cannot  he 
produced  by  any 
magnetic  ma- 
chine unless  it 
be  constructed 
similarly  to  E. 
M.  Clarke's; 

the  efiect  depending  upon  the  wires  being  soldered  to  the  ar- 
mature; whereas,  m  other  armatuies  the  wire  is  insulated 
throughout. 

To  make  plattna  wire  red  hot. 

Fig.  6  showa  the  arrangement  for  this  purpose,  A  being 
placed  in  contact  with  P  and 
H.  Whilst  the  platina  wire 
is  red  hot,  ether  may  be  in- 
flamed.gunpowder  exploded, 
and  other  experiments  of  a 
similar  nature  be  performed. 


To  render  soft  iron  magnetic. 
Fig.  7.  A,  a  piece  of  iron  bent  as  in  the  figure.  B.  a  soft 
iron  keeper,which  adheres 
to  the  iron  on  the  con- 
nexion being  made  as  re- 
presented, so  long  as  the 
machine  is  in  action. 
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the  ute  of  (liferent 


To  obtain  tpar&t  of  varioux  colours 
metalt. 


Fig.  8.  Remove  the  break,  and  substitute  the  brass  p 
B.  Into  the  small  hole  insert  & 
piece  of  wire  C,  of  any  metal,  for 
instaDce  gold.  Let  the  extremity  | 
of  the  spring  Q  be  also  of  gold. 
On  rotating  the  machine,  sparks 
of  a  purple  colour  will  he  ob- 
tained. 


To  exemplify  the   ditadvantage»  attending   the   mercury 
JlOfM. 


_  FIC   9 


^- 


Fig.  9.    Remove  the  break,  and  fix  the  double-blades  B, 
in  its  place. 
Adjust  the 
brass  cup  A 
so  that  the 
point     will 
leave      the 
sur&ce     of 
the  mercu- 
ry      when 
the     arms-  q 
tnre  is  ver-  f 
McaX.    The  I 
brUliancyof 

the  spark,  as  thus  obtained,  appears  much  greater  than  it  is 
in  reality,  the  additional  brightness  being  occasioned  by  re- 
flection from  the  surface  of  the  mercury.  It  is  almost  unne- 
cessary to  point  out  the  evihthat  arises  &om  the  scattering  of 
the  mercury,  not  only  in  point  of  cleanlinesa,  but  expense.  A 
little  ether,  spirits  of  wine,  or  naphtha  being  poured  on  the 
mercury,  is  readily  inflamed.  The  same  experiment  may  be 
satis&ctorily  performed,  by  pouring  any  of  those  Uquids  into 
a  test  tube  C,  and  holding  it  over  the  break.  The  vi^nr 
wili  speedily  be  ignited  by  the  magnetic  spark. 
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To  produce  rotation  by  magnetic  electricity. 

Fig.  10,  A,  a  vertical  horse-shoe  magnet,  on  a  tripod  stand 
B;  C,  im- 
proved flood- 
cups  ;  D,  the 
wire  frames, 
having  two 
little  Clips  at 
top  to  hold  a 
drop  of  mer- 
cury j  E,  a 
connectinB; 
fork.  Mer- 
cury being 
poured  into 
the  flood  cups 
C,  and  the 
single  break 

X  being  used,  on  placing  the  connecting  wires  as  in  the  figure, 
continuous  rotatory  motion  will  be  produced  by  this  arrange- 
ment, the  current  being  constantly  in  the  same  direction.  But 
the  experiment  may  be  varied  by  substituting  the  double 
'*    break  H,  (fig.  I),  the  currents  now  alternating.* 

7V>  ignite  Charcoal. 

Fig.  1 1  represents  the  arrimgement  of  the  c^paratus  for 
this   purpose, 
llie  same  di-  j 
rectors     that  \ 
are    used    to 
hold  the  spon- 
ges,  may   be 
used  to  retun 
the    charcoal 
points  A,   B, 
in  the  proper  position. 

*  A  aiD^lar  fact  connected  with  this  experiment  is  the  rolatimt 
of  the  two  wire  frames  in  the  same  direction,  owing  to  pamages  of 
the  electricity  trom  one  of  tiie  wire  frames  into  one  pole  «  the 
magnet,  and  then  Ikiinthe  other  poleofthe  magnet  down  the  other 
frame. 
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Fig.  12,  shows  the  compactnesa  of  the  machine, 
mahogany  case 
sliding  on  the 
hotto  m  board  Y, 
which  locks  a- 
gainst  the  back 
board  B.  The 
multiplying 
wheel  18  to  be 
tomed  in  the  di- 
rection of  the 
arrow  G.  D,the 
pulley,  and  C 
the  mandril  that 
carries   the  ar- 


E.  M.  Clarke 
on  the  occasion 
of  bis  last  visit 
toI^s,hadthe 
honour  to  ex- 
hibit the  effects 
of  the  magnetic 
machine  which 
forms  the  subject 
of  the  present 
paper,  to  several  of  the  French  Sevans,  all  of  whom  were 
i^eased  to  express  their  unqualified  ^probation.  M.  le  Baron, 
l>guier,  brought  the  inventor  to  the  French  Institute,  accom- 
panied by  M.  Chevalier.  Amongst  others  present,  during  the 
exhibition  of  the  machine,  were  MM.  MeUoni,  Dulong,  Sa- 
vary,  Becqnerel,  and  others.  Professor  Arago,  who  was  that 
day  officially  engag^,  having  heard  the  result  of  the  experi- 
ments with  the  machine,  requested  the  inventor  to  attend 
the  day  following  at  the  Observatory,  which  he  did;  and  that 
Uamed  Professor  also  expressed  bis  satisfaction.  On  the  day 
following,  in  consequence  of  a  note  received  from  M.  Ponillet, 
he  attended  at  the  Conservatory  of  Arts  and  Sciences,  when 
that  learned  Professor,  who,  of  course,  was  well  acquainted 
with  the  previous  magnetic  machines,  aa  Pixii's,  Newman's, 
(the  name  by  which  Saxton's  machine  is  known  on  the  Con- 
tinent), &c.  gave  the  decided  preference  to  E.  M.  Clarke's 
arrangement ;  in  proof  of  which,  he  was  pleased  to  direct  that 
one  shoold  be  constructed  iot  the  ConservatCH^  of  Arts,  and 
•Bother  to  be  depoaited  in  the  cabinet  of  his  royal  pupil,  the 
Duke  of  Orleans. 
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XXVIII.    A  letter  to  the  Editor  of  the  Annals  of  Eke- 

tricity,  on  a  new  Experiment, 

Sir, 

If  the  following  appear  to  you  to  be  worthy  of  a  place  in 
your  pages,  I  beg  you  will  give  it  insertion. — 

In  constructing  the  sustentatory  battery  of  Professor 
Daniell,  in  which  intestinal  membrane  or  bladder  is  made  to 
separate  the  two  metals^  copper  and  zinc,  with  their  proper 
fluids,  I  was  struck  with  the  very  surprising  permeability  of 
the  membrane  to  the  Voltaic  influence,  whilst  it  as  obstinately 
resisted  all  communication  between  the  two  fluids,  or  any  in* 
terference  of  their  chemical  qualities,  be  they  ever  so  dissimi- 
lar, or  ready  to  neutralize  each  other,  as  in  the  case  of  mu- 
riate of  ammonia  and  sulphate  of  copper. 

Should  we  not  rather  seek  the  solution  of  this  problem  in 
some  quality  in  the  gut  or  bladder,  and  consider  it  consequent 
upon  some  law  in  physiology,  and  neither  chemical  nor  elec- 
tric?* The  experiment  I  lately  made  tends  much  to  bias  me  in 
that  belief:  but  whatever  way  it  may  be  reasoned  upon,  being 
confirmatory  of  a  curious  fact,  I  think  it  deserves  to  be 
recorded. 

I  took  a  smooth  and  clean  piece  of  zinc  about  the  size  of  a 
walnut,  inserted  it  in  a  piece  of  bullock's  gut,  and  having 
carefully  squeezed  out  all  the  air  from  the  gut,  tied  it  tight  at 
both  ends.  I  then  placed  the  zinc  so  surrounded  by  the  gut 
(into  which  there  could  be  no  mechanical  possibility  of  en- 
trance to  the  fluid)  into  a  jar  of  dilute  sulphuric  acid,  and  left 
it  so  all  night.  In  the  morning  I  found  the  gut  full  of  eas, 
almost  to  bursting.  To  prove  the  nature  of  the  gas  I  made  a 
pin  hole  in  the  membrane,  and,  squeezing  the  gas  through 
the  flame  of  a  candle,  found,  as  I  expected,  that  it  was 
hydrogen. 

Here  there  could  have  been  no  Voltaic  influence ;  for  zinc 

*  That  animal  membrane  (bladder  gut)  has  not  only  a  permea- 
bility to  fluid,  but  a  power  by  capillary  attraction,  of  raising  it  two 
or  three  feet  above  its  level.  1  call  to  witness  my  friend  Goldworthy 
Gumey,  who  lately  related  to  me  the  following  experiment:  fill  a 
flrlass  ninnel  witli  water,  and  tie  a  fresh  bladder  over  the  large  open- 
ing 80  securely  that^no  water  can  escape  Place  it  with  the  bladder 
downwards  in  a  vessel  (large  dish)  also  full  of  water.  Into  the 
nozzle  or  small  end  of  the  funnel  a  tube  of  3  feet  in  length  is  to  be 
inserted  and  secured  quite  tight  by  luting  ;  set  the  apparatus  thus 
arranged  aside  and  watching  it,  it  will  be  found,  said  my  informer, 
that  the  water  will  soon  begin  to  rise  in  the  tube,  and  ^ultimately 
reach  the  height  of  two  or  three  feet. 
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alone  can  produce  none.*  Chemical  it  could  only  have  been 
by  the  transmission  of  the  acid ;  but  the  gut  contained  none. 
The  zinc  bore  the  same  clean  appearance  as  when  first  inserted 
and  nowise  oxidated. 

I  repeated  the  experiment  again  and  again  with  the  same 
result^  excepting  only  that  I  found  the  inside  of  the  bladder 
or  g^t  and  zinc  slighUy  moistened  with  a  tasteless  vapid  fluid. 

L.B.  W. 

To  W.  Sturgeon,  Esq. 
&c.  &c.  &c. 


XXIX.     To  the  Editor  of  the  Annah  of  Electricity, 
Magnetism,  and  Chemistry,  ^c,  8fc. 

Sir, 

Encouraged  by  the  friendly  invitation  given  in  the  pro- 
spectus to  the  first  number  of  your  much  wanted  ^^  Annals," 
in  which  you  also  say,  "that  every  description  of  new  experi- 
ment or  instrument  in  electricity,  &c.  shall  find  a  place  in 
your  work,"  I  have  determined  to  forward  you  the  following 
remarks :  and  should  you  consider  them  worthy  of  a  place  in 
your  valuable  Annals  you  will  oblige  me  by  their  insertion. 
I  have  been  for  some  time  past  endeavouring  to  make  myself 
master  of  what  is  already  known  on  the  subject  of  galvanism. 
My  battery  consisted  of  50  pair  of  the  usual  four-inch  plates, 
with  double  coppers,  on  Dr.  WoUaston's  plan,  and  I  could  not 
but  feel  the  great  advantage  that  must  be  derived,  could  we 
conveniently  clean  and  amalgamate  the  zinc  plates. 

I  am  happy  to  say  I  have  hit  on  a  plan  by  which  we  can 
easily  effect  this  very  desirable  object,  and  which  for  several 
reasons  renders  it  in  my  very  humble  opinion  far  superior  to 
any  other  arrangement. 

Fig.  38.  shows  the  copper,  flattened  out  Pieces  of  curved 
wood  fig.  39,  are  fixed  at  the  points  a,  a,  to  prevent  contact 
between  the  metals.  The  copper  plate  is  then  bent  up,  and 
the  ends  of  the  copper  straps  r ,  F,  are  soldered  to  their  then 
opposite  sides.  The  two  upright  pieces  B,  B,  serve  to  suspend 
the  whole  from  the  frame  work,  fig.  K,  which  surrounds  the 
upper  part  of  the  trough. 

Wooden  cups  to  contain  mercury  are  soldered  at  C,  fig.  38, 
and  are  made  of  the  form  shown  in  the  figure  to  prevent  the 
mercury  being  thrown  out  by  any  slight  motion  of  the  battery. 

The  zinc  plate  is  shown  at  fig.  40,  and  has  a  copper  wire 
soldered  to  it,  which  is  amalgamated  at  its  outer  end,  and  bent 

*  See  our  article  on  the  electro-chemical  action  of  fluids  on  sim- 
ple metals,  commencing  at  page  11.    Edit.      • 
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so  that  it  dips  into  the  mercury  cup  of  the  next  copper  cell* 
Thus  we  have  perfect  metallic  contact ;  and  the  zincs  may  at 
all  times  most  easily  be  removed^  cleaned^  and  returned  to 
their  places.  The  copper  and  zinc  pair^  when  complete  for 
thebattery,  is  represented  by  fig.  41. 

The  advantages  of  this  arrangement  are,  I  think,  too  obvious 
to  require  much  description.  The  same  troughs,  zincs^  and 
coppers  of  the  old  ones,  will  do  also  for  mine ;  and  we  can  also 
obtain  either  quantity  or  intensity,  by  placing  the  troughs^  as 
mentioned  by  Mr.  Faraday  in  his  "  Manipulation." 

The  connexion  being  more  perfect  between  the  plates^  an 
advantage  must  also  be  obtained  in  this  respect. 

And  now  allow  me  to  mention  another  little  matter. 

About  four  months  ago  in  reading  Dr.  Faraday's  Experi- 
mental Researches^  in  the  Phil.  Trans.^  article  1049,  1  ob- 
served the  following  remark  :  '^  If  the  wire  which  surrounds 
an  Electro-magnet  be  used  as  the  medium  of  communication 
between  the  plates  of  an  electromoter,  consisting  of  a  single 
pair  of  plates,  a  shock  is  felt  each  time  the  contact  is  broken, 
provided  the  ends  of  the  wire  be  grasped  one  in  each  hand.*' 
Following  this  up,  I  thought  that  by  the  mechanical  means 
shown  in  the  drawing,  I  could  easily  manage  to  get  a  quick 
succession  of  shocks,  and  thus  produce  the  effects  of  a  number 
of  plates.  Ofthislwrote  to  my  friend  Mr.  'Watkins,  the 
celebrated  Optician,  and  in  his  reply,  dated  October  13th,  he 
says  "  pray  let  me  know  how  you  affect  the  nerves  with  a  sin- 
gle pair  of  plates,"  and  **  tell  me  when  you  write  if  the  method 
originated  with  yourself,  or  from  whom  you  got  the  notion.*' 
I  have  shown  in  the  quotation,  from  Dr.  Faraday's  paper,  from 
whence  I  got  the  first  idea. 

I  also  have  read  your  article  on  this  subject  in  the  **  Annals" 
p.  67,  and  which  is  dated  Sep.  28.  From  my  own  private 
experiments,  and  from  the  above  last  mentioned  printed  facts, 
I  was  surprised  to  read  in  the  Philosophical  Magazine  for  this 
month  (Dec),  a  paper  by  the  Rev.  N.  J.  Callan,  describing 
what  he  terms  "  a  new  Galvanic  Battery."  As  he  does  not  give 
any  exact  description  or  drawing  of  the  apparatus  by  which  he 
used  to  get  the  shock,  it  may  not  be  altogether  unacceptable 
to  some  of  your  readers,  to  see  the  exact  method  used  by 
myself,  and  which  by  the  bye  I  think  is  rather  better  than  your 
*^  rough  edged  wheel."  The  above  figure  will  speak  for  itself.* 

*  Fig.  42,  Plate  VI.  is  that  to  which  Mr.  Barker  refers,  and  we 
think  it  quite  possible  that  an  electro-magnetiBt  might  easily  under- 
stand it ;  but  as  it  is  also  possible  that  some  of  our  readers  may  be 
at  a  loss  to  comprehend  the  arrangement  and  the  manner  by  which 
the  apparatus  acts^it  would  have  been  more  satisfactory  if  we  bad 
.been  niyoured  with  the  necessary  description.     Mr.  Barker  will 
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I  may,  however,  just  add,  that  I  do  not  find  the  shock  so  strong 
when  the  communication  is  made  and  broken  too  qui<^ly,  but 
this  may  perhaps  be  on  account  of  the  smallness  of  the  appara- 
tus I  have  employed. 

I  am  now  making  a  powerful  helix  of  2000  feet  of  copper 
wire  round  a  glass  tube  three  feet  in  length,  in  which  I  can 
pass  a  bar  of  soft  iron  of  the  same  length,  and  one  inch  diam- 
eter, and  then  I  can  see  if  we  have  a  powerful  shock,  by  the 
pieseiice  of  the  iron,  or  not.  Should  I  arrive  at  any  conclu- 
sion worth  communicating,  you  will  again  hear  from. 

Your  humble  Servant, ' 

CHARLES  BARKER. 

Gosport,  Dec.  12th,  1836. 


XXX.     On  the  prodtiction  of  Electric  Shocks  from  a  single 

Voltaic  pair. 

Since  the  publication  of  the  firstnumber  of  these  ^'Annals,'' 
I  have  seen,  for  the  first  time,  that  part  of  the  Philosophical 
Transactions  which  contains  Dr.  I^araday's  ninth  series  of 
'' Experimental  Researches  &c.*'  and  find  in  that  series, 
several  experiments  described,  by  which  electric  shocks  are 
produced  from  the  action  of  a  single  voltaic  pair ;  and  other 
particulars  relative  to  the  powers  of  coils  in  the  conducting 
circuit,  similar  to  some  of  those  described  in  my  paper  com- 
mencing at  page  67.  I  regret  very  much  that  I  was  not  ac- 
quainted with  those  experiments  before  my  paper  was  published ; 
for,  it  must  at  all  times  be  an  unenviable  position  for  any 
one  to  be  placed  in  when  in  search  of  new  facts,  not  to  be 
acquainted  with  what  had  been  done  before;  and  more  parti- 
cularly so  if  he  should  happen  to  place  in  his  own  collection 
of  discoveries  any  of  those  which  had  previously  been  made, 
and  which  is  justly  and  rightfully  the  property  of  others.  It 
appears,  however,  that  I  have  been  led  to  some  experiments 
which  had  previously  been  made  by  Dr.  Faraday,  and  which 
have  been  attended  with  the  same  results  as  those  discovered 

readily  perceive  that  we  are  desirous  of  forwarding  his  views  and 
of  paying  every  respect  to  his  labours ;  and  we  hope  that  he  will 
favour  our  readers  with  an  exact  description  of  his  ingenious  appa- 
ratus through  the  medium  of  our  next  number. 

We  beg  to  solicit  the  attention  of  our  other  correspondents  to 
the  above  remarks ;  and  also  to  inform  them  that  we  cannot  make 
any  pledge  to  print  drawings  of  any  apparatus  unaccompanied  by 
proper  description.    Edit. 
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by  that  gentleman.  So  far,  I  take  much  pleasure  in  conceding 
what  I  have  done;  but  there  are  other  experiments  detailed 
in  my  paper,  which  have  no  bearing  on  Dr.  Faraday's  enquiries : 
and  the  views  which  we  have  taken  of  the  nature  of  the  action 
will  appear  perfectly  distinct  horn  each  other.  With  regard 
to  the  diflerence  of  our  results  when  using  iron  in  the  coils, 
I  suspect  it  may  probably  be  owing  partly  to  the  different 
fashions  of  our  coils,  and  partly  to  the  diflerence  in  the  pow- 
ers of  the  batteries  employed.  Dr.  Faraday  employed  long 
narrow  coils :  whilst  those  which  I  employed  were  the  short 
thick  ones  belonging  to  a  magnetic-electrical  machine :  and  the 
iron  I  employed  was  the  revolving  armature  belonging  to  them. 
I  have  not  yet  had  time  to  repeat  the  experiments, 
but  mean  to  do  so  shortly;  and  publish  the  results  in 
the  next  number  of  these  Annals:  and  in  order  to  give 
that  degree  of  credit  to  Dr.  Faraday  to  which  his  experi- 
ments entitle  him,  I  take  much  pleasure,  at  this  earliest 
opportunity,  in  placing  them  before  the  readers  of  the 
''Annals  of  Electricity,  &c."  in  his  own  words. 

W.  Sturgeon. 

III.  Experimental  Researches  in  Electricity, — ^inth  Ste- 
ries,  5y  Michael  V AfiAjyAY,  D.C.L.  F.N.S.  Fullerian 
Prof,  Cnem.  Royal  Institution^  Corr.  Memb,  Royal  and 
Imp.  Acadd.  of  Sciences^  Paris,  Petersburgh,  Plorence, 
Copenhagen,  JBerlin,  8fc,  8fc. 
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§.  15.  On  the  influence  by  induction  of  an  Electric  Current 
on  itself: — and  on  the  inductive  auction  of  Electric  Cur- 
rents  generally. 

1048.  The  following  investigations  relate  to  a  very  re- 
markable inductive  action  of  electric  currents,  or  of  the 
different  parts  of  the  same  current,  and  indicate  an  im- 
mediate connexion  between  such  inductive  action  and  the 
direct  transmission  of  electricity  through  conducting  bodies, 
or  even  that  exhibited  in  the  form  of  a  spark.. 

1049.  The  inquiry  arose  out  of  a  fact  communicated  to 
me  by  Mr.  Jenkin,  which  is  as  follows.  If  an  ordinary  wire 
of  short  length  be  used  as  the  medium  of  communication 
between  the  two  plates  of  an  electromotor  consisting  of  a  sin- 
gle pair  of  metals,  no  management  will  enable  the  experi- 
menter to  obtain  an  electric  shock  from  this  wire ;  but  if  the 
wire  which  surrounds  an  electro-magnet  be  used,  a  shock  is 
felt  each  time  the  contact  with  the  electromotor  is  broken, 
provided  the  ends  of  the  wire  be  grasped  one  in  each  hand. 
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1050.  Another  effect  is  observed  at  the  same  time,  which 
has  long  been  known  to  philosophers,  namely,  that  a  bright 
electric  spark  occurs  at  the  place  of  disjunction. 

1051.  A  brief  account  of  these  results,  with  some  of  a  cor- 
responding character  which  I  had  observed  in  using  long 
wires,  was  published  in  the  Philosophical  Magazine  for  1834*; 
and  I  added  to  them  some  observations  on  their  nature. 
Further  investigations  led  me  to  perceive  the  inaccuracy  of 
my  first  notions,  and  ended  in  identifying  these  effects  with 
the  phenomena  of  induction  which  I  had  been  fortunate 
enough  to  develope  in  the  First  Series  of  these  Experimental 
Researchesf.  Notwithstanding  this  identity,  the  extension 
and  the  peculiarity  of  the  views  respecting  electric  currents 
which  the  results  supply,  lead  me  to  believe  that  they  will  be 
found  worthy  of  the  attention  of  the  Royal  Society. 

1052.  The  electromotor  used  consisted  of  a  cylinder  of 
zinc  introduced  between  the  two  parts  of  a  double  cylinder  of 
copper,  and  preserved  from  metallic  contact  in  the  usual  way 
by  corks.  Ihe  zinc  cylinder  was  eight  inches  high  and  four 
inches  in  diameter.  Both  it  and  the  copper  cylinder  were 
supplied  with  stiff  wires,  surmounted  by  cups  containing  mer- 
cury ;  and  it  was  at  these  cups  that  the  contacts  of  wires, 
helices,  or  electro-magnets,  used  to  complete  the  circuit,  were 
made  or  broken,  These  cups  I  will  call  6  and  B  throughout 
the  rest  of  this  paper  (1079). 

1053.  Certain  helices  were  constructed,  some  of  which  it 
will  be  necessary  to  describe.  A  pasteboard  tube  had  four 
copper  wires,  one  twenty-fourth  of  an  inch  in  thickness,  wound 
round  it,  each  forming  a  helix  in  the  same  direction  from  end 
to  end :  the  convolutions  of  each  wire  were  separated  by  string, 
and  the  superposed  helices  prevented  from  touching  by  inter- 
vening calico.  The  lengths  of  the  wires  forming  the  helices 
were  48,  49*5,  48,  and  45  feet.  The  first  and  third  wires 
were  united  together  so  as  to  form  one  consistent  l^lix  of  96 
feet  in  length :  and  the  second  and  fourth  wires  were  similarly 
united  to  A>rm  a  second  helix,  closely  interwoven  with  the 
first,  and  94*5  feet  in  length.  These  helices  may  be  distin- 
guished by  the  numbers  i  and  ii.  They  were  carefuUy 
examined  by  a  powerful  current  of  electricity  and  a  galvanom- 
eter, and  found  to  have  no  communication  with  each  other. 

1054.  Another  helix  was  constructed  upon  a  similar  paste- 
board tube,  two  lengths  of  the  same  copper  wire  being  used, 
each  forty-six  feet  long.     These  were  united  into  one  consist- 

*  Vol.  V.  p.  349. 
+  Philosophical  Transactions,  1832,  p.  126. 

Ab,  2,  January,  1837.  M 
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ent  helix  of  ninety-two  feet^  which  therefore  was  nearly  equal 
in  value  to  either  of  the  former  helices^  but  was  not  in  close 
inductive  association  with  them.  It  may  be  distinguished  by 
the  number  iii. 

1055.  A  fourth  helix  was  constructed  of  very  thick  copper 
wire^  being  one-fifth  of  an  inch  in  diameter;  the  length  of 
wire  used  was  seventy-nine  feet^  independently  of  the  straight 
terminal  portions. 

1056.  The  principal  e/ec^ro-ma^ne^  employed  consisted  of 
a  cylindrical  bar  of  soft  iron  twenty-five  inches  long,  and  one 
inch  and  three  quarters  in  diameter^  bent  into  a  ring,  so  that 
the  ends  nearly  touched^  and  surrounded  by  three  coils  of  thick 
copper  wire^  the  similar  ends  of  which  were  fastened  together ; 
then  each  of  these  terminations  was  soldered  to  a  copper  rod^ 
serving  as  a  conducting  continuation  of  the  wire.  Hence  any 
electric  current  sent  through  the  rods  was  divided  in  the  heli- 
ces surrounding  the  ring^  into  three  parts^  all  of  which,  how- 
ever, moved  in  the  same  direction.  The  three  wires  may 
therefore  be  considered  as  representing  one  wire,  of  thrice  the 
thickness  of  the  wire  really  used. 

1057.  Other  electro-magnets  could  be  made  at  pleasure 
by  introducing  a  soft  iron  rod  into  any  of  the  helices  described 
(1058,  &eO. 

105i3.  The  galvanometer  which  I  had  occasion  to  use  was 
rough  in  its  construction,  having  but  one  magnetic  needle, 
and  not  at  all  delicate  in  its  indications. 

.1059.  The  effects  to  be  considered  depend  on  the  conductor 
employed  to  complete  the  communication  between  the  zinc 
and  copper  plates  of  the  electromotor ;  and  I  shall  have  to 
consider  this  conductor  under  four  different  forms :  as  the 
helix  of  an  electro-magnet  (1056.);  as  an  ordinary  helix 
(1053.  &c.) ;  as  a  long  extended  wire,  having  its  course  such 
that  the  parts  can  exert  no  mutual  influence;  and  as  a  short 
wire.     In  all  cases  the  conductor  was  of  copper. 

1060.  The  effects  are  best  shown  by  the  electro^magnet 
(1056.).  When  it  was  used  to  complete  the  communication 
at  the  electromotor,  there  was  no  sensible  spark  on  making 
contact,  but  on  breaking  contact  there  was  a  very  large  and 
bright  spark,  with  consiaerable  combustion  of  the  mercury. 
Then,  again,  with  respect  to  the  shock:  if  the  hands  were 
moistened  in  salt  and  water,  and  good  contact  between  them 
and  the  wires  retained,  no  shock  could  be  felt  upon  making 
contact  at  the  electromotor,  but  a  powerful  one  on  breaking 
contact. 

fTo  be  continued.  J 
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XXXI.      Description  of  a  new  Rubber  for  a  Cylindrical 
Machine,  by  J.  Harper^  Esq.  in  a  letter  to  Mr.  Sturgeon. 

My  Dear  Sir, 

From  seeing  you  use  tin  foil  to  your  rubbers  of  Electrical 
Machines  in  order  to  conduct  more  effectually  a  supply  of  elec- 
tricity to  the  cylinder,  it  suggested  to  me  the  idea  of  a  new 
rubber  which  1  now  send  you  a  description  of,  and  if  you  think 
it  worthy  of  a  place  in  your  Annals,  you  can  insert  it  in  that 
new  and  useful  periodical. 

It  consists  of  a  cylindrical  piece  of  metal  (I  have  used  rolled 
zinc)  nearly  the  length  of  the  cylinder  for  which  it  is  required, 
and  about  one  inch  diameter,  open  at  each  end  and  also  in  the 
side  about  a  quarter  of  its  diameter:  in  one  edge  of  the  open- 
ing is  drilled  a  row  of  holes,  by  which  is  shown  a  piece  of  black 
silk  to  form  the  usual  flap :  a  cushion  is  made  of  basil  leather 
of  a  cylindrical  form,  square  at  each  end  to  fit  exactly  the  me- 
tal tube,  and  slipped  into  it :  the  open  side  of  the  tube  now 
admits  the  cushion  to  project  so  as  to  form  a  soft  rubber  when 
pressed  against  the  Electrical  cylinder :  a  piece  of  box  wood  is 
screwed  at  the  back  of  the  metal  tube  with  either  a  tenon  or 
dovetail,  to  fit  to  the  pillar  that  supports  the  rubber ;  a  narrow 
slip  of  leather  is  glu^  on  the  silk  just  where  it  comes  in  con- 
tact with  the  elass  cylinder  on  which  is  spread  the  amalgam. 

I  have  found  this  cushion  increase  the  action  of  my  elec- 
trical machine  considerably,  and  doubt  not  you  wiU  on  trial 
concur  in  what  I  have  stated. 

When  the  cushion  gets  flattened  by  use,  by  bringing  a 
fresh  part  to  bear  on  the  glass  cylinder,  you  renew  it  every 
time  it  is  moved;  and  the  cushion  being  square  at  the  ends, 
a  larger  portion  presses  on  the  machine. 

I  am. 
Your  obedient  servant, 
J.  HARPER. 
Oxford,  12th  Dec.  1836. 


XXXII.    MISCELLANEOUS  ARTICLES. 


Extract  from  a  Paper  by  Mr.   Hawkins,  read  at  the 

Mantellian  Museum. 

In  aid  of  humanity.  Electricity  is  now  employed  for  the 
prevervation  of  life.  The  blasting  of  rocks  in  mining  districts 
is  effected  by  inserting  tubes  of  metal  containing  gunpowder, 
in  the  rock,  and  ignition  is  produced  by  a  slow  match;  this 
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occasionally  fails  or  is  retarded  in  its  effect^  and  the  poor 
miner  returning  to  rearrange  it^  has,  not  unfrequently,  fallen 
a  sacrifice  to  his  incautiousness.  To  these  tuoes  Professor 
Hare,  of  Philadelphia,  has  adapted  wires  from  a  battery,  so 
that  by  the  electric  spark  explosion  takes  place  with  certainty, 
while  the  operator  is  sufficiently  distant  to  prevent  danger. 

To  chemistry  there  can  be  but  little  doubt  this  agent  will 
become  of  infinitely  greater  importance  even  than  it  has 
hitherto  been,  particularly  for  synthetical  and  manufacturing 
purposes.  The  simple  fact,  hypothetically  stated  by  Davy, 
but  decided  by  Dr.  Faraday  and  Mr.  Sturgeon,  that  the  che- 
mical affinity  of  unlike  bodies  is  merely  the  electrical  attrac- 
tion of  their  primary  molecules,  at  once  informs  us  that  chemistry 
has  electricity  for  its  basis,  and  therefore  it  might  also  be 
expected  that  the  chemist  will  soon  be  found  to  employ  the 
voltaic  battery  as  his  most  common  test.  The  luminous  and 
heating  efiects  of  galvanism  are  so  surprising  that  although 
not  a  recent  discovery  some  of  them  deserve  a  retrospective 
notice.  By  the  famed  battery  of  Mr.  Children  not  less  than 
five  feet  and  a  half  of  stout  platina  wire  was  raised  to  a  red 
heat  visible  in  daylight;  this  wire  if  passed  through  water 
would  boil  it,  and  keep  it  in  continual  ebullition  for  an  inde- 
finite period.  When  the  poles  of  such  a  battery  as  that  by 
which.Sir  Humphrey  Davy  made  his  brilliant  discoveries  of 
the  alcaline  metals,  terminate  in  charcoal  points,  and  these 
brought  within  a  certain  distance  of  each  other,  an  arch  of 
the  most  intense  light  occurs  between  them.  Mr.  Wm.  Allen, 
my  honoured  friend,  and  one  of  the  most  respected  of  men, 
in  one  of  his  lectures  at  Guy's  Hospital,  exhibited  the  power 
of  this  light  in  illuminating  objects  for  the  solar  microscope ; 
the  heat  emitted  from  it  is  of  the  highest  degree  attainable  by 
the  art  of  man,  fiising  readily  those  substances  most  refractory 
in  our  best  constructed  furnaces,  such  as  platina,  quartz,  the 
sapphire,  magnesia,  and  lime;  and  fragments  of  the  diamond 
appear  to  be  rapidly  converted  into  vapour. 

These  are  only  a  few  of  this  class  of  electrical  effects,  but 
when  Volta's  apparatus  shall  be  made  to  display  all  its  energies, 
and  this  instrument  of  wealth  and  power  to  future  ages,  shall 
have  arrived  at  its  utmost  simplicity,  to  how  many  purposes  of 
utility  will  it  be  applied !  As  an  economical  generator  of  heat  it 
may  prove  an  advantageous  substitute  for  many  of  the  com- 
monest uses  of  fire,  and  if,  by  its  decomposition  of  water  into 
the  constituents  of  that  most  singular  fluid,  the  gases  oxygen 
and  hydrogen  be  obtained  almost  without  cost,  then  may  the 
lime  light  be  adopted  to  illuminate  our  streets. — Brighton 
HeraliL 
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Aurora  Borealis.—lUh  and  I8th  Oct.  1836. 

Shortly  after  8  o'clock  on  Tuesday  evening,  the  Metropo- 
lis and  its  .suburbs^  for  miles  rounds  was  thrown  into  a  state 
of  the  greatest  excitement  by  the  northern  hemisphere  assum- 
ing a  most  awful  fiery  appearance,  which  seemed  to  indicate 
the  existence  of  some  dreadful  conflagration  in  the  north  por- 
tion of  the  Metropolis.  The  principal  thoroughfares  leading 
to  that  point  were  speedily  crowded  by  thousands  of  persons 
hurrying  to  the  supposed  scene  of  aestructibn,  whilst  the 
various  engine  stations  were  literally  besieged  by  persons  in 
cabs,  &Q.  possessing  property  in  that  direction^  anxious  to 
ascertain  whether  or  not  it  was  secure  from  danger.  Many 
of  the  fire-engines  were  put  into  motion,  and  after  scouring 
the  northern  parts  of  the  City  and  suburbs  in  search  of  the 
supposed  fire,  it  was  at  last  oiscovered  that  the  appearance  of 
the  sky  had  been  caused  by  one  of  the  most  splendid  of  those 
remarkable  phenomena,  known  as  the  Aurora  Borealis^  or 
Northern  lights. 

From  persons  who  had  the  opportunity  of  witnessing  the 
magnificent  spectacle  from  elevated  situations,  we  understand 
there  first  appeared  a  large  luminous  arch,  extending  nearly 
from  north  to  south,  from  which  streamers  appeared,  very  low, 
running  to  and  fro  from  N.E.  to  S.W.  ana  momentarily  in- 
creasing in  number  until  they  began  to  approach  the  zenith, 
apparently  with  an  accelerated  velocity.  Suddenly  the  whole 
hemisphere  was  covered  with  them,  when  the  intensity  of 
the  lights  the  prodigious  number  and  the  volatility  of  the 
beams,  the  grand  intermixture  of  all  the  prismatic  colours  in 
their  utmost  splendour,  variegating  the  glowing  canopy  with 
the  most  luxuriant  and  enchanting  scenery,  afforded  an  awfril, 
but  at  the  same  time  the  most  pleasing  and  sublime  spectacle 
in  nature.  The  splendid  scene,  however,  only  lastea  about 
forty  seconds;  the  variety  of  colours  disappeared,  and  the 
beams  lost  their  lateral  motion,  and  were  converted  as  usual 
into  the  flashing  radiations,  which  kept  diminishing  in  splen- 
dour until  the  whole  disappeared,  leaving  only  a  pale  white 
light  near  the  horizon.  During  the  aurora,  which  lasted  about 
half-an-hour,the  light  of  the  stars  was  not  respected,  numbers 
being  occasionally  seen  through  the  luminous  arch  or  beam. 

WJben  the  northern  lights  are  visible  in  this  country,  they 
appear  chiefly  in  the  spring  and  autumn,  and  usually  afler  a 
period  of  dry  weather.  They  are  seen  more  rarely  in  countries 
near  the  equator ;  but  occur  almost  incessantly  during  the  long 
winters  in  the  Polar  Regions,  and  with  a  [lustre  of  which  we 
can  form  but  a  fiiint  conception. — Times. 
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Of  late  years  it  has  been  remarked  that  the  appearances  of 
the  Aurora  Borealis  have  been  more  frequent  and  more  brilli- 
ant than  they  used  to  be.  We  have  been  accustomed  to 
see  the  Northern  Lights  playing  in  fitful  flashes  across  the 
sky,  or  shooting  up  their  beautiful  and  ever- varying  silvery 
streamers  from  the  horizon  to  the  zenith,  in  the  most  fantas- 
tic forms.  On  Tuesday  night,  however,  the  appearance  of 
this  phenomenon  was  singular;  and,  as  far  as  we  know, 
altogether  new.  The  wind  had  blown  a  perfect  hurricane 
during  the  day,  but  became  more  moderate  towards  the 
evening,  when  the  sky  cleared,  and  the  moon  shone  in  almost 
cloudless  majesty.  A  little  before  eight  o'clock  the  aurora 
suddenly  appeared ;  at  first  like  a  long  belt  or  rope  of  light, 
arching  the  heavens  from  nearly  east  to  west.  It  then  began 
to  radiate  from  the  zenith  towards  the  horizon  in  every  direc- 
tion :  but  the  most  extraordinary  phenomenon  was  the  culmi- 
nating of  the  light  towards  one  centre,  which  appeared  bright 
over  the  City,  resembling  somewhat  an  umbrella  half  furled. 
In  the  middle  was  a  large  space,  sometimes  dark,  and  some- 
timesstreakedwithl)eamsoflight,  while  from  the  circumference 
the  corruscations  shot  downwards  towards  the  horizon,  di- 
verging on  all  sides  until  they  melted  away  in  the  cerulean 
hue  of  the  firmament.  The  magnificent  and  novel  aspect  of 
this  lurid  canopy  struck  the  spectator  with  feelings  of  awe  and 
wonder.  But  the  most  remarkable  feature  of  this  aurora  was 
the  deep  crimson  colour  which  it  occasionally  assumed,  and 
which  was  perfectly  transparent,  as  the  stars  were  9een  dis- 
tinctly shining  through  it.  This  coloured  appearance  which 
might  easily  have  been  mistaken  for  the  reflection  of  some 
conflagration,  or  part  of  the  city  on  fire,  continued  with  slight 
intermissions  for  nearly  an  hour,  commencing  in  the  east  and 
gradually  dying  away  in  the  west.  The  phenomenon,  we 
believe,  was  quite  new  in  this  quarter,  and,  as  might  be  ex- 
pected, attracted  numerous  groups  of  spectators. — Edinburgh 
Advertizer, 


In  the  years  1715  and  1745  remarkable  exhibitions  of  this 
meteor  made  their  appearance :  these  at  the  time  were  con- 
nected with  the  rebellions  ocurring  just  afterwards.  On 
the  1st  and  again  on  the  7th  of  January,  1830,  similar 
extraordinary  appearances  were  again  witnessed  in  the  sky. 
These  seemed  also  to  be  associated  with  the  political  events 
then  impending.  We  do  not  recollect  since  1830  to  have  seen 
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any  such  exhibition  of  the  Aurora  as  that  visible  at  a  quarter- 
past  eight  o'clock  on  Tuesday  night.  The  moon  was  up^ 
and  the  sky  was  clouded  all  around  the  horizon^  so  was  not  pecu- 
Uarly  favourable  for  the  exhibition.  Towards  the  zenith,  large 
beams  of  greenish  light  shot  up :  to  the  south  of  this  an  im- 
mense tract  of  sky  showed  bright  carmine.  The  stars  were 
brightly  visible,  but  tinted  with  red  or  green  according  to  the 
medium  through  which  they  were  seen.  Before  nine  the  aurora 
had  in  a  great  measure  disappeared.  White  it  lasted  the  streets 
were  crowded  with  spectators  to  witness  the  beautiful  but 
abnost  alarming  meteor. — Perth  Constitutional, 


From  the  Constitution^  or  Cork  Advertizer  of  Oct,  I8th. 

TO  THE   EDITOR   OF  "  SAUNDERS's   NEW  LETTER. ** 

Sir,  Black  Rock. 

Having  seen  in  your  paper  of  this  day  a  description  of  the 
appearance  of  the  Aurora  Borealis,  on  the  evening  of  the 
11th,  as  seen  from  the  north  side  of  our  city,  and  a  re- 
quest that  some  of  your  readers  on  the  South  side 
would  be  so  kind  as  to  notice  it;  I  beg  leave,  therefore, 
to  trespass  on  your  columns  to  state  its  appearance  here.  I 
noticed  it  quite  accidentally,  and  at  about  a  quarter-past  8  p.  m. 
at  which  time,  however,  it  seemed  to  me  to  be  at  the  north- 
west, but  it  appeared  as  one  broad  sheet  of  white  light,  with 
now  and  then  a  stream  shooting  up  towards  the  zenith,  and 
the  upper  part  was  partly  covered  by  a  cirrho-stratus  cloud, 
which,  however,  I  am  perfectly  confident  had  no  connexion 
whatever  with  the  aurora,  as  it  was  evidently  at  a  great  distance 
above  the  cloud,  and  the  cloud  was  carried  by  the  wind  towards 
Howth,  where  it  vanished  by  degrees.  The  aurora  reached 
no  higher  than  50  degrees  north,  and  extended  from  about 
120  degrees  to  about  210  degrees,  being  about  90  or  100  de- 
grees from  its  eastern  termination  to  its  western,  which  latter 
was  dense  and  well  defined.  The  whole  appearance  was 
extremely  splendid,  and  illuminated  every  object  very  sensibly. 
It  gradually  disappeared,  and  at  a  few  minutes  after  nine  it 
was  all  over. 

But  of  this  I  am  quite  certain,  the  cloud  had  nothing 
whatever  to  do  with  the  aurora,  as  it  was  very  low  in  the 
atmosphere.  The  wind  was  westerly  at  the  time,  and  the 
sky  remarkably  clear.  If  you  think  this  worthy  a  place  in 
your  valuable  paper,  it  will  much  oblige  yours, 
October  13th,  1836.  W. 
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Most  of  the  journals  of  the  Departments  which  have  been 
received  to  day,  in  Paris,  speak  of  the  Aurora  Borealis 
referred  to  in  our  number  of  yesterday.  It  is  astonishing 
that  this  phenomenon  which  was  seen  simultaneously,  at 
Menies^  Strasburg,  Trayes,  Renues^  &c.^  was  not  observed  in 
Paris. — Courrier  Francois. 


A  splendid  Aurora  Borealis  appeared  last  evening  about 
half-past  eight  o'clock  in  Rennes,  and  spread  for  a  moment 
some  alarm  m  the  City.  The  brightness  from  the  clouds 
was  such  that  it  resembled  a  large  fire  breaking  through  the 
roof  of  an  edifice.  Cries  of  fire  caused  the  guard  to  turn 
out,  and  the  soldiers  ran  in  the  direction  of  the  street,  Aux 
Fonlans,  and  the  square  St.  Anne,  to  offer  their  services  to 
extinguish  the  fire.  The  pompiers  were  putting  their  engine 
in  order,  when  it  was  discovered  that  the  cause  of  the  alarm 
was  a  magnificent  aurora  borealis,  which  illuminated  the  sky 
for  several  minutes, — Auxiliarie  Breton. 


Strasbergy  Oct.  19. — Last  evening,  between  eight  and  nine 
o'clock,  a  rather  extraordinay  phenomenon  caused  a  general 
uproar  in  our  City.  A  dazzling  light  suddenly  spread  over 
a  large  extent  of  the  sky,  which  soon  aj^eared  totally  on  fire. 
The  alarm  it  occasioned  was  very  great,  when  it  was  discovei'ed 
to  be  an  Aurora  Borealis.  It  was  a  beautifiil  sight,  two  im- 
mense columns  of  light  arose  to  a  considerable  height  in  the 
atmosphere,  in  opposite  directions,  like  two  columns  of  fire. 
The  light  was  at  first  pale,  but  soon  after  the  whole  mass 
appeared  to  vibrate,  and  the  light,  by  degrees,  became  more 
intense.  The  phenomenon  lasted  near  half  an  hour,  so  that 
we  had  full  time  to  contemplate  that  surprising  spectacle. — 
Courrier  du  Bos  Rhin. 


Brussels,  Oct.  19.— Yesterday  evening,  at  nine  o'clock, 
we  had  the  pleasure  of  seeing  a  phenomenon  very  unusual  for 
this  city:  viz.,  the  Aurora  Borealis.  The  sky  seemed  of  a 
blood-red  colour  over  a  large  space  to  the  N.W.  The  people 
crowded  the  street,  and  thought  it  was  a  fire.  It  lasted  half 
an  hour. — Morning  Herald. 
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lOGI.  When  the  helix  i  or  iii  (1053.  &c.)  was  used  as  the 
cannecting  conductor,  there  was  also  a  good  spark  on  break- 
ing contact,  but  none  (sensibly)  on  making  contact.  On  try- 
ing to  obtain  the  shock  from  these  helices,  I  could  not  succeed 
at  first.  By  joining  the  similar  ends  of  i  and  ii  so  as  to  make 
the  two  helices  eauivalent  to  one  helix,  having  wire  of  double 
thickness,  I  coula  just  obtain  the  sensation.  Using  the  helix 
of  thick  wire  (1055.)  the  shock  was  distinctly  obtained.  On 
placing  the  tongue  between  two  plates  of  silver  connected 
by  wires  with  the  parts  which  the  hands  had  heretofore 
touched  (1C64.),  there  was  a  powerful  shock  on  breaking 
contact,  but  none  on  making  contact. 

1062.  The  power  of  producing  these  phenomena  exists 
therefore  in  the  simple  helix,  as  in  the  electro-magnet,  al- 
though by  no  means  in  the  same  high  degree. 

1063.  On  putting  a  bar  of  soft  iron  into  the  helix,  it  be- 
came an  electro-magnet  (1057.),  and  its  power  was  instantly 
and  greatly  raised.  On  putting  a  bar  of  copper  into  the  helix, 
no  change  was  produced,  the  action  being  that  of  the  helix 
alone.  The  two  helices  i  and  ii,  made  into  one  helix  of  two- 
fold length  of  wire,  produced  a  greater  effect  than  either  i  or 
ii  alone. 

1064.  On  descending  from  the  helix  to  the  mere  long  wire, 
the  following  effects  were  obtained.     A  copper  wire,  0*18  of 
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an  inch  in  diameter,  and  132  fe^t  in  length,  was  laid  out  upon 
the  floor  of  the  laboratory,  and  used  as  the  connecting  con- 
ductor (1059.):  it  gave  no  sensible  spark  on  making  contact, 
but  produced  a  bright  one  on  breaking  contact,  yet  not  so 
bright  as  that  from  the  helix  (I06U)*  On  endeavouring  to 
obtain  the  electric  shock  at  the  moment  contact  was  broken, 
I  could  not  succeed  so  as  to  muke  it  pasi3  through  the  hands  ; 
but  by  using  two  silver  plates  fieistened  by  small  wires  to  the 
extremity  of  the  principal  wire  used,  and  introducing  the 
tongue  between  those  plates,  I  succeeded  in  obtaining  power- 
ful shocks  upon  the  parts  of  the  mouth,  and  could  easily  con- 
vulse a  flounder,  «n  eel,  or  a  frog.  None  of  these  effects 
could  be  obtained  directly  from  the  electromotor,  i.  e.  when 
the  tongue,  frog,  or  fish  was  in  a  similar,  and  therefore  com- 
parative manner,  interposed  in  the  course  of  the  communica^ 
tion  between  the  zinc  and  copper  jdates,  separated  everywhere 
«lse  by  the  acid  used  to  excite  the  combination.  The  bright 
spark  and  the  shock,  produced  only  on  breaking  contact,  are 
therefor^  effects  of  the  same  kina  as  those  produced  in  a 
higher  degree  by  the  helix,  and  in  a  still  higher  degree  by 
the  electro-magnet. 

1065.  In  order  to  compare  an  extended  wire  with  a 
helix,  the  heli^  i>  containing  ninety-six  feet,  and  nin^ety-^six 
feet  of  the  same  sized  wire  lying  on  th6  floor  of  the  labora- 
tory, were  used  alternately  as  conductots:  the  former  gave  a 
much  brighter  spark  at  the  moment  of  disjunction  tiian  the 
latter.  Again,  twenty-eight  feet  of  copper  wire  were  mad^ 
tip  into  a  helix,  and  being  used  gave  a  good  spark  on  disjunc- 
tion with  the  electromotor;  being  then  suddenly  pulled  out 
and  again  employed,  it  ^ve  a  much  noialler  spark  than  before, 
although  nothing  but  it&  spiral  arrangement  had  beeb  changed. 

1066.  As  the  superiority  of  a  helix  ov6r  a  wire  is  important 
to  the  philosophy  of  the  effect^  I  took  particular  pains  to  as- 
certain the  fact  with  certainty.  A  wire  6f  copper  sixty-sev^A 
feet  long  was  bent  in  the  middle  so  as  to  form  a  double  ter- 
mination wiiich  could  be  Communicated  with  the  electaromotor ; 
one  of  the  halves  of  this  wire  was  made  into  a  helix  and  the 
other  remained  in  its  extended  coition.  When  these  were 
used  alternately  as  the  connecting  Wire,  the  helix  gi^ve  bT 
much  the  strongest  spark.  It  even  gave  a  strotiger  spark 
than  when  it  and  the  extended  wire  we^e  used  conjointly  as  a 
double  conductor. 

"  i067.  When  a  short  wire  is  used,  all  these  effects  disap- 
pear. If  it  be  only  two  or  three  inches  long,  a  spark  cai^ 
scarcely  be  perceived  on  breaking  the  junction.  If  it  be  ten 
or  twelve  inches  long  and  moderately  thick^  a  small  6t>ark 
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may  be  more  easily  obtained.  As  the  length  is  increased^  the 
6park  becomes  proportionately  brighter,  until  from  extreme 
length  the  resistance  offered  by  the  metal  as  a  conductor  be* 
gins  to  interfere  with  the  principal  result. 

1068.  The  efl^ct  of  elongation  was  well  shown  thus:  114 
feet  of  copper  wire,  one  eighteenth  of  an  inch  in  diametei, 
were  extended  on  the  floor  and  used  as  a  conduct(»r :  it  re* 
mained  cold,  but  gave  a  bright  spark  on  breaking  eontact. 
Being  crossed  so  that  the  two  terminations  were  in  contact 
near  the  extremities^  it  was  again  used  as  a  conduct<M-,  only 
twelve  inches  now  being  included  in  the  circuit ;  the  wire  be- 
came very  hot  from  the  greater  quantity  of  electricity  passing 
through  ity  and  yet  the  s{»ark  on  breaking  contact  was  scarcely 
visible.  The  experiment  was  repeated  with  a  wire  one  ninth 
of  an  inch  in  diameter  and  thirty-six  feet  long  with  the  samie 
results. 

1069.  That  the  effects,  and  also  the  action,  in  all  these 
forms  of  the  experiment  are  identical,  is  evident  from  the 
manner  in  which  the  former  can  be  gradually  raised  from  that 
produced  by  the  shortest  wire  to  that  of  the  vaost  powerful 
electro-magnet :  and  this  capability  of  examining  what  will 
happen  by  the  most  powerful  apparatus,  and  then  experiment* 
ing  for  the  same  results,  or  reasoning  from  th^n,  with  the 
weaker  arrangements,  is  of  great  advantage  in  making  out 
the  true'principles  of  the  phenomena. 

1 070.  j^ie  action  is  evidently  dependent  upon  the  wire  which 
serves  as  a  conductor;  for  it  varies  as  that  wire  varies  in  its 
length  or  arrangement.  The  shortest  wire  may  be  considered 
as  exhibiting  the  full  dfect  of  spark  or  shock  whieh  the  elec* 
tromotor  can  produce  by  its  own  direct  power ;  all  the  addi- 
tional force  which'  the  arrangements  aescribed  can  excite 
being  due  to  some  affection  of  the  current,  either  permanent 
or  momentary,  in  the  wire  itself.  That  it  is  a  momentary 
eflfect,  produced  only  at  the  instant  <^  breaking  contact,  will 
be  folly  proved  (1089. 1 100.) 

1071.  No  diange  takes  place  in  the  quantity  or  intensity 
of  the  current  during  the  time  the  latter  is  continued,  from 
the  moment  after  contact  is  made  up  to  that  previous  to  dis- 
union, except  what  depends  upon  the  increased  obstruction 
offered  to  the  passage  of  the  electricity  by  a  long  wire  as  com- 
pared to  a  fiAiort  wire.  To  ascertain  this  point  with  regard  to 
quantity y  the  helix  i  (1053.)  and  the  galvanometer  (1058.) 
were  both  made  parts  of  the  metallic  circuit  u^ed  to  connect 
the  plates  of  a  small  electromotor,  and  the  deflection  at  the 
galvanometer  was  observed ;  then  a  soft  iron  core  was  put 
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into  the  helix,  and  as  soon  as  the  momentary  effect  was  over^ 
and  the  needle  had  become  stationary,  it  was  again  observed, 
and  found  to  stand  exactly  at  the  same  division  as  before. 
Thus  the  quantity  passing  through  the  wire  when  the  current 
was  continued  was  the  same  either  with  or  without  the  soft 
iron,  although  thepeculiar  effects  occurring  at  the  moment  of 
disjunction  were  very  different  in  degree  under  such  variation 
of  circumstances. 

1072.  That  the  quality  of  intensity  belonging  to  the  con- 
stant current  did  not  vary  with  the  circumstances  favouring 
the  peculiar  results  under  consideration,  so  as  to  yield  an  ex- 
planation of  those  results,  was^  ascertained  in  the  following 
manner.  The  current  excited  by  an  electromotor  was  passed 
through  short  wires,  and  its  intensity  tried  by  subjecting 
diiierent  substances  to  its  electrolyzing  power  (912. 966.  &c.) ; 
it  was  then  passed  through  the  wires  of  the  powerful  electro- 
magnet (1056.),  and  again  examined  with  respect  to  its  inten- 
sity by  the  same  means  and  found  unchanged.  Again,  the 
constancy  of  the  quantity  passed  in  the  above  experiment 
(1071.)  adds  further  proof  that  the  intensity  could  not  have 
varied;  for  had  il  been  increased  upon  the  introduction  of  the 
soft  iron,  there  is  every  reason  to  believe  that  the  quantity 
passed  in  a  given  time  would  also  have  increased. 

1073.  The  feet  is,  that  under  many  variations  of  the  expe- 
riments, the  permanent  current  loses  in  force  as  the  efiiects 
upon  breaking  contact  become  exalted.  This  is  abundantly 
evident  in  the  comparative  experiments  with  long  and  short 
wires  (1068.);  and  is  still  more  strikingly  shown  by  the 
following  variation.  Solder  an  inch  or  two  in  length  of  fine 
platina  wire  (about  one  hundredth  of  an  inch  in  diameter)  on 
to  one  end  of  the  long  communicating  wire,  and  also  a  similar 
length  of  the  same  platina  wire  on  to  one  end  of  the  short 
communication ;  then  in  comparing  the  effects  of  these  two 
communications,  make  and  break  contact  between  the  platina 
terminations  and  the  mercury  of  the  cup  G  or  E  (1079.). 
When  the  short  wire  is  used,  the  platina  will  be  ignited  by 
the  constant  current,  because  of  the  quantity  of  electricity, 
but  the  spark  on  breaking  contact  will  be  hardly  visible ;  on 
using  the  longer  communicating  wire,  which  by  obstructing 
will  diminish  the  current,  the  platina  will  remain  cold  whilst 
the  current  passes,  but  give  a  bright  spark  at  the  moment  it 
ceases :  thus  the  strange  result  is  obtained  of  a  diminished 
spark  and  shock  from  the  strong  current,  and  increased  effects 
from  the  weak  one.  Hence  the  spark  and  shock  at  the 
moment  of  disjunction,  although  resulting  from  great  inten- 
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8tty  and  quantity  of  the  current  at  that  tnomenty  ure  no  direct 
moicators  or  measurers  of  the  intensity  or  quantity  of  the 
constant  current  previously  passing,  and  by  which  they  are 
ultimately  produced. 

1074.  It  is  highly  important  in  using  the  spark  as  an  indi- 
cati<Mi,  by  its  relative  brightness,  of  these  effects,  to  bear  in 
mind  certain  circumstances  connected  with  its  production  and 
appearance.  An  ordinary  electric  spark  is  understood  to  be 
the  bright  appearance  of  electricity  passing  suddenly  through 
an  interval  of  air,  or  other  badly  conducting  matter.  A  vol- 
taic spark  is  sometimes  of  the  same  nature,  but,  generally,  is 
due  to  the  ignition  and  even  combustion  of  a  minute  portion 
of  a  good  conductor ;  and  that  is  especially  the  case  when  the 
electromotor  consists  of  but  one  or  few  pairs  of  plates.  This 
can  be  very  well  observed  if  either  or  both  of  the  metallic 
surfaces  intended  to  touch  be  solid  and  pointed.  The  moment 
they  come  in  contact  the  current  passes;  it  heats,  ignites, 
and  even  bums  the  touching  points,  and  the  appearance  is  as 
if  the  spark  passed  on  making  contact,  whereas  it  is  only  a 
case  of  ignition  by  the  current,  contact  being  previously  made, 
and  is  perfectly  analogous  to  the  ignition  of  a  fine  platina  wire 
connecting  the  extremities  of  a  voltaic  battery. 

1075.  When  mercury  constitutes  one  or  both  of  the  sur- 
fiices  used,  the  brightness  of  the  spark  is  greatly  increased. 
But  as  this  effect  is  due  to  the  action  on,  and  probable  com- 
bustion of,  the  metal,  such  sparks  must  only  be  compared 
with  other  sparks  also  taken  from  mercurial  surfaces,  and  not 
with  such  as  mav  be  taken,  for  instance,  between  surfaces  of 
platina  or  gold,  K>r  then  the  appearances  are  far  less  bright, 
though  the  same  quantity  of  electricity  be  passed.  It  is  not 
at  all  unlikely  that  the  conmionly  occurring  circumstance  of 
combustion  may  affect  even  the  duration  of  the  light;  and 
that  sparks  taken  between  mercury,  copper,  or  other  com- 
bustible bodies,  will  ccmtinue  for  a  perioa  sensibly  longer  than 
those  passing  between  platina  or  gold. 

1076.  When  the  end  of  a  short  clean  copper  wire,  attached 
to  one  plate  of  an  electromotor,  is  brought  down  carefully 
upon  a  sur&ce  of  mercury  connected  with  the  other  plate,  a 
spark,  almost  continuous,  can  be  obtained.  This.  I  refer  to  a 
succession  of  effects  of  the  following  nature :  first  contact, — 
then  ignition  of  the  touching  points, — recession  of  the  mer- 
cury from  the  mechanicid  results  of  the  heat  produced  at  the 
place  of  contact  and  the  electro-magnetic  condition  of  the 
parts  at  the  moment*, — breaking  of  the  contact  and  the  pro- 

*  Quarterly  Journal  of  Science,  vol.  zii.  p.  4^« 
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duction  of  the  peculiar  intense  eSect  .dependent  thereon, — 
i^newal  of  the  contact  by  the  returning  sur&ce  of  the  undu- 
lating mercury, —  and  then  a  repetition  of  the  same  series  of 
effects,  and  that  with  such  rapidity  as  to  present  the  appear- 
ance of  a  continued  discharge.  If  a  long  wire  or  an  electro- 
magnet be  used  as  the  connecting  conductor  instead  of  a 
short  wire,  a  similar  appearance  may  be  produced  by  tapping 
the  vessel  containing  the  mercury  and  making  it  vibrate;  but 
the  sparks  do  not  usually  follow  each  other  so  rapidly  as 
to  produce  an  apparently  continuous  spark,  because  of  the 
time  required  when  the  long  wire  or  electro-magnet  is  used 
both  for  the  full  development  of  the  current  (1101,  1  lOG.)  and 
for  its  complete  cessation. 

'  1077.-  Returning  to  the  phenomena  in  questicm^  the  first 
thought  that  arises  in  the  mind  is,  that  the  electricity  circu- 
lates with  something  like  m&mentum  or  inertia  in  the  wire, 
and  that  thus  a  long  wire  produces  effects  at  the  instant  the 
current  is  stopped,  which  a  short  wire  cannot  produce.  Such 
an  explanation  is,  however,  at  once  set  aside  by  the  fact,  that 
the  same  length  of  wire  produces  the  effects  in  very  different 
degrees,  according  as  it  is  simply  extended,  or  made  into  a 
helix,  or  forms  the  circuit  of  an  electro-magnet  (1069.).  The 
experiments  to  be  adduced  (1089.)  will  still  more  strikingly 
show  that  the  idea  of  momentum  cannot  apply. 

1078.  The  bright  sjpark  at  the  electromotor,  and  the 
shock  in  the  arms,  appeared  evidently  to  be  due  to  one  current 
in  the  long  wire,  divided  into  two  parts  by  the  double  channel 
afforded  through  the  body  and  through  the  electromotor ;  for 
that  the  spark  was  evolved  at  the  place  of  disjunction  with  the 
electromotor,  not  by  any  direct  action  of  the  latter,  but  by  a 
force  immediately  exerted  in  the  wire  of  communication, 
seemed  to  be  without  doubt  (1070.).  It  followed,  therefore^ 
that  by  using  a  better  conductor  in  {dace  of  the  human  body^ 
the  whole  of  this  extra  current  might  be  made  to  pass  at  that 
place  ;  and  thus  be  separated  from  that  which  the  electromo- 
tor could  produce  by  its  immediate  action,  and  its  direction 
be  examined  apart  from  any  interference  of  the  original  and 
originating  current.  This  was  found  to  be  true :  for  on  con- 
necting the  ends  of  the  principal  wire  together  by  a  cross  wire 
two  or  three  feet  in  length,  applied  just  where  die  hands  had 
felt  the  shock,  the  whole  of  the  extra  current  passed  by  the 
new  channel,  and  then  no  better  spark  than  one  producible  by 
a  short  wire  was  obtained  on  disjunction  at  the  electromotor. 

1079.  The  current  thus  separated  was  examined  by  galva- 
nometers and  decomposing  apparatus  introduced  into  the  course 
of  this  wire.     I  will  always  speak  of  it  as  the  current  in  the 
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croBS  wire  or  wires^  00  that-  no  iQi9take^  as  to  its  place  or  origin 
may  occur.  In  fig.  37,  Plate  VI.  Z  and  C  represent  the  zinc  and 
copper  plates  of  th^  dectpomotor ;  G  and  E  the  cups  of  mer- 
cury wh^e  contact  is  made  or  broken  (1052) ;  A  aiid  B  the 
terminations  of  D  the  long  wire,  the  helix,  or  the  electro^n^ag- 
net,  used  to  o<Mnplete  the  circuit ;  N  and  P  are  the  cross  wires, 
which  can  either  be  brought  into  contact  at  x,  or  else  have  a 
galvanometer  (1058.)  or  an  eleoUrolyzing  aj^)ajatus  (312. 316.) 
interposed  there. 

The  production  of  the  shock  from  the  current  in  the  cross 
wire,  whether  D  was  a  long  extended  wire,  or' a  helix,  ot  an 
^ctro-magnet,  has  beenalready  described  (1064. 1061. 1060.) 

1080.  The  spark  of  the  cros8*wire  current  could  be  pro- 
duced at  X  in  the  fdlowing  manner  :  D  was  made  an  electro- 
magnet, the  metallic  extremities  at  x  were  held  close  together 
or  rubbed  lightly  against  each  other,  whilst  contact  was  broken 
at  G  or  E.  When  the  communication  was  periect  at  x, 
little  or  no  spark  appeared  at  G  or  E.  When  the  condition 
of  vicinity  at  x  was  favourable  for  the  result  required,  a  bright 
spark  would  pass  there  at  the  moment  4>f  disjunction,  none 
occurring  at  G  and  E ;  diis  spark  was  the  luminous  passage 
of  the  ex^ra  current  through  the  cross^wires.  When  there 
was  no  contact  or  passage  of  current  at  Xy  then  the  spark  ap- 
peared at  G  or  E,  the  extra  current  fi»rcing  its  way  through 
the  electromotor  itself.  The  same  results  were  obtained  by 
the  use  of  the  helix  or  the  extended  wire  at  D  in  place  of  the 
electro-magnet. 

1081.  On  introducing  a  fine  platina  wire  at  x,  and  employ- 
ing the  electro-magnet  at  D,  no  visible  efibcts  occurred  as  long 
as  contact  was  continued ;  but  on  breaking  contact  at  G  or  E, 
the  fine  wire  was  instantly  ignited  and  fused.  A  longer  or 
thicker  wire  could  be  so  adjusted  at  ^  as  to  show  ignition, 
without  fusion,  ev^y  time  the  contact  was  broken  at  Gr  or  E. 

1083.  It  is  rather  difficult  to  obtain  this  effect  with  helices 
or  wires,  uid  for  very  simple  reasons :  with  the  helices  i,  ii,  or 
iii,  there  was  such  retardation  of  the  electric  current,  from  the 
length  of  wire  used,  that  a  fuU  inch  of  platina  wire  one  fiftieth 
of  an  inch  in  diameter  could  be  retained  ignited  at  the  cross- 
wires  during  the  continv^ance  of  contact,  by  the  portion  of 
deetricity  passing  through  it.  Hence  it  was  impossible  to 
distinguish  the  particular  effects  at  the  moments  of  making 
or  breaking  eontaet  from  this  constant  effect. 

1083.  On  using  the  thick  wire  helix  (1055.),  the  same 
results  ensued.  Proceeding,  however,  upon  the  known  fact 
that  electric  currents  of  great  quantity  but  low  intensity, 
tiioagh  able  ^  to  ignite  thic)^  wires,  cannot  produce  that  effect 
upon  thin  ones,  fused  a  very  fine  platina  wire  at  x,  reducing 
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its  diameter  until  a  spark  appeared  at  G  or  E>  when  contact 
was  broken  there.  A  quarter  of  an  inch  of  such  wire  might 
be  introduced  at  sp  without  being  ignited  by  the  continuance 
of  contact  at  G  or  £  ;  but  when  contact  was  broken  at  either 
place^  this  wire  became  red  hot ;  proving,  by  this  method,  the 
production  of  the  induced  current  at  that  moment, 

1084.  Chemical  decomposition  was  next  effected  by  the 
cross-wire  current/ an  electro-magnet  being  used  at  D^  and  a 
decomposing  apparatus,  with  solution  of  iodide  of  potassium 
in  paper  (1079.),  employed  at  or.  The  conducting  power  of 
the  connecting  system  A  B  D  was  sufficient  to  carry  all  the 
primary  cur];ent>  and  consequently  no  chemical  action  took 
place  at  x  during  the  continuance  oi  contact  at  G  and  E;  but 
when  contact  was  broken,  there  was  instantly  decomposition 
at  X.  The  iodine  appeared  against  the  wire  N,  and  not 
against  the  wire  P;  thus  demonstrating  that  the  current 
through  the  cross-wires,  when  contact  was  broken,  was  in  the 
reverse  direction  to  that  marked  by  the  arrow,  or  that  which 
the  electromotor  would  have  sent  through  it. 

1085.  In  this  experiment  a  bright  spark  occurs  at  the  place 
of  disjunction,  indicating  that  only  a  small  part  of  the  extra 
current  passed  the  apparatus  at  x,  because  of  the  small  con- 
ducting power  of  the  latter. 

1086.  I  found  it  difficult  to  obtain  the  chemical  effects  with 
the  simple  helices  and  wires,  in  consequence  of  the  diminished 
inductive  power  of  these  arrangements,  and  because  of  the 
passage  of  a  strong  constant  current  at  x  -  whenever  a  very 
active  electromotor  was  used  (1082.). 

1087.  The  most  instructive  set  of  results  was  obtained, 
however,  when  the  galvanometer  was  introduced  at  x.  Using 
an  electro-magnet  at  D,  and  continuing  contact,  a  current 
was  then  indicated  by  the  deflection,  proceeding  from  P  to  N, 
in  the  direction  of  the  arrow ;  the  cross  wire  serving  to  carry 
one  part  of  the  electricity  excited  by  the  electromotor,  and  the 
arrangement  A  B  D,  as  indicated  by  the  arrows,  the  other 
and  far  greater  part.  The  magnetic  needle  was  .then  forced 
back,  by  pins  applied  upon  opposite  sides  of  its  two  extremities^ 
to  its  natural  position  when  uninfluenced  by  a  current ;  after 
which,  contact  being  broken  at  G  or  E,  it  was  deflected 
strongly  in  the  opposite  direction  :  thus  showing,  in  accord- 
ance with  the  chemical  effects  (1084.),  that  the  extra  current 
followed  a  course  in  the  cross-wires  contrary  to  that  indicated 
by  the  arrow,  i.  e.  the  one  produced  by  the(hrect  action  of  the 
electromotor*. 

*  It  was  ascertained  experimentally,  that  if  a  strong  current  was 
passed  ihrouj^h  the  galvanometer  only,  and  the  needle  restrained  in 
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1058.  With  the  helix  only,  these  effects  could  scarcely  be 
observed,  in  consequence  of  the  smaller  inductive  force  of  this 
arraDgement,  the  opposed  action  from  induction  in  the  gal- 
vanometer wire  itself,  the  mechanical  condition  and  tension  of 
the  needle  from  the  effect  of  blocking  (1067.)  whilst  the 
current  due  to  continuance  of  contact  was  passing  round  it,, 
and  other  causes.  With  the  extended  wire  all  these  circum- 
stances had  still  greater  influence,  and  therefore  allowed  less 
ohance  of  success. 

1059.  These  experiments,  establishing  as  they  did,  by  the 
quantity,  intensity,  and  even  direction,  a  distinction  between 
the  primary  or  generating  current  and  the  extra  current,  led 
me  to  condude  that  the  latter  was  identical  with  the  induced 
currentdescribed  (6, 26.)  in  the  first  series  of  these  Researches : 
and  this  opinion  I  was  soon  able  to  bring  to  proof,  and  at 
the  same  time  obtained  not  the  partial  (1078.)  but  entire 
separation  of  one  current  from  the  other. 

1090.  The  double  helix  (1053.)  was  arranged  so  that  it 
should  form  the  connecting  wire  between  the  plates  of  the 
electromotor,  ii  being  out  of  the  current,  and  its  ends  uncon- 
nected. In  this  condition  i  acted  very  well,  and  gave  a  good 
spark  at  the  time  and  place  of  disjunction.  The  opposite 
ends  of  ii  were  then  connected  together  so  as  to  form  an  end- 
less wire,  i  remaining  unchanged:  but  now  no  spark,  or  one 
scarcely  sensible,  cc^d  be  obtained  from  the  latter  at  the 
place  of  disjunction.  Then,  again,  the  ends  of  ii  were  held 
so  nearly  together  that  any  current  running  round  that  helix 
should  be  rendered  visible  as  a  spark ;  and  in  this  manner  a 
spark  was  obtained  from  ii  when  the  junction  of  i  with  the 
electromotor  was  broken,  in  place  of  appearing  at  the  disjoin- 
ed extremity  of  i  it«elf. 

1091.  By  introducing  a  galvanometer  or  a  decomposing 
apparatus  into  the  circuit  formed  by  the  helix  ii,  I  could 
easily  obtain  the  deflections  and  decomposition  occasioned 
by  the  induced  current  due  to  the  breaking  contact  at  helix  i, 
or  even  to  that  occasioned  by  making  contact  of  that  helix 
with  the  electromotor;  the  results  in  both  cases  indicating  the 
contrary  directions  of  the  two  induced  currents  thus  pro- 
duced (26.). 

1092«  All  these  effects,  except  those  of  decomposition, 
were  reproduced  by  two  extended  long  wires,  not  having  the 
form  of  helices,  but  placed  close  to  each  other ;  and  thus  it 

one  direction  as  above  in  its  natural  position,  when  the  current  was 
stopped,  no  vibration  of  the  needle  m  the  opposite  direction  took 
place. 
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was  proved  that  the  extra  current  could  be  removed  from  liie 
wire  oarrying  the  original  current  to  a  neighbouring  wire,  and 
WBM  at  the  same  time  identified,  in  direction  and  every 
respect,  with  the  currents  producible  by  induction  (1089.). 
The  case,  therefore,  at  the  bright  spark  and  shock  on  dis- 
junction may  now  be  stated  thus :  It  a  current  be  established 
m  a  wire,  and  another  wire,  forming  a  complete  circuit,  be 
placed  parallel  to  the  first,  at  the  moment  the  current  in  the 
first  is  stopped  it  induces  a  current  in  the  same  direction  in 
the  second,  the  first  exhibiting  then  but  a  feeble  spark ;  but  if 
the  second  wire  be  away,  disjunction  of  the  first  wire  induces 
a  current  in  itself  in  the  same  direction,  producing  a  strong 
spark.  The  strong  spark  in  the  single  long  wire  or  helix,  at 
the  moment  of  disjunction,  is  therefore  the  equivalent  of  the 
current  which  would  be  produced  in  a  neighbouring  wire  if 
such  second  current  were  permitted. 

1093.  Viewing  the  phenomena  a9  the  results  of  the  induc- 
tion of  electrical  currents,  many  of  the  principles  of  action,  in 
the  former  experiments,  become  far  more  evident  and  precise. 
Thus  the  different  effects  of  short  wires,  long  wires,  helices, 
and  electro-magnets  (1069.)  may  be  comprehended.  If  the 
inductive  action,  of  a  wire  afoot  long  upon  a  collateral  wire 
also  a  foot  in  length,  be  observed,  it  will  be  found  very  small ; 
but  if  the  same  current  be  sent  through  a  wire  fifty  feet  long, 
it  will  induce  in  a  neighbouring  wire  of  fifty  feet  a  far  m«re 
powerful  current  at  the  moment  of  making  or  breaking  con- 
tact, each  successive  foot  of  wire  adding  to  the  sum  of  action : 
and  by  parity  of  reasoning,  a  simOar  effect  should  take  place 
when  the  conducting  wire  is  also  that  in  which  the  induced 
current  is  formed:  hence  the  reason  why  along  wire  gives  a 
brighter  spark  on  breaking  contact  than  a  short  one  (1066.), 
although  it  carries  much  less  electricity. 

1094.  If  the  long  wire  be  made  into  a  helix,  it  will  then  be 
still  more  effective  in  {»x)duoing  sparks  and  shocks  on  break- 
ing c(mtact;  for  by  the  mutual  inductive  action  of  the  convo- 
lutions each  aids  its  neighbour,  and  will  be  aided  in  turn,  and 
the  sum  of  effect  will  be  very  greatly  increased. 

1095.  If  an  electro«magnet  be  employed,  the  effect  will  be 
still  more  highly  exalted ;  because  the  iron,  magnetised  by 
the  powar  ofthe  continuing  current,  wiU  lose  its  magnetism 
at  the  moment  the  current  ceases  to  pass,  and  in  so  doing 
will  tend  to  produce  an  electric  current  in  the  wire  around  it 
(37.38.),  in  conformity  with  that  which  the  cessation  of  cur- 
rent in  the  h^liic  itoelf  also  tends  to  produce. 

1096.  By  applying  the  laws  of  the  induction  of  electric 
currents  formerly  developed  (6.  &c.),  various  new  conditions 
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of  the  experiments  could  be  devised,  wkich  by  their  resulu 
^oakl  serve  as  test^  of  the  accuracy  of  the  view  just  given. 
II1U89  if  a  long  wire  be  doubled,  90  that  the  current  in  the 
two  halves  shall  have  ojqiosite  actions^  it  ought  not  to  give  a 
sensible  spark  at  the  moment  of  disjunction :  and  this  proved 
to  be  the  case,  fcH*  a  wire  forty  feet  long,  covered  with  silk, 
being  doubled  and  tied  closely  together  to  within  four,  inches 
of  the  extremities,  when  used  in  that  state,  gave  scarcely  a 
perceptible  spark;  but  being  opened  out  and  the  parts  sepa* 
rated,  it  gave  a  very  good  one.  The  two  helices  i  and  ii  being 
joined  at  their  similar  ends,  and  then  used  at  their  other  ex- 
ti«mities  to  connect  the  plates  of  the  electron^otor,  thus  con- 
stituted one  long  helix,  of  which  one  half  was  opposed  in 
direction  to  the  other  half :  under  these  circumstances  it  gave 
scarcely  a  sensible  spark,  even  when  the  soft  iron  core  was 
within,  although  containing  nearly  two  hundred  feet,  of  wire. 
When  it  was  made  into  one  consistent  helix  of  the  same  length 
of  wire  it  gave  a  very  bright  spark. 

1097.  Similar  proofs  can  be  drawn  from  the  mutual 
uiductive  action  of  two  separate  currents  (1110.);  and  it  is 
imp(»-tant  for  the  general  principles  that  tfa^  consistent  action 
of  two  such  currents  should  be  established.  Thus,  two  cur- 
rents going  in  the  same  direction  should,  if  simultaneously 
stopped,  aid  each  other  by  their  relative  influence;  or  i£ 
proceeding  in  contrary  directions,  should  oppose  each  other 
und^  similar  circumstances.  I  endeavoured  at  first  to  obtain 
two  currents  from  two  different  electromotors^  and  passing 
them  through  the  helices  i  and  ii,  tried  to  effect  the  aisjuno* 
tions  mechanically  at  the  same  moment.  But  in  this  I  could 
not  succeed;  one  was  always  separated  before  the  other,  and 
in  that  case  produced  little  or  no  spark,  its  inductive  power 
being  employed  in  throwing  a  current  round  the  remaining 
complete  circuit  (1090.):  the  cnnent  which  was  stopped  last 
always  gave  a  bright  spark.  If  it  were  ever  to  become 
needful  to  ascertain  whether  two  junctions  were  accurately 
broken  at  the  same  moment,  these  sparks  would  a&rd  a  test 
for  the  purpose,  having  an  infinite  degree  of  perfection. 

1098.  I  was  able  to  prove  the  points  by  other  expedients. 
Two  short  thick  wires  were  selected  to  serve  as  terminations, 
by  which  contact  could  be  made  or  broken  with  the  elect  ror 
motor.  The  compound  helix,  consisting  of  i  and  ii  (1053.), 
was  adjusted  so  that  the  extremities  of  the  two  helices  eould 
be  placed  in  communication  with  the  two  terminal  wires,  in 
Aich  a  manner  that  the  current  moving  through  the  tjiick 
wires  should  be  divided  into  two  equal  portions  in  the  two 
helices,  these  portions  travellings  according  to  the  mode  of 
connexion,  either  in  the  same  direction  or  in  c<mtrary  direo- 
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tions  at  pleasure.  In  this  manner  two  streams  could  be 
obtained,  both  of  which  could  be  stopped  simultaneously^, 
because  the  disjunction  could  be  broken  at  G  or  E  by  removing^ 
a  single  wire.  When  the  helices  were  in  contrary  directions, 
there  was  scarcely  a  sensible  spark  at  the  place  of  disjunction; 
but  when  they  were  in  accordance  there  was  a  very  bright  one. 

*1099.  The  helix  i  was  now  used  constantly,  being  some- 
times associated,  as  above,  with  helix  ii  in  an  according  direc- 
tion, and  sometimes  with  helix  iii,  which  was  placed  at  a  little 
distance.  The  association  i  and  ii.  which  presented  two 
currents  able  to  affect  each  other  by  induction,  because  of 
their  vicinity,  gave  a  brighter  spark  than  the  association  i  and 
iii,  where  the  two  streams  could  not  exert  their  mutual  influ- 
ence; but  the  difference  was  not  so  great  as  I  expected. 

1100.  Thus  all  the  phenomena  tend  to  prove  that  the 
effects  are  due  to  an  inductive  action,  occurring  at  the  moment 
when  the  principal  current  is  stopped.  I  at  one  time  thought 
they  were  due  to  an  action  continued  during  the  continuance 
of  the  current,  and  expected  that  a  steel  magnet  would  have 
an  influence  according  to  its  position  in  the  helix,  comparable 
to  that  of  a  soft  iron  bar,  in  assisting  the  effect.  This,  however, 
is  not  the  case ;  for  hard  steel,  or  a  magnet  in  the  helix,  is 
not  so  efl(ibctual  as  soft  iron ;  nor  does  it  make  any  difference 
how  the  magnet  is  placed  in  the  helix,  and  for  very  simple 
reasons,  namely,  that  the  effect  does  not  depend  upon  a  per- 
manent state  of  the  core,  but  a  change  of  state,  and  that  the 
magnet  or  hard  steel  cannot  sink  through  such  a  difference  of 
state  as  soft  iron,  at  the  moment  contact  ceases,  and  therefore 
cannot  produce  an  equal  effect  in  generating  a  current  of 
electricity  by  induction  (34.  37.). 


1101.  As  an  electric  current  acts  by  induction  with  equal 
energy  at  the  moment  of  its  commencement  as  at  the  moment 
of  its  cessation  (10.  26.),  but  in  a  contrary  direction,  the 
reference  of  the  effects  under  examination  to  an  inductive 
action,  would  lead  to  the  conclusion  that  corresponding  effects 
of  an  opposite  nature  must  occur  in  a  long  wire,  a  helix,  or 
an  electro-magnet,  every  time  that  contact  is  made  with  the 
electromotor.  These  effects  will  tend  to  establish  a  resistance 
for  the  first  moment  in  the  long  conductor,  producing  a  result 
equivalent  to  the  reverse  of  a  shock  or  a  spark.  Now  it  is  very 
difficult  to  devise  means  fit  for  the  recognition  of  such  nega- 
tive results;  but  as  it  is  probable  that  some  positive  effect  is 
produced  at  the  time,  if  we  knew  what  to  expect,  I  think  the 
few  facts  bearing  upon  this  subject  with  which  I  am  acquainted 
are  worth  recording. 
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1102.  llie  electro-magnet  was  arranged  with  an  electro- 
lyziug  apparatus  at  Xy  as  before  described  (1084.)^  except 
that  the  intensity  of  the  chemical  action  at  the  electromotcnr 
was  increased  until  the  electric  current  was  just  able'  to  pro* 
duce  the  feeblest  signs  of  decomposition  whilst  contact  was 
continued  at  G  and  E  (1079.);  (the  iodine  of  course  appearing 
against  the  end  of  the  cross  wire  P ;)  the  wire  N  was  also 
separated  from  A  at  r,  so  that  contact  there  could  be  made 
or  broken  at  pleasure.  Under  these  circumstances  the 
following  set  of  actions  was  repeated  several  times;  contact 
was  broken  at  r^  then  broken  at  G,  next  made  at  r,  and 
lastly  renewed  at  G ;  thus  any  current  from  N  to  P  due  to 
breaking  of  contact  was  avoided^  but  any  additional  force 
to  the  current  from  P  to  N  due  to  making  contact  could  be 
observed.  In  this  way  it  was  founds  that  a  much  greater 
decomposing  effect  (causing  the  evolution  of  iodine  against 
P)  could  be  obtained  by  a  few  completions  of  contact  than 
by  the  current  which  could  pass  in  a  much  longer  time  if  the 
contact  was  continued.  This  I  attribute  to  the  act  of  induc- 
tion in  the  wire  A  B  D  at  the  moment  of  contact  rendering 
that  wire  a  worse  conductor,  or  rather  retarding  the  passage 
of  the  electricity  through  it  for  the  instant,  and  so  throwing 
a  greater  quantity  of  the  electricity  which  the  electromotor 
could  produce,  through  the  cross  wire  passage  N  P.  The 
instant  the  induction  ceased,  A  B  D  resumed  its  full  power 
of  carrying  a  constant  current  of  electricity  and  could  have 
it  highly  increased,  as  we  know  by  the  former  experiments 
(lOGO.)  by  the  opposite  inductive  action  brought  into  activity 
at  the  moment  contact  at  Z  or  C  was  broken. 

1103.  A  galvanometer  was  then  introduced  at  x,  and  the 
deflection  of  the  needle  noted  whilst  contact  was  continued 
at  G  and  E;  the  needle  was  then  blocked  as  before  in  <xie 
direction  (10>7.),  sothat  it  should  not  return  when  the  current 
ceased,  but  remain  in  the  position  in  which  the  current  could 
retain  it.  Contact  at  G  or  E  was  broken,  producing  of  course 
no  visible  effect;  it  was  then  renewed,  and  the  needle  was 
instantly  deflected,  passing  from  the  blocking-pins  to  a  posi- 
tion still  further  from  its  natural  place  than  that  which  the 
constant  current  could  give,  and  thus  showing  by  the  tempo- 
rary excess  of  current  in  this  cross  communication,  the  retard- 
ation in  the  circuit  A  B  D. 

1104.  On  adjusting  a  platina  wire  at  0"  (lOSl.)  so  that  it 
should  not  be  ignited  by  the  current  passing  through  it  whilst 
contact  at  G  and  E  was  continued,  and  yet  become  red  hot 
by  a  current  somewhat  more  powerful,  I  was  readily  able  to 
produce  its  ignition  upon  making  contacty  and  again  upon 
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6reakin0  contact.  Thus  the  momentary  retardation  in  A  B  D 
on  making  contact  was  again  shown  by  this  result,  as  well 
also  as  the  opposite  result  upon  breaking  contact.  The  two 
ignitions  of  the  wire  at  x  were  of  course  produced  by  electric 
currents  moving  in  opposite  directions. 

1105.  Using  the  kelic  only,  I  could  not  obtain  distinct 
deflections  at  x,  due  to  the  extra  effect  on  making  contact, 
for  the  reasons  already  mentioned  (1088.).  By  using  a  very 
fine  platina  wire  there  (1083.),  I  did  succeed  in  obtaining 
the  igniting  effect  for  making  contact  in  the  same  manner, 
though  by  no  means  to  the  same  degree,  as  with  the  electro- 
magnet (1104.). 

1 106.  We  may  also  consider  and  estimate  the  effect  on 
making  contact^  by  transferring  the  force  of  induction  from 
the  wire  carrying  the  original  current  to  a  lateral  wire,  as  in 
th«  cases  described  (1090.):  and  we  then  are  sure,  both  by 
the  chemical  and  galvanometrical  results  (1091.),  that  the 
forces  tipon  making  and  breaking  contact,  like  acticm  and 
reaction,  are  equal  in  their  strength  but  contrary  in  their 
direction.  If,  therefore,  the  effect  on  making  contact  reserves 
itself  into  a  mere  retardation  of  the  current  at  the  first 
moment  of  its  existence,  it  must  be,  in  its  degree,  equivalent 
to  the  high  exaltation  of  tJiat  same  current  at  the  moment 
contact  is  broken. 

1107.  Thus  the  case,  under  the  circumstances,  is,  thai  the 
intensity  and  quantity  of  electricity  moving  in  a  current  are 
smaller  when  the  current  commences  or  is  increased,  and 
greater  when  it  diminishes  or  ceases,  than  they  would  be  if 
the  inductive  action  occurring  at  these  moments  did  not  take 
j>lace ;  or  than  they  are  in  the  original  current  wire  if  the 
inductive  action  be  transferred  from  that  wire  to  a  collateral 
one  (1090.). 

1108.  From  the  facility  of  transference  to  neighbouring 
wires,  and  from  the  effects  generally,  the  inductive  forces 
appear  to  be  lateml,  t.  e.  exerted  in  a.  direction  perpendicular 
to  the  direction  of  the  originating  and  produced  currents; 
and  they  also  appear  to  be  accurately  represented  by  the 
^onagnetic  curves,  and  closely  related  to,  if  not  identical  with, 
magnetic  forces. 

1 109.  There  can  be  no  doubt  that  the  enirent  in  one  part 
of  a  wire  can  act  by  induction  upon  other  parts  of  the  same 
wire  which  are  lateral  to  the  first,  i,  e.  in  the  same  section,  or 
in  the  parts  which  are  more  or  less  oblique  to  it  (1 1 12.),  just 
as  it  can  act  in  producing  a  current  in  a  neighbouring  wire. 
It  is  this  which  gives  the  appearance  of  the  current  acting 
upon  itself:  but  all  the  experiments  and  all  analogy  tend  to 
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gfaow  that  the  elements  (if  I  may  say  so)  of  tlie  oittrentt  do 
not  act  upon  themselves^  and  so  cause  the  effect  in  question) 
bat  prodnces  it  by  exciting  currents  in  conducting  matter 
which  is  loteral  to  them. 

1 1 10.  It  is  possible  that  some  c^  the  expressioni  I  have 
used  may  seem  to  imply,  that  the  inductive  action  is  essentially 
the  action  of  one  current  upon  another,  or  of  one  element  of 
a  current  upon  another  element  of  the  same  cuirent.  To 
avoid  any  such  conclusion  I  must  explain  more  distinctly  my 
meaning.  If  an  endless  wire  be  taken,  we  have  the  meana 
of  generating  a  current  in  it  which  shail  run  round  the  cit'*- 
cuit  without  adding  any  electricity  to  what  was  previously 
in  the  wire.  As  far  as  we  can  judge,  the  electricity  which 
appears  as  a  current  is  the  same  as  that  which  before  was 
quiescent  in  the  wire;  and  though  we  cannot  as  yet  point  out 
the  essential  condition  of  difference  of  the  electricity  at  sudi 
tames,  we  can  easily  recognise  the  two  states.  Now  when 
a  cuxrent  acts  by  induction  upon  conducting  matter  lateral  to 
it,  it  probably  acts  upon  the  electricity  in  that  conducting 
matter  whether  it  be  m  the  form  of  a  current  or  quiescent^ 
in  the  one  case  increasing  or  diminishing  the  current  accord- 
ing to  its  direction,  in  the  other  producing  a  current,  and  the 
amount  of  the  inductive  action  is  probably  the  same  in  both 
cases.  Hence,  to  say  that  the  action  of  induction  depended 
upon  the  mutual  relation  of  two  or  more  currents^  would^ 
according  to  the  restricted  sense  in  which  the  term  current  is 
understood  at  present  (283.  517.  667.),  be  an  error. 

1111.  Several  of  the  effects,  as,  for  instances,  those  with 
helices  (1066.),  with  according  or  counter  currents  (1097. 
1098.),  and  those  on  the  production  of  lateral  currents  (1090), 
appeared  to  indicate  that  a  current  could  produce  an  effect  of 
induction  in  a  neighbouring  wire  more  readily  than  in  its  own 
eartying  wire,  in  which  case  it  might  be  expected  that  some 
variation  of  result  would  be  produced  if  a  bundle  of  wires 
Were  used  as  a  conductor  instead  of  a  single  wire.  In  conse^ 
quence  the  following  experiments  were  made.  A  copper  wire 
one  twenty-third  of  an  mch  in  diameter  was  cut  into  lengths 
of  five  feet  each,  and  mx  of  these  being  laid  side  by  side  in 
tme  bundle,  had  their  opposite  extremities  sold^ed  to  two 
terminal  pieces  of  copper.  This  arrangement  could  be  used 
as  a  discharging  wire,  but  the  general  current  could  be  divid- 
ed into  six  parallel  breams,  which  might  be  brought  clos^ 
together,  or,  by  the  separation  of  the  wires,  be  taken  more  or 
less  out  of  each  other's  influence.  A  somewhat  brighter  spark 
was,  I  tlmik,  obta;ined  oti  breaking  contact  when  the  si:^  wires 
were  close  together  than  when*  held  asunder. 
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1112«  Another  bundle,  containing  twenty  of  these  wires, 
was  eighteen  feet  long :  the  terminal  pieces  were  one  fifth  of 
an  inch  in  diameter,  and  each  six  inches  long.  This  was 
compared  with  nineteen  feet  in  length  of  copper  wire  one  fifth 
of  an  inch  in  diameter.  The  bundle  gave  a  smaller  spark  oa 
breaking  contact  than  the  latter,  even  when  its  strands  were 
held  together  by  string;  when  they  were  separated,  it  ^ave  a 
still  smaller  spark.  Upon  the  whole,  however,  the  dimmutioa 
of  effect  was  not  such  as  I  expected;  and  I  doubt  whether  the 
results  can  be  considered  as  any  proof  of  the  truth  of  the 
supposition  which  gave  rise  to  them. 

11 13.  The  inductive  force  by  which  two  elements  of  one 
current  (1 109.  1110.)  act  upon  «ach  other,  appears  to  dimi- 
nish as  the  line  joiniag  them  becomes  oblique  to  the  direction 
of  the  current,  and  to  vanish  entirely  when  it  is  parallel.  I 
am  led  by  some  results  to  suspect  that  it  then  even  passes  into 
the  repulsive  force  noticed  by  Amperb*;  which  is  the  cause 
of  the  elevations  in  mercury  described  by  Sir  Humphry 
Day Yf,  and  which  again  is  probably  directly  connected  with 
the  quality  of  intensity. 

1 114.  Notwithstanaing  that  the  effects  appear  only  at  the 
making  and  breaking  of  contact,  (the  current  remaining 
unaffected,  seemingly,  in  the  interval,)  I  cannot  resist  the 
impression  that  there  is  some  connected  and  correspondent 
effect  produced  by  this  lateral  action  of  the  elements  of  the 
electric  stream  during  the  time  of  its  continuance  (€0. 242.\ 
An  fiction  of  this  kind,  in  fact,  is  evident  in  the  magnetic 
relations  of  the  parts  of  the  current.  But  admitting  (as  we 
may  do  for  the  moment)  the  magnetic  forces  to  constitute  the 
power  which  produces  such  striking  and  different  results  at 
the  commencement  and  termination  of  a  current,  still  there 
appears  to  be  a  link  in  the  chain  of  effects,  a  wheel  in  the 
physical  mechanism  of  the  action,  as  yet  unrecognised.  If  we 
endeavour  to  consider  electricity  and  magnetism  as  the  results 
of  two  forces  of  a  physical  agent,  or  a  peculiar  condition  of 
matter,  exerted  in  determinate  directions  perpendicular  to 
each  other,  then,  it  appears  to  me,  that  we  must  consider 
these  two  states  or  forces  as  convertible  into  each  other  in  a 
greater  or  smaller  degree;  i.  e.  that  an  element  of  an  electric 
current  has  not  a  determinate  electric  force  and  a  determinate 
magnetic  force  constantly  existing  in  the  same  ratio,  but  that 
the  two  forces  are,  to  a  certain  degree,  convertible  by  a  pro- 
cess or  change  of  condition  at  present  unknown  to  us.     How 

*  Recueil  d^Observations  ElectrooDynamiques,  p.  ^5* 
+  Philosophical  Transactions,  18^3,  p.  1 55. 
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else  can  a  current  of  a  given  intensity  and  quantity  be  able^ 
by  its  direct  action^  to  sustain  a  state  which,  when  allowed  to 
react,  (at  the  cessation  of  the  original  current,)  shall  produce 
a  second  current,  having  an  intensity  and  quantity  fieir  greater 
than  the  generating  one  I  This  cannot  result  from  a  direct 
reaction  of  the  electric  force ;  and  if  it  result  from  a  change 
of  electrical  into  magnetic  force,  and  a  reconversion  back  again, 
it  will  show  that  they  differ  in  something  more  than  mere 
direction,  as  regards  that  agent  in  the  conducting  wire  which 
constitutes  their  immediate  cause. 

1115.  With  reference  to  the  appearance,  at  different  times, 
of  the  contrary  effects  produced  by  the  making  and  breaking 
contact,  and  their  separation  bv  an  intermediate  and  indiffer- 
ent state,  this  separation  is  prooably  more  apparent  than  real. 
If  the  conduction  of  electricity  be  effected  by  vibrations,  or 
by  any  other  mode  in  which  opposite  forces  are  successively 
and  rapidly  excited  and  neutralized^  then  we  might  expect  a 
peculiar  and  contrary  development  of  force  at  the  commence- 
ment and  termination  of  the  periods  during  which  the  con- 
ducting action  should  last  (somewhat  in  analogy  with  the 
colours  produced  at  the  outside  of  an  imperfectly  developed 
solar  spectrum) :  and  the  intermediate  actions,  although  not 
sensible  in  the  same  way,  may  constitute  the  very  essence  of 
conductibility.  It  is  by  views  and  reasons  such  as  thiese, 
which  seem  to  me  connected  with  the  fundamental  laws  and 
facts  of  electrical  science,  that  I  have  been  induced  to  enter, 
more  minutely  than  I  otherwise  should  have  done,  into  the 
experimental  examination  of  the  phenomena  described  in  this 
paper. 

1116.  Before  concluding,  I  may  briefly  remark,  that  on 
using  a  voltaic  battery  of  fifty  pairs  of  plates  instead  of  a 
single  pair  (1052.),  the  effects  were  exactly  of  the  same  kind. 
The  spark  on  making  contact^  for  the  reasons  before  given, 
was  very  small  (1101.  1107.);  that  on  breaking  contact,  very 
excellent  and  brilliant.  The  continuotis  discharge  did  not 
seem  altered  in  character,  whether  a  short  wire  or  the  power- 
ful electro-magnet  were  used  as  a  connecting  discharger. 

1117.  The  effects  produced  at  the  commencement  and  end 
of  a  current,  (which  are  separated  by  an  interval  of  time  when 
that  current  is  supplied  from  a  voltaic  apparatus,)  must  occur 
at  the  same  moment  when  a  common  electric  discharge  is 
passed  through  a  long  wire.  Whether,  if  happening  accu- 
rately at  the  same  moment,  they  would  entirely  neutralize 
each  other,  or  whether  they  would  not  still  give  some  definite 
peculiarity  to  the  discharge,  is  a  matter  remaining  to  be 
examined;  but  it  is  very  probable  that  the  pecidiar  character 

AV  3,  April,  1837.  O 
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fiud  pujoigenoy  of  spaiks  ^x^wii  from  a  long  wire  depend  in 
part  upon  the  increased  intensity  given  at  the  termination  of 
the  diacharge  by  the  inductive  action  then  occurring. 

1 1 18.  In  the  wir^of  the  helix  of  magneto-electric  machines^ 
(as^for  instance,  in  Mr.  Saxton's  beautiful  arrangement,)  an 
important  influence  of  these  principles  of  action  is  evidently 
shown.  From  the  construction  of  the  apparatus  the  current 
is  permitted  to  move  in  a  complete  metallic  circuit  of  great 
length  during  the  first  instants  of  its  formation:  it  gradually 
rises  in  strength,  and  is  then  suddenly  sto{q[)ed  by  the  break- 
ing of  the  metallic  circuit;  and  thus  great  intensity  is  given 
by  induction  to  the  ekctcicitj^  which  at  that  moment  passes 
(1064.  1060.).  This  intensity  is  not  only  shown  by  the 
brilliancy  of  the  spark  and  the  strength  of  the  shock,  but  also 
by  the.  necessity  which  has  been  experienced  of  well  insulating 
the  convolutions  of  the  helix,  in  which  the  current  is  formed; 
and  it  gives  to  the  current  a  force  at  these  moments  very  far 
above  Uiat  which  the  apparatus  could  produce  if  the  principle 
which  forms  the  subject  of  this  paper  were  not  called  into 

play. 

Royal  Institution, 
December  Sth,  1834^ 

Remarks  on  the  preceding  paper,  with  Experiments. 

Dr.  Faraday  does  not  appear  to  have  arrived  at  any  dis- 
tinct views  respecting  the  Qal^ure  of  the  action  in  the  display 
9^  these  cuipious  phenomena  (^ee  paragraphs  1 1 14;  and  1 115.). 
"Magnetic  forces"  are  spoken  of  in  paragraph  1108,  but 
i^Ot  i^  that  language  ^hioh  conveys,  any  definite  meaning. 
Nor  are  we  better  supplied  with  information  by  the  frequency 
pftjhe  term  ^'induction",  which,  in  the  manner  there  used' 
iil^plies  nothing  faxtber  thfii)  that  sotne  force  is  in  operation ; 
but^asto  what  that  force  is,  or  in  what  manner  it  performs 
it^  operations^  are  matters  not  attempted  to  be  explained,  and 
indeed  are  such,  as  the  word  "  induction  "  alone,  ianot  calcu- 
lated to  express. 

With  regard  to  Dr..  Faraday's  experiments  on  the  eflfects 
<^f  soft  iron  in  the  process,  they  were  obviously  too  limited, 
and  not  varied  with  that  caution,  and  to  that  extent,  to  be^ 
productive  of  any  other  than  unconnected  results ;  whicfa> 
though  highly  interesting  as  insuli^tedfacts,  w^e  not  calculated, 
to  establish  any  general  law.  From  the  shock  and  spark 
appearing  to  be  exalted  by  the  introduction  of  the  electro* 
magnet  (1056, 1060)  to  the  circuit,  Dr.  Faraday  has  been  led  to. 
tliink  that  the  display  of  thQse  phenomena  are  proportional 
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to  the  development  of  the  ferreoas  magnetic  energies,  un 
error  obvioasly  ftrising  from  a  want  of  due  attention  to  com- 
parative experiments,  as  may  be  seen  by  a  perusal  of  the  next 
article. 

The  terminal  current  producing  decomposition  (1084)  pro> 
ceeding  in  the  reverse  direction  to  that  marked  by  the  arrow 
N  P»  fig.  37,  is  no  indication  of  the  original  battery  current 
in  the  helix  at  D,  being  inverted ;  but  on  the  contrary,  it  is  a 
proof  of  its  being  continued  in  the  same  direction  B,  D,  A,  r,:r, 
8fc,y  and  running  into  itself,  because  of  the  battery  bein?  cut  off 
by  the  opening  m^Uie  at  E,  or  at  G,  and  in  no  instance  droes  the 
direction  of  the  two  differ. 

The  inferences  which  Dr.  Faraday  has  drawn  from  his  ex- 
periment detailed  in  paragraph  1 103,  are  the  most  unfortunate 
that  could  possibly  have  been  hit  upon,  resting  principally,  if 
not  solely,  upon  the  idea  of  permanent  and  transient  deflec- 
tions being  of  the  same  extent,  from  the  same  source  of 
electro-dynaniic  action,  the  incorrectness  of  which  has  been 
amply  int>Ved  in  the  first  number  of  these  ^'Annals."  See  our 
enquiry  into  the  attributes  of  the  Galvanometer.  Let  the 
magnetic  needle  of  any  salvanometer  be  steadily  deflected  by 
any  voltaic  current :  and  then,  by  any  means  most  convenient^ 
let  it  be  prevented  from  returning  to  the  meridian  when  the 
electric  current  is  cut  off;  observing  that  its  freedom  to  mo- 
tion in  the  opposite  direction  is  not  obstructed.  This  done, 
let  the  battery  connexion  be  suddenly  made,  and  the  needle 
will  be  instantly  deflected  over  a  considerable  arc,  beyond  its 
last  stationary  position.  This  will  always  happen  whether 
there  be  one,  two,  or  more  metallic  circuits  for  the  electric 
fluid  to  flow  through  ;  but  the  deflection  will  always  be  greatest 
when  there  is  only  one  channel. 

Let  us,  for  instance,  vary  Dr.  Faraday's  experiment,  by 
simply  removing  the  long  helical  wire,  or  electro-magnet 
which  he  employed,  from  D,  leaving  that  circuit  only  which 
passes  through  the  galvanometer  at  Xy  fig.  37.  Let  the  needle 
now  take  a  stationary  position  by  a  current  E,  P,  x,  N,  G,  &c. 
from  c  to  z.  The  needle  being  retained  by  some  means,  in 
this  position,  let  the  circuit  be  opened  at  E  or  G.  Now 
again  close  the  circuit,  and  the  needle  will  be  deflected  over  a 
greater  arc  than  if  the  helix,  or  electro-magnet,  had  been  in 
connexion  at  D.  These  results  lead  to  conclusions  the  very 
reverse  of  those  which  Dr.  Faraday  has  drawn  from  the 
partial^  and  consequently  inconclusive  character  of  his  expe- 
rimental data :  but  they  are  precisely  such  as  might  have 
been  expected  by  any  one  conversant  with  the  nature  of 
electro-dynamic  action.    A  cessation  of  this  action,  even  a 
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momentary  pause,  invariably  improves  the  powers  of  a  battery ; 
hence  one  cause  of  the  needle's  deflection  from  its  stationary 
position. — The  recruited  force  of  the  battery,  whatever  may 
be  its  extent,  will  exert  more  electro-dynamic  action  in  any 
one  circuit  when  alone,  than  when  accompanied  by  other  cir- 
cuits ready  to  transmit  a  portion  of  the  force ;  hence  the 
greater  deflection  without  the  long  circuit  at  D,  than  with  it. 

In  all  experiments  of  this  kind  the  powers  of  the  battery 
should  be  kept  as  uniform  as  possible.  Uniformity  of  action, 
however,  is  not  easily  maintained  by  active  batteries  of  copper 
and  zinc,  but  is  easily  attained  when  the  action  is  low,  either 
by  employing  salt  water,  or  feeble  dilute  acid,  and  especially 
if  the  plates  be  not  very  clean.  When  amalgamated  zinc  is 
employed,  with  copper,  and  the  liquid  dilute  sulphuric  acid, 
an  uniformity  of  action  may  be  maintained  for  a  long  time. 

When  an  active  battery  is  employed,  the  stationary  deflec- 
tion of  the  needle  will  be  some  degrees  greater  without  the 
coil  circuit  at  D,  than  with  it :  but  if  the  battery  be  so  feeble 
that  the  stationaryangle  without  the  coil  does  not  exceed  15^ 
the  introduction  of  the  coil  circuit,  if  above  100  feet  long,  does 
not  reduce  the  angle  more  than  one  or  two  degrees. 

The  transient  powers  of  batteries  in  feeble  action  depend 
very  much  upon  the  interval  of  their  repose,  improving  every 
moment  for  the  first  minute  at  least,  perhaps  for  a  longer 
period ;  hence,  in  making  comparative  experiments  by  tran- 
sient deflections,  some  standard  interval  of  time  for  the  bat- 
tery's repose  between  every  two  experiments,  ought  to  be 
strictly  attended  to. 

The  following  table  of  transient  deflections  are  the  results 
of  a  series  of  experiments  with  a  battery  of  a  single  pair  of 
copper  and  zinc,  the  electro-dynamic  action  of  which  main- 
tained a  steady  deflection  of  12^,  not  varying  1^  either  with 
or  without  an  additional  coil  circuit  of  1 10  feet  of  copper  wire, 
as  at  D,  fig.  37.  The  galvanometer  used  was  that  described 
at  page  48  of  this  volume.  The  interval  of  the  battery's 
repose,  prior  to  each  experiment,  was  one  minute ;  and  the 
needle  started  each  time  from  the  meridian  line  of  the  gradu- 
ated card.  The  experiments  were  made  by  pairs,  one  of 
each  of  which  with  the  coil  circuit,  the  other  without  the  coil. 
The  battery  was  left  in  connexion  each  time  until  the  needle 
had  reached  its  highest  point  of  deflection. 
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coil 

64^ 

coil 

56" 

coil 

50= 

no  coil 

68 

no  coil 

60 

no  coil 

55 

coil 

63 

coil 

55 

no  coil 

65 

no  coil 

63 

coO 

50 

coil 

55 

no  coil 

64 

no  coil 

62 

coil 

55 

coil 

54 

no  coil 

63 

no  coil 

59 

These  experiments  amply  prove  the  superiority  of  transient 
electro-dynamic  action  in  a  single  circuity  when  alone,  over 
that  in  the  same  circuit  when  other  channels  of  transmission 
are  open.  They  prove  also,  if  any  farther  proof  were  n  ecessary , 
all  that  has  been  advanced*  respecting  the  distinctive  cha- 
racters of  transient  and  permanent  deflections  from  the  same 
source  of  electric  action.  The  interval  of  action  in  each  of 
these  experiments  was  about  3'  of  time.  In  no  case  is  the  arc 
of  transient  deflection  less  than  four  times  that  oi  permanent 
deflection ;  and  in  some  of  the  experiments  the  arc  of  the 
former  is  more  than  five  times  that  of  the  latter. 

That  there  is,  however,  a  virtual  resistance  in  a  coil  con- 
ductor to  the  first  efibrts  of  an  electric  current,  although  not 
proved  by  Dr.  Faraday's  experiments,  has  appeared  to  me 
fi'om  the  first  so  highly  probable  that  I  have  left  no  means 
untried,  which  have  occurred  to  me  as  being  likely  to  set  this 
important  theoretical  point  at  rest 

In  the  postscript  to  my  first  paper  on  this  subject,  which 
was  hastUy  written  one  evening  alter  the  fatigue  of  a  .whole 
day's  experimenting,  I  had  barely  time  to  allude  to  this 
supposed  resistance,!  without  meditating  on  any  experiment 
to  ascertain  the  correctness  or  incorrectness  of  my  views 
concerning  it.  When  I  first  read  Dr.  Faraday's  paper, 
towards  the  latter  end  of  October  last,  I  was  much  interested 
in  finding  that  similar  views  had  been  taken  by  the  author ; 
but  notwithstanding  the  flattering  conclusions  there  arrived 
at,  I  must  confess  that,  at  first  glance,  the  mode  of  investiga- 
tion appeared  to  be  so  very  imperfect  that  any  inference 
drawn  from  it  must  obviously  be  too  gratuitous  to  be  relied  on. 

The  decompositions  and  heating  effects  in  Dr.  Faraday's 
experiments  (1102,  1104),  are  so  far  from  being  satisfactory 

*  See  pages  48  and  49  of  this  yolume. 
+  See  naire  74  of  this  volume. 
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results  that  the  whole  of  them  might  he  re&rred  to  the  same 
cause  as  the  deflections  of  the  needle  (1103).  That  i^,  to 
an  improved  power  in  the  battery  during  the  temporary 
interruptions  in  the  circuit;  and  the  assertion  in  1105  is 
entirely  without  foundation ,  as  may  easily  be  understood  by 
the  experiments  I  have  already  described. 

Whilst  thinking  of  various  experiments  for  this  curious 
enquiry,  it  eventually  occurred  to  me  that  as  the  teniporary 
resistance  in  a  long  wire  formed  into  a  compact  coil  ought  to 
be  greater  than  that  in  a  similar  wire>  either  quite  straight 
or  loosely  hung  in  any  convenient  manner  that  would  prevent 
its  folds  from  exercising  an  action  on  each  other,  this  supe- 
rior resistance  in  the  coil,  whatever  might  be  its  amount, 
would  tend  to  lessen  the  transient  deflecting  force,  and  its 
existence  might  probably  be  indicated  by  lessening  the 
deflections  of  the  needle.  Under  these  impressions  the 
following  arrangements  were  made  for  experiments. 

The  galvanometer  used  was  that  already  mentioned,  and 
the  battery  similar  to  that  employed  in  the  last  described 
experiments  with  the  zinc  amalgamated,  the  liquid  being 
very  dilute  sulphuric  acid.  The  two  conducting  wires  were 
each  300  feet  long,  of  the  same  dimensions,  and  well 
covered  with  silk.  One  of  these  wires  was  formed  into  a, 
conq^ct  coil,  similar  to  one  of  those  represented  in  fig.  16, 
Plate  2.  The  reel  wood,  its  cylindric  nucleus  about  two 
inches  diameter,  and  the  same  in  length.  The  other  wire 
was  hung  in  loose  folds  on  chairs. 

These  wires  were  used  separately,  each  forming  300  feet  of 
the  conducting  circuit  for  two  experiments ;  then  removed 
and  the  other  introduced  for  t)YO  experiments,  and  so  on.  The 
steady  deflection  when  either  the  coil  or  the  uncoiled  wiref 
was  in  the  circuit  was  about  20^,  not  varying  half  a  degree 
under  the  two  circumstances.  Several  trials  to  ascertain  the 
stationary  deflections  were  made  during  the  tinfie  the  experi- 
ments were  carrying  on,  from  which  the  battery  was  found  to 
maintain  a  steady  power.  The  plates  of  the  battery  were 
never  disturbed  the  whole  time,  'fhe  interval  of  vepo^  was 
one  minute  prior  to  each  experiment.  The  interval  of  elec- 
tric action  in  each  experiment  was  2^'.  The  needle  during 
this  time  had  always  attained  its  highest  point  of  deflection. 
The  needle  started  each  time  from  Uie  meridian  line  of  the 
card. 
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Tables  of  transient  deflections  with  the  coiled  and  with 
the  uncoiled  wire  in  the  circuit. 

300  feet  coiled 

Exp.                           DdiUciioB. 

1  ...       59° 

2  -      -      -       60^ 

* 

300  feet  uncoiled. 

Exp.                           Deflection. 

3  -      .       65° 

4  '       -      -       70^ 

5  -      -      -       65° 

6  -      -      -       65° 

7  -      -     *-       69° 

8  -      .      -       70P 

9      -      -      -       65° 
10      -      -      -       6iP 

11  -      -      -      69° 

12  -      -      -       70' 

13  -      -      -       60P 

14  -      -      -       62^ 

13      -      -      -       66P 
16      -      -      -       67' 

17  -      -      -       60 

18  -      -      -       60 

19  -      -      -       67° 

20  -      -      -       68° 

mean    -      -      -      625^ 

mean  ...    68*5° 

By  taking  the  forces  as  the  sines  of  half  the  arcs  of  mean 
deflection,  we  have  those  forces  as  1*08487 : 1,  nearly.  And 
if  the  tesistances  in  the  wires  be  reciprocally  as  the  deflecting 
forces,  then  the  Resistance  in  the  coil  to  that  in  the  loose  wire 
will  be  as  1*08487 : 1. 

With  other  wires  and  other  electric  powers  the  ratio  of  re- 
sistance would,  doubtless,  be  found  to  be  tery  difierent  to  that 
eidiibited  by  thes^  experiments.  But  although  this  is  the 
only  genes  of  experiments  I  hate  yet  made  to  determine  this 
point,  the  care  with  which  they  were  conducted  leadd  me  to 
believe^  that  in  tii  cims  the  resistance  will  be  ftmftd  gtesiter 
in  a  coiled  wire,  than    in    an   uncoiled   one  of  the   sttme 

dimenfiiofis.  ^,  _ 

W.S. 
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XXXIV.  An  Experimental  Investigation  of  the  Laws 
which  govern  the  production  of  Electric  Shocks,  Sfc. 
from  a  single  Voltaic  pair  of  metals.  By  William 
Sturgeon,  Lecturer  on  Experimental  Philosophy,  at  the 
Honourable  East  India  Company^s  Military  Seminary^ 
jiddiscomhe. 

From  the  disagreement  of  results  in  some  of  the  experi- 
ments detailed  by  Dr.  Faraday,  and  those  described  in  my 
paper  published  in  the  first  number  of  these  Annals,*  I  have 
been  induced  to  look  again  at  what  I  had  done,  and  to  repeat 
those  experiments  in  which  the  difference  in  our  results  was 
most  conspicuous. 

In  comparing  our  experiments,  however,  I  have  been  en- 
abled to  perceive  that  in  fact  they  were  not  exactly  of  the 
same  character,  but  differ  essentially  from  each  other  by 
reason  of  the  difference  of  the  apparatus  we  employed.  I 
have  already  noticed  "in  the  preface  to  Dr.  Faraday's  paper,  t 
that  I  then  suspected  that  the  disagreement  of  the  results  of 
our  experiments,  when  iron  was  employed,  was  probably 
owing  to  the  fashion  of  our  coils,  which  I  now  find  has  a 
considerable  influence  over  the  results.  I  have  also  been  led 
to  the  discovery  of  other  circumstances  which,  by  modifying 
the  phenomena,  become  of  considerable  interest  in  the  theory 
of  the  action. 

The  iron  which  I  first  employed  was  the  rotating  armature 
of  a  magnetic  electrical  machine,  and  the  coil  of  300  feet  of 
copper  wire  was  placed  on  one  of  its  branches,  and  when  car- 
rying an  electric  current  the  armature  was  converted  into  a 
temporary  horse-shoe  magnet.  By  this  application  of  the 
iron,  I  could  perceive  no  increase  in  the  power  of  the  shocks, 
they  being  of  equal  intensity  when  the  iron  was  not  present. 
This  experiment  I  have  repeated  and  the  results  are  similar 
to  those  I  first  noticed. 

I  next  instituted  a  new  series  of  experiments  with  coils  and 
iron  of  other  fashions. 

Experiment  1.  Sixty  feet  of  copper  wire  one  twentieth  of 
an  inch  diameter,  and  well  covered  with  silk  were  made  into 
a  helix  on  a  card-board  tube  which  would  just  admit  a  cylin- 
dric  iron  bar  of  half  an  inch  diameter.  1  he  helix  was  nine 
inches  long,  and  consisted  of  three  strata  of  close  packed  coils 
from  end  to  end.     The  iron  bar  was  twelve  inches  long.     The 

*  Commencing  at  page  67. 
+  No.  2,  page  160. 
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metals  forming  the  battery  were  cylinders  of  copper  and  zinc, 
the  former  four  inches  diameter,  the  latter  about  three,  and 
each  eight  inches  high ;  they  were  placed  in  a  porcelain  jar  so 
that  th^  exciting  liquid  could  have  access  to  aQ  the  surfaces. 
The  liquid  salt  and  water  cold.  With  this  battery  and  the  helix 
in  the  circuit  I  could  perceive  no  shocks  either  with  or  with^ 
out  the  iron.  The  sparks  when  shown  at  the  surface  of  mer- 
cury were  alike  in  both  cases,  so  were  the  scintillations  by 
running  a  fine  iron  wire  termination  over  the  surface  of  a  pro- 
perly connected  plate  similar  to  that  shown  by  fig.  36. 

Experiment  2.  The  helix  being  removed,  the  wires  of  an 
electro-magnet  were  next  placed  in  the  circuit.  These  wires 
were  twelve  in  number,  and  the  average  length  of  each  about 
forty  feet.  They  formed  twelve  distinct  coils,  one  above 
another,  round  an  iron  bar,  bent  into  the  form  of  a  horse- 
shoe magnet,  whose  branches  have  scarcely  any  curvature  from 
the  central  bend  to  their  extremities,  which  are  about  an  inch 
and  a-half  asunder.  The  bar  weighs  sixteen  pounds.  No 
shocks  could  be  obtained  by  this  arrangement  although  the 
magrietic  power  at  the  poles  amounted  to  about  thirty  pounds. 
The  spark  was  small. 

Ejcperiment  3.  The  electro-magnet  being  removed,  a 
coil  or  300  feet  of  copper  wire  was  introduced.  The  wire  of 
this  coil  was  about  the  same  diameter  as  that  of  the  coil  in 
experiment  1,  and  well  covered  with  silk.  The  coil  was 
formed  on  a  wooden  bobbin  whose  inner  diameter  was  about 
two  inches,  and  the  length  the  same.  The  shocks  were  pretty 
strong ;  iron  wire  scintillated ;  the  spark  bright. 

Eoiperiment  4.  The  same  battery  metals  were  again  em- 
ployed. The  liquid  salt  and  water  nearly  boiling  hot.  When 
the  first  mentioned  coil  of  sixty  feet  of  wire  (ex.  1.)  was  placed 
in  the  circuit,  no  shocks  could  be  obtained.  When  the  iron 
cylinder  was  placed  in  the  coil,  slight  tinglings  were  felt  in  the 
fingers  of  the  same  hand  when  dipped  into  salt  water  in  two 
small  jars  properly  connected.*  The  spark  not  perceptibly 
difierent  with,  or  without  the  iron. 

Experiment  5.     When  the  wires  of  the  large  electro-mag- 

*  When  the  power  is  very  feeble,  it  is  useful  to  know  that  the 
sensation  is  best  obtained  in  the  little  finfi^er,  when  immersed  aUme 
in  one  of  the  portions  of  salt  water,  and  the  other  fingers  and  thumb 
in  the  other  portion.  With  more  powerfiil  apparatus,  the  shocks 
are  insufferably  painful,  when  one  hand  is  immersed  in  one  portion 
of  «alt  and  water,  and  the  little  finger  of  the  other  hand  immersed 
in  the  other  portion ;  both  being  properly  connected. 


194        Mr.  Sturgeon,  on  the  production  <^  Electric 

net  (ex.  2.^  formed  the  circuit  of  this  hot  battery,  no  shock 
could  be  oDtained ;  but  a  bright  spark  vas  observed  whenever 
contact  was  broken.  The  magnet  in  this  case  would  lift 
seventy  pounds. 

Experiment  6.  When  the  short  thick  coil  of  300  feet  of 
wire  (ex.  3.)  formed  the  circuit,  the  shocks  were  more  pow- 
erful than  with  the  cold  solution ;  and  the  sparks  and  ilcin- 
tillations  much  brighter. 

Experiment  7.  A  smaller  battery  was  now  used,  rendered 
very  active  by  nitrous  acid  and  water.  With  the  coil  of 
sixty  feet  of  wire  (ex.  1.)  and  no  iron,  no  shock  could  be  felt. 
When  the  iron  bar  was  introduced,  smart  tinglings  in  the 
fingers.     The  spark  was  nearly  alike  in  both  cases. 

Experiment  8.  With  the  large  electro-magnetic  wires 
(ex.  2.^  in  the  circuit,  no  shock  could  be  felt.  The  sparks 
and  scmtillations  much  brighter  than  with  the  other  battery. 
The  magnet  in  this  case  would  lift  more  than  two  hundred 
pounds. 

Experiment  9.  When  the  electro-magnet  was  removed, 
and  the  coil  of  300  feet  placed  in  the  circuit,  smart  shocks 
and  bright  sparks  were  obtained. 

Experiment  10.  Another  helix  was  now  made  of  1 10  feet 
of  copper  wire  similar  to  that  in  the  former  helices.  This 
helix  was  nine  inches  long,  formed  on  a  pasteboard  tube  which 
would  just  admit  a  cylindric  iron  bar  of  one  inch  diameter. 
The  iron  cylinder  was  twelve  inches  long.  A  new  zinc  waa 
made  for  the  large  battery,  (ex.  1.)  and  the  liquid  employed 
was  cold  salt  and  water.  This  helix  without  the  iron  gave  no 
shock;  with  the  iron,  gentle  tinglings  only.  The  sparks 
were  nearly  alike  in  both  cases. 

Experiment  11.  The  battery  in  this  experiment  was 
broUgnt  to  great  activity  by  nitrous  acid  and  water;  the  same 
helix  (ex.  10.)  again  forming  the  circuit.  Without  the  iron 
no  shocks  could  be  obtained.  With  the  iron  in  the  helix  slight 
shooka  were  perceptible.  The  sparks  and  scintillations  nearly 
alike  in  both  cases. 

Experiment  12.  When  the  wires  of  the  electro-magnet 
(ex.  2.)  formed  the  circuit  of  this  active  battery,  no  shocks 
could  be  obtained.  The  sparks  and  scintillations  were  ex- 
ceedingly fine.  The  magnet  in  this  case  would  lift  four  hun- 
dred pounds. 

Experiment  13.  When  the  coil  of  300  feet  of  wire  (ex.  3.) 
fonned  the  circuit,  the  shocks  were  v^  amort. 

Remarks.  In  all  tfie  hitherto  desei ibed  expenAieiits  the 
coil  of  300  feet  of  wire  gave  mach  the  strongest  sfaocksy 
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although  no  iron  was  connected  with  it ;  ynmng  in  the  moat 
ample  manner  that  the  maffnetism  of  the  ur<m  employed  is  not 
the  sole  cause  of  the  shocKS. 

That  shocks  should  be  produced  by  60  feet  of  wire  and  none 
by  480  feet^  although  the  latter  was  aided  by  a  ferreous  mag- 
netic power  more  than  300  times  that  of  the  former  (compare 
ex.  4  and  12.)  is  a  &ct  exceedingly  curious,  and  one  which 
could  hardly  have  been  predicted  by  those  who  have  referred 
the  principal  operating  power  to  the  magnetic  action  of  the 
enclosed  iron ;  and  that  the  coil  without  any  iron  whatever, 
should  produce  stronger  shocks  than  the  coils  with  uron^  is  a 
fact  still  more  at  variance  with  those  views. 

It  is  obvious,  however,  by  these  experiments^  that  the  mag- 
netism of  the  iron  under  some  circumstances  becomes  effici^At, 
and  therefore  the  principal  mystery  rests  in  its  not  being  effi- 
cient in  all  cases ;  and  how  it  should  fail  when  produced  in 
greatest  abundance.  Whilst  contemplating  these  &cts^  it 
occurred  to  me  that  the  cause  of  the  superiority  of  die  300 
feet  coil  over  the  other  arrangements,  might  probably  be 
traced  partly  to  the  greater  length  of  circuit,  and  partly  to  the 
feshion  of  the  coil ;  and  if  so,  similar  coils  with  the  same 
length  of  wire,  the  one  with  and  the  other  without  an  iron 
nucleus,  ought  to  show  a  differeQce  of  action.  This,  however, 
had  already  been  done,  under  some  circumstances,  in  my  pre- 
vious experiments,  without  being  productive  of  much  informa- 
tion on  this  point.  There  still,  however,  seemed  a  probability 
of  the  figure  of  the  iron  being  concerned  in  the  {urocess,  and 
especially  if  the  action  was  tUAt  of  magnetic-electricity,  as  the 
results  of  this  last  series  of  experiments  had  partly  indicated. 

In  magnetio-eleotricity  it  is  well  known  that  the  shocks 
principally  depend  upon  the  length  of  the  coil  wires;  at  least 
up  to  a  certain  extent.  But  the  sparks  and  calorific  effects 
are  best  developed  by  shorter  and  stouter  wires ;  or  which 
amounts  to  the  same  thing,  by  shorter  wires,  and  more  of  them. 
This  is  in  exact  accordance  with  the  facts  developed  by  the 
experiments  I  have  last  detailed.  The  strongest  shocks  were 
obtained  firom  the  longest  circuit,  but  the  largest  sparks>  and 
brightest  scintillations,  from  the  greatest  quantity  of  conduct- 
kie  matter  in  the  circuit,  in  comparatively  short  lengths. 

i¥idi  these  novel  views  I  entertained  hopes  of  being  enabled 
to  modify  the  eflbcts; — ^from  the  iron  by  giving  to  it  different 
fyrm»y  and  firom  the  wire  by  slteringthe&sihion  of  the  ooilsonly, 
without  any  variation  in  the  figure  of  the  iron.  Proceeding  to 
experimental  investigation,  the  first  point  I  wished  to  deter- 
mine, was  that  of  the  inJbience  of  a  straight  barinakmgcon- 
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ducting  wire.  This  could  not  be  very  satisfactorily  ascertained 
only  by  the  employment  of  a  battery  of  steady  and  uniform 
action  during  the  period  occupied  by  the  experiments,  which 
were  carried  on  in  the  following  manner. 

Experiment  14.  A  new  zinc  was  now  made  for  the  sn^ialler 
battery.  The  zinc  amalgamated^  and  the  exciting  liquid  dilute 
sulphuric  acid.  A  wire  300  feet  long,  and  similar  in  every 
respect  to  that  coiled  on  the  wooden  bobbin  (ex.  3.),  was 
wound  round  about  two  inches  and  a  half  of  the  central  part 
of  a  cylindric  bar  of  iron,  one  inch  in  diameter,  and  twelve 
inches  long.  This  coil  and  that  on  the  wooden  bobbin  were 
alternately,  for  twenty  times,  placed  in  the  circuit  of  the  bat- 
tery. In  every  trial  the  coil  round  the  iron  gave  the  greater 
shock. 

Experiment  15.  The  question  now  to  be  decided,  was, 
can  the  action  of  the  iron  be  made  null  when  covered  with  one 
of  these  wires  ?  Or  can  it  be  made  to  operate  in  a  negative 
capacity,  by  lessening  the  force  which  the  coil  alone  would 
exhibit  ? 

To  ascertain  this  point  a  similar  bar  of  iron  to  that  used  in 
the  last  experiment  was  bent  in  the  middle  and  formed  like 
a  horse-shoe  magnet,  with  its  two  branches  as  straight  and 
parallel  to  each  other  as  they  could  conveniently  be  made. 
X  hey  were  also  brought  pretty  close  to  each  other ;  all  these 
particulars  being  considered  to  be  essentially  concerned  in  the 
action.  This  piece  of  iron  was  covered  with  the  300  feet  of 
wire  which  had  previously  formed  the  coil  on  the  wooden 
bobbin  (ex.  3.).  The  wire  formed  six  strata  of  coils  whose 
convolutions  were  close  packed  together.  When  this  coil  wire 
formed  the  circuit  of  the  last  mentioned  battery  (ex.  14.)  the 
electro-magnet  would  carry  upwards  of  eighty  pounds.  It  was 
now  placed  in  the  circuity  alternately  with  that  wound  round 
the  central  part  of  the  straight  bar,  (ex.  14.)  and  shocks  taken 
more  than  twenty  times  from  each.  In  every  trial  the  shocks 
were  much  the  strongest  from  the  coil  on  the  straight  bar ; 
showing  again  that  the  shocks  do  not  depend  upon  the  quan- 
tity of  magnetism  displayed,  but  upon  a  proper  application 

of  It. 

Experiment  16.  The  wire  was  taken  off  the  straight  iron 
bar  and  wound  in  a  close  packed  coil  on  the  wooden  bobbin. 
This  done,  the  coil  now  formed  was  tried  against  that  round 
the  horse-shoe  (ex.  15.)  and  found  to  be  of  superior  efficacy 
in  producing  shocks. 

•   Nothing  could  be  more  decisive  than  the  results  of  these 
experiments^  in  proving  that  that  form  of  the  iron  most  suita- 


Shocks  from  a  Single  Voltaic  pair.  197 

ble  for  magnetic  display,  is  the  least  so,  in  the  pr.oduction  of 
shocks.  They  prove  also,  that  the  iron  may  even  be  detri- 
mental when  used  for  the  latter  purpose. 

Notwithstanding  the  satisfaction  which  I  felt  in  my  own 
mind  respecting  the  lessened  influence  of  the  iron  by  bending 
it,  there  yet  appeared  one  circumstance  connected  with  the 
experiments,  which,  because  of  the  possibility  of  its  being  a 
means  of  modifying  the  results,  might  probably  create  doubts 
respecting  the  conclusions  I  have  arrived  at.  It  will  have 
been  observed  that  in  making  the  experiments  with  the 
straight  and  bent  iron  bars  (ex.  15.),  the  two  coils  of  conduct- 
ing wire  which  were  formed  on  them  were  of  very  difierent 
fashions.  That  on  the  straight  bar  being  a  short  thick  coil, 
whilst  that  on  the  horse-shoe  bar  was  much  longer  and  thin- 
ner, covering  the  iron  from  one  end  to  the  other^ 

Experiment  17,  To  prevent  any  misunderstanding  arising 
from  the  above  circumstance,  I  took  the  300  feet  of  wire  off 
the  wooden  bobbin,  and  coiled  it  round  the  straight  iron  cylin- 
der, in^  as  nearly  as  possible,  the  same  manner  as  that  coiled 
round  the  bent  one,  it  being  impracticable  to  make  both 
helices  precisely  alike,  because  of  the  different  shapes  of  the 
iron.  This  coil  and  that  on  the  bent  bar  were  alternately 
placed  in  the  circuit  of  a  battery  of  steady  action,  for  several 
successive  times^  and  shocks  taken  from  them  individually. 
Those  from  the  coil  enclosing  the  straight  bar,  were,  in  every 
trial,  much  stronger  than  those  from  the  other  coil.  In  this 
case,  the  coils  were  of  the  same  fashion,  the  wires  forming 
them  of  the  same  length,  and  the  pieces  of  iron  of  the  same 
dimensions. 

Experiment  18.  This  experiment  was  intended  to  deter- 
mine the  only  remaining  point  which  appeared  to  be  of  much 
interest  respecting  the  modtcs  operandi  in  these  curious  phe- 
nomena, and  the  results  show  most  decidedly  that  the  fashion 
and  position  of  the  coil  on  the  same  piece  of  iron  have  con- 
siderable influence  in  modifying  the  phenomena. 

The  300  feet  of  wire  were  taken  off  the  bent  iron  bar 
(ex.  15.)  and  wound  in  a  close  packed  coil  round  the  central 
part  of  a  straight  iron  cylinder  of  precisely  the  same  dimensions 
as  the  former  (ex.  14.)  and  the  coil  of  the  same  fashion  as 
there  described. 

This  coil,  and  that  covering  the  other  straight  iron  cylinder 
(ex.  17.),  were  alternately  p^ced  in  the  circuit  of  a  battery  of 
steady  action  for  twenty  successive  times,  and  shocks  taken 
from  them  individually  every  time.  In  every  trial  the  shock 
from  the  short  thick  coil  was  much  stronger  than  that  from 
the  long  coil  which  covered  nearly  the  whole  length  of  its  en- 
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closed  iroft.  This  is  a  very  interesting  fact,  as  will  appear 
obvious  from  a  du^e  consideration  of  some  of  tbe  cireumstuices 
connected  with  it. 

For  instance  y  the  ivoii  enclosed  in  the  long  helix  became  a 
more  powerful  magnel  than  that  round  whose  centre  the  shott 
thick  helix  was  formed.  Moreover,  the  mean  distance,  of  the 
wire  forming  the  hng  helix,  from  the  iron,  was  much  less 
than  the  mean  distance  of  the  wire  forming  the  short  helix 
from-  it»  iron ;  which,  as  iar  as  the  magnetism  of  the  iron  is 
concerned,  is  another  advantage. 

From  my  first  experiencing  the  shock  from  a  coiJ,  the  efFect 
appeared  to  me  to  be  that  of  an  electro-momentum ;  but  from 
the  hurried  manner  in  which  my  experiments  were  made  and 
described,  I  had  not  sufficient  time  allowed  to  consider  the 
nature  of  the  action  with  that  care  which  it  evidently  de- 
manded. The  more  recent  investigations  which  I  have  now 
detailed,  having  furnished  more  varied  theoretical  data  I  have 
been  better  enabled  to  perceive  the  connexion  of  the  pheno- 
mena and  their  causes;  and  to  enhance  the  display  by  a 
proper  application  of  the  laws  which  govern  the  action.  Still 
viewing  the  shocks  as  the  effects  of  electro-momenta,  I  was 
again  led  to  try  double  conducting  wires,  and  have  found, 
that,  under  certain  circumstances,  the  shock  is  more  powerful 
than  with  one  wire  only.  Three  or  four  wires  may  be  advan- 
tageously employed,  provided  certain  rules  be  attended  to. 

The  length  of  the  circuit  most  efficient  in  the  production 
of  shocks  will  depend  upon  the  intensity  of  the  battery:  and 
the  number  of  strands  to  he  introduced  to  the  circuit  must 
be  regulated  to  the  extent  of  the  battery's  surface. 

XXXV.     Theoretical  Vieivs  of  the  preceding  Phenomena. 

Secondary  Electric  Currents^  <^c. 

The  singular  influence  which  an  electric  current  exercises 
in  bringing  into  momentary  activity  the  dormant  electric 
energies  of  an  adjacent  wire,  requires  considerable  attentive- 
ness  and  much  uiought  to  comprehend  the  manner  of  its 
action.  Its  contemplation  requires  a  previous  full  knowledge 
of  the  proximate  laws  which  govern  the  reciprocal  excitation 
of  electrics  and  magnetics  ;  and  the  most  profound  ideas  res- 
pecting the  operation  of  these  laws  in  the  invisible  processes 
by  which  those  powers  are  productive  of  each  other's  pheno- 
mena. 

Induction, — influence, — ^reaction,  &c,  although  satisfactory 
enough  to  express,  generally,  that  some  force  is  in  operation, 
give  no  intelligence  whatever  respecting  the  nature  of  that 
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hrw,  and,  consequently^  indicate  no  mode  of  its  aetson.  To 
guess  that  this  or  th^t  power  is  in  operation  may  possibly 
stimulate  to  enquiry,  and  occasionally  become  usefiil  in  that 
buuJble  craacity.  But  conjecture  without  princ4>les  implies 
imperfect  Knowledge,  and  must  never  be  reg«nad  as  the 
offspring  of  sound  philosophical  reasoning. 

"bsctfi  Bftay  be  produced  and  phenomena  predicted  by  those 
who  are  in  possession  of  certain  rules  which  have  become  es- 
tablished from  observation;  but  the  primary  laws  from  whfl«b 
these  ndes  and  those  phenomena  emanate  are  existences  of  a 
very  di&rent^  order.  The  perfect  invisibility  of  the  process 
by  which  these  laws  operate  precludes  its  recognition  by  the 
external  senses :  and  renders  it  comprehensible  to  the  mind 
only.  All  our  reasoning,  however,  on  the  invisible  operations 
of  nature  must  necessarily  be  based  on  those  which,  by  their 
cons^cuousness,  have  become  perfectly  fiuniliar  to  us:  so  that 
by  applying  the  one  to  the  phenomena  of  the  other  we  may 
be  enabled  to  ascertain  whether  or  no  the  same  laws  be  ap- 
plicable in  both  cases. 

That  the  laws  which  govern  the  production  of  secondary 
electric  currents  by  the  influence  of  primarv  ones  are  still 
obscured  in  mystery,  may  be  justly  inferred  from  the  feet 
that  no  attempt  has  hitherto  appeared  to  throw  the  least  gleam 
of  light  on  their  development.  The  principles  of  action  may 
possibly  have  appeared  too  recondite  for  development,  but 
can  never  be  considered  as  too  uninteresting  to  deserve  atten- 
tion. The  whole  theory  of  electro-magnetism  and  magnetic- 
electricity  hangs  upon  them. 

Why,  it  may  now  be  asked,  do«eco7i6{ary  currents  run  counter 
to  primitive  currents  by  the  first  impulses  of  the  latter;  and 
in  the  same  direction  as  the  primitive  by  the  last  impulses? 
Why,  also^  are  the  energies  of  the  first-named  secondaries 
much  feebler  than  those  of  the  latter  secondaries?  And 
why  do  secondaries  almost  annihilate  the  terminal  effects  of 
primitives  ?  These  facts,  which  are  developed  either  with  or 
without  iron,  have  not  hitherto  been  referred  to  any  definite 
cause ;  nor,  indeed,  has  any  attempt  yet  been  made  at  expla- 
nation. They  are,  it  is  true,  amongst  the  most  mysterious 
Ehenomena  presented  by  this  branch  of  physics,  and  the  laws 
y  which  they  are  exhibited  the  most  aifficult  of  access;  and 
interwoven  with  curious  and  intricate  complexity ;  but  there 
are  others  of  less  difficult  explanation,  whose  sources  of  action 
are  still  permitted  to  remain  in  concealment.  1  he  equality 
of  action  and  reeuition,  a  law  so  generally  admitted  into  rea- 
sonings on  physics,  although  not  refuted  by  these  curioua 
ldien<Hnena,  afford.no  assistance  in  the  solution  of  the  mys- 
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terious  problems  which  they  present.  The  renitency  encoun- 
tered in  the  conductors  will  necessarily  exercise  a  due  influence 
in  lessening  the  force  of  secondary  currents,  but  cannot  be 
made  available  as  a  cause  of  the  comparative  atony  which 
these  currents,  by  the  initial  impulses  of  the  primary,  inva- 
riably display. 

The  laws  which  govern  these  interesting  phenomena  do  not, 
however,  appear  to  be  too  deeply  hidden  for  recognition: 
and  although,  in  some  instances,  a  complexity  of  action  is 
discoverable,  which  tends  to  conceal  the  operating  forces, 
they  do  not  appear  to  me  to  be  entirely  precluded  from  access, 
nor  insusceptible  of  explication.  Electricity  and  magnetism 
are  here,  however,  playing  their  nimble  powers  on  each  other 
in  the  most  profound  retirement: — their  motions  concealed 
from  corporeal  vision  permit  of  no  other  approach  than  by  the 
perceptions  of  the  mind :  and  by  that  mind  only,  already 
perfectly  familiar  with  the  proximate  laws  of  magnetic- elec- 
tricity. 

From  this  circumstance  the  propriety  of  introducing  these 
laws  prior  to  entering  on  the  development  of  the  more  remote 
subtle  operations  of  the  electric  and  magnetic  powers  will 
appear  sufficiently  obvious. 

f  To  be  continued, J 


XXXVL— OXY-HYDROGEN  BLOWPIPE. 

The  Silver  Isi^  Medal  teas  presented  to  Mr.  W.  Maugham, 
for  his  oxy-hydrogen  blowpipe,  a  model  of  which  has 
been  placed  in  the  Soclety^s  Repository, 

The  following  communication  has  been  received  from  Mr. 

Maugham. 

Adelaide  Street  Gallery, 
May  12,  1835. 
Sir, 

Having  had  occasion  to  make  a  great  number  of  experi- 
ments during  the  last  two  years  with  oxygen  and  hydrogen 
gases,  and  having  found  all  the  blowpipes  for  burning  these 
gases  in  a  mixed  state,  on  an  extensive  scale,  very  inefficient 
for  my  purpose,  I  have  been  under  the  necessity  of  contriving 
an  apparatus,  easily  manageable,  and  entirely  free  from  dan- 
ger. It  would  be  useless  to  enter  into  even  a  slight  history  of 
the  several  contrivances  that  have  already  been  laid  before 
the  public,  from  time  to  time,  for  burning  these  gases  with 
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safety  in  a  mixed  state,  as  I  am  aware  that  the  Society  are 
fully  conversant  with  all  that  might  be  adduced  on  the  sub- 
ject. I  may,  however,  be  allowed  to  state,  that  such  con- 
trivances, although  highly  ingenious,  can,  in  reality,  only 
be  considered  as  toys  in  the  hands  of  bold  operators;  for  they 
are  by  no  means  calculated  to  answer  any  purpose  by  which 
the  public  can  be  benefited:  for  they  cannot  be  trusted  in  the 
hands  of  ordinary  manipulators.  13y  means  of  the  blowpipe 
which  I  herewith  transmit,  and  which  I  trust  you  will  submit  to 
a  full  investigation  and  trial,  these  gases  may  be  burnt  for  any 
length  of  time  without  any  chance  of  explosion,  &s  they  are 
merely  mixed  in  a  very  small  quantity  at  once,  the  mixture 
taking  place  only  as  fast  as  the  gases  are  consumed.  The 
heat  produced  by  this  safe  mode  of  burning  the  gases  may 
imdoubtedly  be  turned  to  an  advantageous  account  by  differ- 
ent mechanics,  in  fusing  platinum  and  other  refractory  metals, 
by  which  means  the  expense  now  attendant  upon  the  working 
of  such  metals  would  be  considerably  reduced.  This  mode 
of  burning  the  gases  will  likewise  be  found  eligible  for  pro- 
ducing a  continuous  and  intense  light  through  the  medium  of 
lime. 

Professor  Daniell's  blowpipe  is  one  that  may  be  used  with 
perfect  safety  ;  but,  in  my  estimation,  it  labours  under  two 
great  disadvantages,  one  of  which  is,  that  a  sufficient  degree 
of  heat  for  many  purposes  cannot  be  obtained  by  it;  the  other 
is,  that  the  great  consumption,  or  rather  waste,  of  gas,  oc- 
casioned by  its  wide  apertures,  unfits  it  for  use  on  an  exten- 
sive scale.  In  this  blowpipe,  the  gases  are  brought  along 
separate  tubes,  one  of  these  tubes  traversing  the  interior  of 
the  larger  one,  so  as  to  allow  the  gases  to  come  in  contact 
only  just  where  they  respectively  escape  into  the  atmosphere. 
As  this  is  already  in  the  hands  of  most  chemists  who  have  any 
thing  to  do  with  oxy-hydrogen  blowpipes,  instead  of  begin- 
ning with  a  mode  of  conveying  the  gases  ab  origine  into  the 
chamber  which  I  am  about  to  propose  to  the  Society's  con- 
sideration, I  will  describe  a  method  of  rendering  it  complete, 
and  fully  efficient  for  all  the  purposes  to  which  the  safe  com- 
bustion of  the  gases  can  be  applied.  My  motive  for  building 
upon  Professor  Daniell's  blowpipe  is  merely  to  serve  the 
economical  purpose  just  alluded  to  ;  for  it  will  presently  be 
perceived,  that  it  would  have  been  quite  as  easy  to  have  con- 
structed one  altogether  different  as  to  have  undertaken  to 
finish  what  that  philosopher  has  begun. 

Figs.  43  &  44,  Plate  VII.  is  a  section  of  my  blowpipe  (part  of 
the  plain  tube  between  the  two  arrows  being  omitted),  with 
one  of  the  nozles,  hereafter  described,  screwed  on  tne  end 
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of  it.  At  this  part  it  will  be  seen  that  I  have  made  a  little 
addition  to  Professor  Daniell's  arrangement ;  for  at  the  end 
of  the  tube  along  which  the  hydrogen  passes,  there  is  soldered 
on  a  piece  of  metal,  perforated  with  eight  holes  x^  and  also 
with  a  larger  central  one,  which  receives  the  end  of  the  pipe 
through  which  the  oxygen  passes:  these  smaller  holes  are 
not,  as  might  at  first  be  expected,  to  answer  the  purpose  of 
wire-gauze,  and  to  prevent  explosion;  but  are  merely  to 
divide  the  stream  of  hydrogen,  so  as  to  render  its  mixture 
with  the  oxygen  in  the  chamber  into  which  the  pipe  opens 
more  uniform.  On  the  outside  of  the  chamber  is  a  support 
for  a  cylinder  of  lime,  hereafter  described.  The  nozle  can 
be  unscrewed,  and  the  right-angled  one,  for  fusing  platinum, 
&c.  put  in  its  place.  On  the  outside  of  the  nozle  is  placed 
the  support  for  the  cylinder  of  lime. 

The  apparatus  here  shown  is  to  be  used  as  follows :  It  is  to 
be  screwed  on  at  c  to  a  gasometer,  or  to  a  tube  leading  from 
a  gasometer,  containing  oxygen,  and  is  to  be  connected,  by 
means  of  a  flexible  tube  screwed  on  at  d,  to  another  gas- 
ometer containing  hydrogen, — a  connecting  joint  will  be 
necessary  in  making  the  union  complete.  The  cock  e  regu- 
lates the  quantity  of  oxygen,  and  is  part  of  Professor 
Daniell's  arrangement.  The  cock  for  regulating  the  quantity 
of  hydrogen  is  to  be  attached  to  a  flexible  tube  screwed  in  at 
d,  which  is  not  seen  in  the  figure. 

By  having  an  elbow  joint,  a  section  of  which  is  seen  at  a,  fig. 
45,  and  screwed  in  its  place  at  6, 6,  a  vertical  position  of  the  shaft 
of  the  blowpipe  may  be  obtained,  which  will  be  found  con- 
venient for  placing  the  lime-light  in  a  parabolic  reflector. 

Fig.  46,  shows  the  support  for  the  lime  without  the  nozle; 
a  the  rod  on  which  a  ball  or  cylinder  of  lime,  &c.  is  to 
be  placed, — ^the  lime,  &c.  having,  of  course,  a  hole  drilled 
through  it,  and  turned  perfectly  cylindrical;  b  the  ring 
which  slips  on  the  nozle  of  the  blowpipe ;  c  a  sctew  for 
fixing  the  ring  tight;  d  a  small  plate  of  metal  on  which  the 
lime  rests;  e  a  screw  for  raising  or  lowering  the  lime,  so  as  to 
expose  a  fresh  surface  of  the  earth  as  often  as  may  be  neces-' 
sary.  This  does  away  with  the  necessity  of  employing  a 
watch  or  clock-work  motion,  in  ordinary  experiments,  with 
the  light  in  question. 

Fig.  47,  is  a  section,  of  one  of  the  nozles  of  the  blow- 
pipe I  beg  to  prc^se,  showing  a  chamber  a  in  which  the 
gases  mix  previously  to  being  burnt;  6  is  a  female  screw 
for  fitting  it  on  the  end  of  a  Daniell's  blowpipe.  The  jet  c 
is  of  platinum.  This  nozle  is  bent  at  right  angles,  and, 
when  fixed  on  the  blowpipe,  the  jet  for  delivering  the  mis^d 
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gases  points  perpendicularly  downwards^  and  is  intended  for 
fusing  platinum,  and  other  metals  difficult  of  fusion,  the  metal 
being  supported  on  a  proper  rest.  The  oblique  nozle  shown 
in  figure  43  is  for  experimenting  with  light  by  means  of  lime. 
It  is  bent  at  an  angle  of  about  45^. 

So  long  as  the  pressure  at  each  gasometer  is  kept  uniform, 
a  proper  mixture  of  the  gases  in  the  chamber  will  always  be 
kept  up  after  it  has  once  been  established  by  the  regulating 
cocks,  and  an  explosion  cannot  possibly  take  place.  The 
gases  are  thus  burnt  certainly  in  a  mixed  state ;  but  they  are 
only  mixed  in  a  very  trifling  quantity,  and  only  just  before 
they  escape  from  the  blowpipe.  It  may  here  be  necessary  to 
observe,  that  in  the  several  kinds  of  apparatus  for  bnming 
the  gases  in  a  mixed  state  by  the  usual  mode  of  mixing  them, 
the  mixture  can  never  scarcely  be  what  it  precisely  ought  to 
be;  for  they  are  mixed  in  the  proportions  of  two  volumes  of 
hydrogen  and  one  volume  of  oxygen,  no  regard  being  had  to 
the  impurities  which  are  always  preseal;  in  these  gases  as  or- 
dinarily obtained;  which  impurities  are  continuaJly  varying, 
not  only  in  quantity,  but  in  quality,  as  I  have  found  by  ex- 
perience. By  means  of  the  apparatus  just  described,  this 
inconvenience  respecting  mixture  is  entirely  done  away  with; 
for  the  regulating  cocks  allow  us  at  any  instant,  if  the  flame 
varv  from  what  it  ought  to  be,  to  bring  it  to  its  proper  state. 
It  IS  true,  the  mixture  is  made  by  guess ;  but  a  little  expe- 
rience will  soon  enable  the  operator  to  obtain  at  once  the  aue 
proportions.  If  the  hydrogen  be  in  excess,  a  large  bushy 
flame  will  be  produced:  if  the  oxygen  be  in  excess,  the  flame 
will  be  extinguished:  the  flame  produced  by  the  proper  mix- 
ture is  so  characteristic,  that  when  once  seen  it  is  easily  re- 
membered. When  the  gases  are  thrown  upon  lime  and  the 
other  earths,  we  shall  have  a  flickering  light,  if  the  mixture 
of  the  gases  be  not  properly  adjusted;  and  this  flickering  we 
always  'have,  when  the  gases  are  mixed  in  the  manner  to 
which  I  object. 

Another  addition  to  Mr.  DanieU's  apparatus  is  a  connecting 
piece  at  A  A  fig.  44,  which  being  slightly  unscrewed  will 
enable  the  jet  to  be  placed  in  any  direction  in  the  plane  of 
a  circle  whose  diameter  shall  cut  the  blowpipe  transversely  at 
right  angles. 

With  respect  to  the  gasometers  to  be  used  with  this  appara- 
tus, I  have  to  observe,  that  on  a  small  scale,  those  who  are 
in  possession  of  two  gasometers,  constructed  on  Mr.  Pepys's 
principle,  may  obtain  an  equal  pressure  by  employing  one  fun- 
nel, terminating  in  a  branched  tube  attached  to  each  gaso- 
meter, as  shown  in  fig.  4S.  Under  ordinary  circumstances,  an 
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assistant  may  pour  water  in  the  funnel  a,  and  a  little  varia- 
tion in  the  height  of  the  column  which  will  occur  by  this 
means,  does  not  much  affect  the  flame,  and  may  be  always 
counteracted  by  means  of  the  regulating  cocks.  When  there 
is  convenience,  the  supply  of  water  to  the  funnel  may  be  re- 
gulated by  a  ball  cock  attached  to  a  pipe  passing  from  a  cis- 
tern, the  ball  being  placed  in  the  water  in  the  funnel.  This 
mode  of  proceeding,  however,  only  relates  to  the  use  of  the 
gases  on  a  small  scale,  as  in  the  lecture-room,  &c.  When 
the  gases  are  to  be  used  more  extensively,  and  applied  to  the 
purposes  which  I  have  already  proposed,  a  better  mode  of 
obtaining  equal  pressure  will  very  readily  suggest  itself.  It 
is  to  be  remembered  that,  in  describing  a  blowpipe,  I  cannot 
be  expected  to  say  much  respecting  gasometers :  all  I  wish 
is,  that  the  pressure  may  be  always  uniform,  and  equal  to  that 
of  a  column  of  water,  of  at  least  twenty-four  inches  in  height. 

I  trust  you  will  at  once  be  convinced  that  the  mode  above 
proposed  is  entirely  free  from  danger.  I  may  say  with  truth 
that  I  have  burnt  thousands  of  gsJlons  of  oxygen  and  hydro- 
gen gases  in  this  way,  and  have  never  yet  met  with  the  slightest 
accident. 

In  conclusion,  I  beg  to  observe,  that  I  by  no  means  wish  to 
impress  upon  the  Society  that  I  have  been  the  first  to  burn 
oxygen  and  hydrogen  from  separate  vessels;  but  that  this 
mode  which  I  have  proposed  has  been  the  result  of  my  own 
experiments.  I  believe  there  is  no  blowpipe  at  present  before 
the  public  for  burning  the  gases  on  this  principle.  The  mode 
of  producing  the  light  upon  lime  for  the  oxy-hydrogen  micro- 
scopes by  Cary,  Cooper,  and  others,  I  was  not  acquainted 
with  until  long  after  I  had  obtained  the  light  myself  for  the 

Eroprietors  of  the  Adelaide  Street  Gallery;  I  alw^ays  employed 
alls  of  lime,  and  through  Messrs.  Cooper  and  Cary,  I  learnt 
that  cylinders  of  the  same  earth  are  decidedly  better.  The 
apparatus  which  I  employed  for  a  microscope  commenced  by 
Mr.  Tully,  is  still  at  the  Gallery,  and  is  open  to  the  inspec- 
tion of  any  person  who  wishes  to  see  it. 

I  am.  Sir,  &c.  &c.  &c. 

W.  MAUGHAM, 
Lecturer  on  Chemistry, 
A.  AiKiN,  Esq.  Adelaide  Street  Gallery,  and 

Secretary,  &c.  &c.  Charing  Cross  Hospital. 

P.  S.  If  platinum  be  fused  upon  charcoal  it  will  be  brittle, 
and  unfit  for  the  purposes  to  which  it  is  usually  applied.  I 
have  no  doubt  it  is  converted  into  a  carburet,  I  have  tried 
several  substances  as  a  support  for  it,  of  which  I  find  Stour- 
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bridge  clay  the  best.  Mr.  Johnson,  of  Hatton  Garden,  has 
been  kind  enough  to  witness  some  experiments  with  the 
blowpipe,  and  he  suggebted  the  u^e  of  the  above  material  as 
a  support.  He  brought  with  him  some  bone-ash  cupels,  but 
they  were  readily  fused.  All  substances,  indeed,  seemed  to 
fuse  under  the  intense  heat  produced  by  the  combustion  of  the 
gases  in  question.  I  find  the  best  mode  of  fusing  platinum 
is  to  keep  adding  gradually  to  the  fused  mass  small  pieces  of 
the  metal.  When  an  ounce  or  more  has  thus  been  acted 
upon,  the  metal  will  be  in  fusion  at  the  surface,  but  wiU  be- 
come solid  at  the  bottom.  We  may  thus  go  on  welding  or 
agglutinating  the  platinum  to  any  extent.  Before  rolling  or 
using  the  metal  in  any  other  way,  be  careful  to  cut  off  that 
end  which  was  next  the  support,  as  this  becomes  incorpo- 
rated with  a  portion  of  silica,  which  renders  it  unfit  for  work- 
ing. By  adhering  to  the  principle  laid  down,  by  having 
gasometers  sufficiently  large  (and  their  size  may  be  increased 
to  any  extent  with  perfect  safety),  and  by  having  the  orifice 
whence  the  gases  issue  augmented  to  a  considerable  extent,  I 
am  convinced  platinum  may  be  fused  in  almost  any  quantity. 
I  have  succeeded  in  agglutinating  more  than  half  a  pound  of 
this  metal  by  the  process  just  described. 


Mr.  Maugham  haslately  informed  the  Editor  of  these  ^;2na/« 
that  Oxy-hydrogen  Blowpipes  constructed  on  his  principle, 
have  been  brought  to  him  imperfectly  made;  he  therefore 
wishes  any  person  who  may  purchase  one  of  these  instruments, 
to  bring  it  to  him  at  the  Adelaide  Gallery,  where  he  may  see 
it  tried,  and  if  there  should  be  any  defect  in  it,  he  will  point  it 
out,  and  the  maker  can  then  remedy  it.  The  errors  in  the 
construction  are  in  the  orifices  of  the  jets  being  too  small  or 
too  large,  and  the  same  may  be  said  of  the  orifices  through 
which  the  hydrogen  passes  through  the  section  x,  to  get  to 
the  mixing  chamber.  Those  who  prefer  it,  may  have  the 
blowpipe  ^om  Mr.  Maugham  himself. 


XXXVII.  On  the  Voltaic  Sustainifig  Battery.  By  F.  W. 
MuLLiNs  Esq.  M.  P.,  R  S.  S,;  M,  R.  S.  Sfc,  in  a  letter 
to  W.  Sturgeon,  Esq.  Editor  of  the  Annals  of  Electricity. 

Dear  Sir, 
In  compliance  with  your  request,  I  will  endeavour  to  give 
you  as  correct  a  description  as  possible  of  my  Voltaic  sustain- 
ing Battery;  together  with  the  circumstances  which  led  to  its 
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discovery.  About  four  years  since  I  was  engaged  in  a  series 
of  experiments  upon  electric  light ;  and  it  is  unnecessary  to 
explain  to  you  how  much  the  inconstancy  of  action  of  a 
Wollaston  battery  was  calculated  to  annoy  as  well  as  inter- 
fere with  expected  results  in  an  enquiry  of  this  nature ;  I  at 
length  saw  that  unless  I  could  procure  or  construct  a  more 
perfect  form  of  battery  in  which  the  power  could  be  sustained 
for  a  few  hours  at  the  leasts  it  would  be  quite  useless  to  pro- 
secute my  researches  any  ferther:  it  therefore  became  a  mat* 
ter  of  moment  to  devise  some  plan  by  which  I  should  be  able 
to  obviate  the  defects  of  the  batteries  then  in  general  use. 
About  this  period  I  happened  to  look  into  a  work  on  natural 
philosophy*  which  I  had  just  received,  and  in  one  of  its 
treatises  found  an  abstract  from  Thomson's  Annals  of  Phil- 
osophy^ vol.  viii,  1 — 14,  in  the  following  words : — ^^  The  fol- 
lowing singular  fact  has  been  noticed  by  Mr.  Porrett: — ^  If  a 
vessel  be  divided  by  a  membraneotis  partition  into  two  com- 
partments  of  which  the  one  is  filled  with  water  and  the  other 
contains  but  a  very  small  quantity,  and  if  the  positive  wire 
from  a  voltaic  battery  be  inserted  into  the  former,  and  the 
negative  wire  into  the  latter,  the  water  will  be  impelled  from 
the  first  compartment  into  the  second,  through  the  partition, 
and  will  at  length  rise  to  a  higher  level  in  the  latter  than  in  the 
fonner.'  The  author  of  the  work  in  which  this  abstract  is 
given,  adds,  that  A.  De  la  Rive,  on  repeating  the  experiments, 
arrived  at  the  same  results  when  he  employed  a  fluid  with  a 
small  conducting  power;  but  that  when  a  saline  solution  of 
sufficient  strength  was  used,  no  such  effect  of  impulsion  was 
perceptible,  but  that  the  reality  of  such  an  effect  established 
the  existence  of  a  mechanical  force  derived  from  the  current 
of  voltaic  electricity.''  Here  then  was  evidence,  clear  and  in- 
controvertible, that  membranic  substance,  moistened  even  with 
common  water,  conducted  the  electric  current,  but  that  with  a 
saline  or  other  good  conducting  solution  the  electricity  no  longer 
carried  with  it  through  the  membrane  a  large  proportion  of  the 
fluid: — in  otherwords,  that  its  mechanical  force  was  neutralized 
by  the  increased  powers  of  conduction  of  the  fluid  and  mem- 
brane. It  took  but  little  time  or  trouble  to  construct  a  vessel 
with  such  a  partition ;  I  tried  the  experiment ;  it  succeeded :  and 
then  it  at  once  struck  me  that  it  would  be  but  a  little  step 
forward  to  place  a  pair  of  plates,  one  in  each  compartment, 
in  place  of  the  positive  and  negative  wires,  by  which  means 
the  electric  current  would  find  a  ready  passage,  while  the 

*  The  library  of  natural  philosophy,  published  under  the  direc- 
tion of  tlie  society  for  the  difnision  of  userul  knowledge. 
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grand  object  would  be  obtained  of  preventing  positive  ele- 
ments finding  their  way  to  negative  surfaces^  and  vice  versa ; 
which,  according  to  Sir  Humphrey  Davy's  opinion,  is  the  chief 
cause  of  the  decline  of  galvanic  action:  for  he  says:  ^Hhat 
such  transfer  has  an  immediate  influence  in  checking  the 
feurther  progress  of  the  galvanic  action:  and  arrests  it  com- 
pletely when  it  has  proceeded  to  a  certain  extent. '^     I  may 
here  observe  in  passing  that  I  was  not  a  little  surprised  to 
find  it  asserted  in  the  last  edition  of  Brande's  Manual  of  Che- 
mistry, that  Mr.  Daniell  had  discovered  the  cause  of  the 
gradual  decline  of  action,  in  batteries  of  the  usual  construction ; 
for  I  thought  that  every  human  being  who  knew  any  thing  of 
the  science  was  very  well  aware  that  Sir  Humphrey  Davy  and 
other  eminent  men  of  his  time  understood  as  well  as  any 
person  now  living,  the  true  causes  of  diminished  power  in 
voltaic  batteries.     But  to  return  to  my  experiment.    On  com- 
pleting the  circuit  I  found  that,  according  to  my  expectation, 
the  battery  worked  with  undiminished  power  for  a  considerable 
time,  and  that  at  length  I  had  obtained  an  instrument  of 
research  such  as  I  had  long  been  desiring;  thus,  that  simple 
arrangement  which,  in  Mr.  Porrett's  hands,  had  been  applied 
to  the  demonstration  of  a  certain  mechanical  forceof  electricity, 
became,  in  my  hands,  the  ground- work  of  the  sustaining  bat- 
tery, which,  after  various  experiments,  I  have  since  brought  to 
greater  jperfection.  Before  1  proceed  to  give  adescription  of  the 
battery  m  its  present  improved  state,  it  may  be  well  to  observe 
that  the  one  I  firstemployed  was  square,  andfittedupin  a  trough 
of  baked  wood.     I  found,  however,  this  mode  of  arrangement 
troublesome,  as  it  was  exceedingly  difficult  to  fix  the  mem- 
brane so    as  to  prevent  leakage.     I  therefore  adopted  the 
cylinder  form,  not  onlv  because  it  enabled  me  to  employ  blad- 
der for  the  interposea  membrane,  but  because  earthenware 
pots  or  crocks  of  this  figure  were  easily  procurable,    and  well 
adapted  for  insulation:   and  from  the  particular  principle 
applied  in  the  construction  of  my  intensity  sustaining  battery, 
this  form  became  a  manifest  advantage,  as  I  shaU  explain  in 
another  part  of  this  paper.  I  would  add,  that  I  was  induced 
to  employ  sulphate  of  copper  in  solution,  from  the  results  of 
some  experiments  on  the  action  of  electro-negative  surfaces 
on  metaUic  solutions ;  and  having  employed  this  salt  as  well 
as  many  others  in  succession,  it  struck  me  that  the  action  of 
the  battery  was  improved  whenever  I  charged  the  cell  con- 
taining the  copper  with  this  solution.     In  a  paper  which   I 
published  in  the  Philosophical  Magazine,  I  have  adverted  to 
the  peculiar  action  of  the  sulphate  m  the  voltaic  circuit,  and 
therefore  will  not  lengthen  this  communication  by  more  than 
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a  few  remarks  upon  that  subject.  The  battery  I  generally 
use  for  my  own  purposes  consists  of  ten  pots  each^  containing 
a  single  arrangement,  and  constructed  in  the  following  manner. 
Close  to  the  inner  surface  of  an  earthenware  pot  four  inches 
high  and  two  and  a  half  wide,  is  titted  a  cylinder  of  zinc,  the 
depth  of  which  is  about  a  third  of  the  depth  of  the  pot :  a 
small  piece  of  the  zinc^  about  half  an  inch  wide,  rises  above 
the  level  of  the  remainder,  about  an  inch,  and  to  this  is  sol- 
dered a  narrow  ribbon  of  copper  which  rises  to  the  top  of  the 
pot  and  projects  over  it  about  five  inches,  for  the  purpose  of 
communicating  with  a  mercurial  cup ;  within  this  cylinder  of 
zinc^  and  as  close  to  its  surface  as  possible,  stands  a  copper 
vessel,  the  height  of  which  equals  the  depth  of  the  pot. 
This  vessel  is  two  and  a  quarter  inches  wide,  and  has  either  a 
wooden  or  copper  bottom  water-tight.  Round  the  upper  edge 
of  this  cylinder  and  external  to  it  is  soldered  a  rim  of  copper 
about  a  quarter  of  an  inch  wide,  on  the  outside  of  which  is  work- 
ed a  groove  all  round:  in  the  upper  surface  of  this  rim  are  two 
holes  as  large  as  it  will  allow,  for  the  purpose  of  drawing  off 
the  chargeor  supplying  it.  The  copper  cylinder  thus  construc- 
ted, is  placed  upon  a  fiat  circle  of  cork,  open  in  the  centre,  and 
projecting  as  much  from  the  outer  surface  of  the  copper  below 
as  the  rim  does  above ;  this  cork  is  wound  round  with  strips 
of  membrane,  and  a  thin  calPs  or  pig's  bladder  previously 
steeped  in  tepid  water,  is  drawn  over  the  cylinder,  the  use  of 
the  cork  being  to  preser\'e  the  membrane  from  contact  with 
the  copper ;  the  bladder  is  drawn  tight,  and  fastened  by  a 
string  round  the  groove  in  the  rim  before  described.  A 
narrow  band  of  copper  is  soldered  to  the  upper  edge  of  the 
cylinder,  and  the  battery  is  now  fit  for  use.  In  charging  it, 
I  use  two  solutions ;  that  in  contact  with  the  zinc,  being  one 
part  of  a  saturated  solution  of  muriate  of  ammonia  to  five  of 
water;  and  that  in  contact  with  the  copper,  a  saturated  solu- 
tion of  sulphate  of  copper.  I  say  saturated,  not  because  it  is 
requisite  for  the  production  of  the  maximum  effect,  but  because 
it  IS  convenient,  as  I  will  presently  show.  In  charging  the 
battery,  it  must  be  borne  in  mind  that  the  solution  in  contact 
with  the  zinc  should  never  be  more  than  sufficient  to  attain 
a  level  with  the  upper  edge  of  the  zinc,  for  it  is  a  matter  of 
some  importance  to  keep  that  part  of  the  zinc  which  is  soldered 
to  the  copper  band  free  from  local  action.  The  other  solution 
may  be  allowed  to  rise  to  about  two  thirds  of  the  height  of  the 
copper  cylinder,  for  tlie  larger  the  charge  of  this  solution,  and 
the  greater  the  quantity  of  the  salt  dissolved  therein, — not 
the  greater  the  power  developed,  as  some  persons  who  have 
written  lately  on  the  subject,  would  have  us  suppose, — but  the 
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longer  will  the  power,  which  a  smaller  charge  unsaturated  can 
equally  develop,  be  sustained.  It  is  not^  therefore,  because  the 
fluid  contains  a  very  large  quantity  of  the  metallic  salt  in 
solution  that  active  effects  are  produced,  but  because  there 
is  a  certain  quantity  present,  which  suffices  to  produce  in  a 
given  moment  of  time,  that  unit  of  metallic  precipitation  which 
is  proportional  to  the  surface  of  the  metals  employed,  or  rather 
to  the  various  attractions  called  into  play  in  the  circuit.  And 
that  this  quantity  is  exceedingly  small  is  proved  by  the  fact 
of  the  power  continuing  undiminished  in  the  slightest  degree, 
until  the  solution  becomes  nearly  colourless;  and  farther, 
by  another  fact,  that  if  to  this  nearly  colourless  solution 
you  add  about  six  drops  of  the  saturated  solution,  the 
original  power  of  the  battery  is  instantly  restored,  and  con- 
tinues for  some  time.  It  may  be  asked  how  I  manage  to  keep 
the  battery  in  action  for  a  long  period,  unless  I  keep  crystals 
in  solution.  I  meet  the  difficulty  by  drawing  off  the 
original  charge  of  sulphate,  by  means  of  a  syphon  or  a 
common  syringe,  to  which  is  fitted  a  long  and  narrow 
pipe  which  enters  the  holes  before-mentioned  in  the  rim  of 
copper,  and  by  means  of  a  small  funnel  renewing  it.  This  may 
be  done  without  interfering  in  the  least  with  the  action  of  the 
battery.  It  may  be  well  here  to  observe  that  the  other  solu- 
tion does  not  require  renewal :  however,  as  there  are  many 
who  may  prefer  keeping  crystals  in  solution  to  the  trouble  of 
drawing  off  and  renewing  the  solution  ;  for  thej?e  I  have  de- 
signed a  very  simple  mode  of  gratifying  their  fancies  or  their 
prejudices  and  at  a  very  trifling  additional  expense.  It  is  a  form 
I  sometimes  use  myself,  and  is  nothing  more  than  the  soldering 
a  copper  shelf  or  plate  within  the  cylinder,  and  about  an  inch 
and  a  half  from  its  upper  edge,  and  making  six  small  holes  on 
a  level  with  the  shelf  to  communicate  with  the  external  sur- 
face of  the  cylinder.*  As  soon  then  as  it  appears  that  the 
original  solution  has  nearly  lost  its  copper,  a  very  few  crystals 
may  be  dropped  on  the  shelf,  which  will  be  carried  in  solution 
to  the  external  surface  of  the  copper.  The  battery  exhibited 
at  the  Royal  Institution  on  the  3J  of  June,  1S3G,  was  some- 
what different  from  that  described  here ;  the  copper  cylinder 

*  In  Plate  VII.  fig.  49,  will  be  found  a  plan  of  Mr.  Mullins's  vol- 
taic sustaining  battery,  as  described  above.  A  A,  is  a  cylinder  of  rolled 
zinc  made  to  fit  the  pot ;  B  B,  in  dotted  lines,  is  the  membrane 
drawn  round  the  bottom  and  enclosing  the  circular  piece  of  cork  i ; 
e  e,  is  the  circular  rim  at  top  to  which  the  membrane  is  fastened ; 
c  c,  is  the  copper  cylinder  with  two  of  the  six  holes  k  k,  visible  on 
a  level  with  the  shelf  D ;  G  and  H  are  copper  ribbons  proceeding 
from  the  copper  and  zinc. 
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having  a  number  of  holes  at  regular  distances  all  round  and 
near  the  bottom^  for  the  purpose  of  admitting  the  fluid  to  in- 
ternal as  well  as  external  contact.  However,  this  plan  did 
not  prove  to  be  any  advantage ;  on  the  contrary,  it  led  to 
great  waste  of  the  solution,  therefore  I  gave  it  up ;  and  I  And 
that  the  simple  form  described,  either  with  or  without  the  shelf, 
gives  immense  power  and  in  a  very  small  compass,  which  is 
one  great  advantage  peculiar  to  this  battery.  Another  ad- 
vantage is  the  bringing  the  zinc  surface  so  very  close  to  that 
of  the  copper,  which,  though  Professor  Daniell  appear^}  to 
entertain  a  contrary  opinion,  I  hold,  from  the  result  of  accu- 
rate experiments,  to  be  necessary  for  the  fiill  development  of 
voltaic  power.  A  third  advantage  is  the  very  small  quantities 
of  fluid  used,  the  charge  not  being  more  than  about  three 
fluid  ounces  of  the  sulphate,  and  twa  of  the  muriate ;  and  a 
fourth  advantage  is  the  nature  of  both  solutions  which  is  such 
as  to  prevent  their  producing  any  of  the  inconveniences  of 
acids.  I  have  already  stated  that  I  use  but  a  very  small  pro- 
portion of  zinc  in  my  batteries.  This  rule  I  have  not  adopted 
without  convincing  myself  by  the  results  of  an  extensive 
range  of  experiments  that  equal  surfaces  of  zinc  and  copper 
developed  no  greater  power  than  a  much  smaller  surface  of 
the  former  metal  with  the  original  surface  of  the  latter. 
Marianini  held  this  opinion  though  in  an  exaggerated  degree, 
and  a  single  experiment  out  of  many  will  prove  it  true.  Take 
a  cylinder  of  zinc  fitted  to  my  battery,  and  of  equal  surface 
with  the  copper ;  charge  the  battery  and  connect  it  with  a 
magnetic  voltameter ;  note  the  deflection — ^I  mean  the  steady 
one ;  remove  the  larger  zinc,  introduce  one  an  inch  less ; 
again  note  the  deflection ;  it  will  be  the  same.  Remove  this, 
and  replace  it  by  a  smaller,  and  so  on ;  still  noting  the  de- 
flection,, until  you  bring  the  cylinder  to  a  surface  about,  a 
fourth  of  that  of  the  copper.  The  deflection  will  still  be  un- 
altered. Try  any  other  experiment  of  comparison  you  please 
and  the  results  will  be  found  to  correspond ;  but  now  reduce 
the  zinc  to  the  size  of  a  quarter  inch  band  and  you  will  find 
the  power  considerably  diminished.  This  proves  that  there  is 
a  certain  proportion  of  zinc  which  is  capable  of  developing  the 
same  quantity  of  electricity  that  may  be  produced  by  equal 
surfaces ;  and  this  being  the  case,  I  apprehend  that  nobody 
will,  in  futiu*e,  submit  an  extra  and  useless  quantity  of  zinc 
to  waste  and  local  action,  when  he  can  obtain  the  same  results 
from  more  limited  means.  In  a  paper  written  for  the  Philo- 
sophical Magazine  I  have  entered  more  at  length  into  this 
subject,  and  ^iven  the  results  of  other  experiments.  I  can 
only  say  that  if  they  are  not  satisfactory,  it  is  easy  for  those 
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who  doubt  to  ascertain  the  fieicts  by  experimenting  for  them- 
selves. 

My  intensity  sustaining  battery  is  constructed  as  follows : — 
I  have  first,  as  in  (he  quantity  battery^  a  shallow  cylinder 
of  zinc  within,  and  close  to  the  internal  surface  of  the  earth- 
enware pot,  next  the  copper  cylinder  as  before ;  but  instead 
of  letting  the  inside  of  this  cylinder  go  for  nothing,  the  inter- 
nal surface  of  the  copper  is  lined  with  very  thin  caoutchouc 
for  insulation ;  then  comes  another  small  cylinder  of  zinc; 
then  a  copper  one,  lined  as  the  last ;  then  a  zinc ;  and  lastly  a 
copper  :  each  copper  of  course  enveloped  in  membrane.  This 
battery  is  one  of  extraordinary  power  in  decompositions  and 
other  effects  of  intensity,  which,  in  my  opinion  depends  upon 
a  new  principle  which  is  developed  in  this  mode  of  construc- 
tion and  arrangement,  that  is,  the  restricting  the  electric 
current  to  gradually  diminishing  metallic  surfaces  as  it 
advances,  so  that  as  the  quantity  accumulates  the  conducting 
sur&ces  are  reduced;  and  of  course  a  much  higher  degree  of 
intensity  is  a  necessary  consequence.  As  I.  mean  to  present 
a  paper  to  the  Royal  Society  on  this  matter,  I  will  not  go  far- 
ther into  the  subject,  and  will  now  conclude  this  communi- 
cation by  intimating  my  intention  of  giving  you  for  your 
succeeding  number  the  results  of  some  experiments  on  the 
electrical  causes  of  chemical  action. 

lam. 
Dear  sir,  &c.  &c. 

F.  W.  MULLINS. 
February  2,  1837. 

P.S.  I  nearly  forgot  to  mention  that  I  have  found  white 
silk  of  a  certain  substance  to  answer  fully  as  well  as  the 
membrane,  and  indeed  better,  for  it  lasts  so  much  longer ; 
but  as  some  silks  fail,  I  do  not  wish,  as  yet,  to  recommend  it 
for  general  use  until  I  have  completed  some  experiments 
which  I  have  «been  for  some  time  making  on  this  subject.  It 
may  be  asked  whether  the  silk  does  not  permit  the  two  solu- 
tions to  intermix  ?  This  is  the  singular  feet  in  its  employment 
that  it  does  not.  I  have  kept  a  battery  in  action  for  several 
days  with  only  silk  interposed,  and  the  muriate  solution  never 
exhibited  the  slightest  trace  of  copper,  which  a  thin  mem- 
brane occasionally  does. 

J.  W.  M. 
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XXXVIII.     On   the   luminous  properties  of  Chloride  of 
Calcium,  by  Charles  Tomlinson,  Esq.* 

When  chloride  of  lime  is  subjected  to  a  red  heat  in  a 
Hessian  crucible,  it  undergoes  the  watery  fusion  and  is 
gradually  decomposed.  Chlorine  is  at  first  evolved,  then 
oxygen;  and  chloride  of  calcium  remains  in  the  crucible. 
This  substance,  when  thus  treated,  emits  a  pale  green  phos- 
phorescent light,  visible  in  the  dark,  and  was  formerly  called 
on  this  account,  Phosphorus  of  Homberg,  this  chemist  being 
the  first  to  record  the  fact. 

But  when  the  chloride  of  lime  is  completely  melted  in  its 
water  of  crystallization,  if  the  crucible  be  removed  to  a  dark- 
ened room  and  allowed  to  cool  gradually,  not  only  does  the 
phosphorescent  light  remain  for  many  minutes,  but  large  and 
distinct  electric  sparks  and  coruscations  are  visible,  accompa- 
nied by  a  crackling  noise  due  probably  to  the  sudden  con- 
traction of  the  mass,  or  to  its  crystallization. 

These  phenomena  can  also  be  seen  in  the  dark  by  dipping 
a  glass  rod  into  the  fluid,  a  large  portion  of  which  concretes 
around  it,  and  can  be  withdrawn  with  the  rod. 

When  the  contents  of  the  crucible  have  cooled  down,  and 
all  phosphorescence  has  disappeared,  the  sparks  can  be  obtain- 
ed most  admirably  by  striking  the  chloride  with  a  sharp 
instrument  of  any  material ;  by  simply  scratching  it ;  or  by 
snapping  a  piece  asunder ;  or  by  percussion  with  a  hammer ; 
and  both  sparks  and  phosphorescence  can  be  obtained  by 
grinding  the  substance  in  a  mortar,  and  the  luminous  eifects 
remain  for  a  few  seconds  after  the  grinding  is  discontinued. 

The  colour  and  intensity  of  the  sparks  thus  produced 
seem  to  vary  with  the  degree  of  mechanical  force  employed ; 
thus,  a  gentle  scratch  produces  green  sparks  ;  a  firm  scratch, 
yellow  green;  a  blow  with  a  sharp  instrument,  yellow; 
snapping  a  piece  asunder  also  affords  a  yellow  spark,  and  a 
smart  blow  with  a  hammer  affords  a  spark  of  an  orange 
colour. 

All  these  effects  are  best  seen  with  the  newly  fused 
chloride;  it  absorbs  water  by  exposure  to  the  air  and  its 
electrical  properties  gradually  decline ;  I  have,  however,  ob- 
tained the  sparks  from  it  after  a  few  days'  exposure,  but  they 
were  wanting  in  the  brilliancy  which  characterize  those 
obtained  from  the  substance  when  newly  fiised. 

*  Communicated  by  the  Author. 
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The  term  phosphorescence  seems  to  be  a  very  bad  one  and 
calculated  to  mislead;  since  it  is  highly  probable  that  all 
recorded  instances  of  phosphorescent  minerals,  &c.  (except, 
of  course,  phosphorus  itself  and  its  compounds)  are  due  to 
electricity.  It  has  been  shown  by  Dessaignes  that  metallic 
bodies  are  capable  of  electric  excitation  by  the  simple  pro- 
cesses of  treating  and  cooling.  Morgan  has  shown  that  there 
is  no  fluid  nor  solid  but  may  be  rendered  luminous  by  the 
transmission  of  an  electrical  discharge  through  its  substance ; 
and  that  the  difficulty  of  producing  this  appearance  in  all 
bodies  increases  as  the  conducting  power  of  the  body  de- 
creases. Skrimshire  has  given  a  long  list  of  minerals,  in 
which  calcarious  bodies  occupy  a  conspicuous  part,  which 
become  phosphorescent  by  the  electrical  discharge ;  and 
Brewster  also  has  a  long  list  of  mineral  sub.stances  which 
become  phosphorescent  by  heat.  Now  the  appearance  of  the 
hot  chloride  of  calcium  is  similar  to  that  of  white  sugar, 
immediately  after  an  electrical  discharge  has  been  transmitted 
through  it.  All  calcarious  substances  present  this  appear- 
ance in  a  high  degree  when  similarly  treated,  and  the  exciting 
cause  is  probably  the  same;  for  whether  we  employ  the 
electrical  battery  or  the  hot  crucible,  heat  is  communicated 
to  the  substance,  and  heat  is  favourable  to  electrical  excita- 
tion. A  piece  of  lump  sugar,  mica,  &c.  when  suddenly 
snapped  asunder,  and  cotton  cloth  when  suddenly  torn, 
show  the  electric  spark;  so  also  does  the  fracture  of  the 
chloride  of  calcium.  An  enquiry,  therefore,  seems  to 
be  wanting  into  the  connexion  between  phosphorescence  and 
electricity  since  it  is  manifest  that  the  appearances  attending 
the  slow  combustion  of  phosphorus,  and  the  light  emitted  by 
certain  minerals  when  heated,  &c.  though  similar  in  appear- 
ance are  due  to  very  different  causes. 
Scdisbury, 

March  4,  1837. 


XXXIX.     On  a  simple    Voltaic  Battery,  in  a  letter  to 
William  Sturgeon,  Esq.,  8fc,  8fc. 

Dear  Sir, 

On  taking  a  retrospective  view  of  the  dilTerent  arrange- 
ments of  the  galvanic  apparatus,  from  the  pile  of  Volta  to 
the  battery  of  Professor  Daniells,  the  following  points  will,  I 
think,  be  tacitly  agreed  to  by  all  experimenters. 

1st. — Their  complicated  arrangement. 

2d. — ^The  limited  duration  of  their  action. 
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3d. — llieir  original  expense  and  cost  of  repair  when  out  of 
order. 

Of  those  prior  to  Professor  Daniells  I  need  not  refer  to  ;* 
the  latter,  although  possessing  a  decided  superiority  over  the 
old  arrangement,  with  regard  to  its  sustaining  power,  is  yet  very 
far  from  being  either  a  convenient  or  an  economical  battery. 

The  arrangement  of  F.  W.  M uUins,  Esq.  M.  P.  is  again 
superior  to  the  one  preceding,  but,  at  the  same  time,  it  is 
equally  as  expensive. t 

The  miniature  arrangement  of  the  Rev.  J.  Shillibeer, 
although  very  powerful  for  its  size,  labours  under  tlie  disad- 
vantages of  limited  action  and  expensive  outlay ;  and  the  cost 
of  repair  equally  so. 

As  all  ranks  and  grades  of  men  engaged  in  scientific  pur- 
suits are,  at  present,  busy  with  the  examination  of  the  phe- 
nomena exhibited,  by  that  all  absorbing  subject,  Electro 
Magnetism  (which  by  the  publication  of  your  interesting 
Annals  is  not  likely  to  share  the  fate  of  its  twin  sister. 
Electricity,  commoidy  so  called),  the  following  arrangement 
of  an  economical  and  powerful  sustaining  battery  may,  per- 
haps, prove  interesting  to  some  of  your  readers. 

A  piece  of  thin  sheet  copper  is  coiled  up  into  the  form  of  a 
cylinder,  and  retained  in  that  position  by  fine  copjper  wire. 
The  size  I  usually  employ  is  that  of  4  inches  by  2^ ;  it  is  then 
to  be  placed  in  a  small  bladder,  which  is  secured  round  the 
same  by  pack  thread,  leaving  the  top  open,  the  membrane 
forming  the  bottom  of  the  cylinder;  a  piece  of  zinc  is  coiled 

♦  You  were,  I  believe,  the  first  to  employ  cylinders  of  the  metals, 
as  a  galvanic  arrangement;  and,  therefore,  the  battery  to  be  here- 
after described  is  simply  a  modification  of  your  original  plan. 
This,  with  the  one  invented  by  E.  M.  Clarke,  where  «i  doable  plate 
of  zinc  is  made  to  dip  into  two  copper  troughs,  soldered  to^ether^ 
are  certainly  the  most  economical  arrangements  upon  the  old  plan ; 
the  zinc  being  easily  replaced,  and  for  the  mere  cost  of  the  metaL 

G.  H.  B. 

The  battery  which  Mr.  Bachhoffner  here  alludes  to  has  been  laid 
aside  for  ten  or  more  years ;  not  only  because  of  its  expense,  but 
because  of  the  brazing  necessary  in  its  construction,  causing  consi- 
derable local  voltaic  action,  and  of  the  loss  of  one  surface  of  me  cop- 
per. Since  this  battery  was  out  of  use  I  have  employed  cylindric 
scrolls  of  copper  and  zmc,  loose  at  the  edges,  and  without  any  sol- 
dering exposed  to  the  exciting  solution.  To  prevent  contact,  and 
gain  proximity,  the  zinc  scroll  is  covered  with  a  strip  of  cotton  cloth 
(calico)  and  placed  inside  the  copper.  The  whole  is  placed  in  a 
white  porcelain  jar.  W.  S. 

+  Mr.  Bachhoffner,  of  course,  cannot  allude  to  the  battery 
described  by  Mr.  Mullins  in  this  number.     Enrr. 
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up  in  a  similar  manner,  having  previously  soldered  a  copper 
wire  to  each  to  form  the  conueidon,  and  the  battery  is  com- 
pleted. To  excite  it,  place  it  in  any  convenient  vessel ;  I 
usAially  employ  a  jellypot,  and  pour  into  the  copper  cylinder  a 
saturated  solution  of  the  sulphate  or  any  other  salt  of  copper, 
and  outside  the  same  and  in  contact  with  the  zinc,  must  be 
placed  another  solution,  it  matters  but  little  of  what  nature : 
one  of  common  salt  I  find  to  be  as  good  as  any  that  I  have 
tried,  and  it  has  the  advantage  of  being  always  at  hand  and 
costs  but  little,  the  latter  appearing  to  act  as  a  conductor 
only ;  if  the  battery  is  required  to  be  kept  in  action  for  two  or 
three  days,  a  few  crystals  of  the  salt  of  copper  must  be  placed 
in  the  solution  of  the  same. 

From  this  rough  statement,  it  is  evident  how  cheaply  an 
efficient  battery  may  be  obtained,  and  at  how  little  cost  it 
may  be  repaired  when  the  zinc  is  destroyed.  With  an  arrange^ 
ment  of  six  of  these  batteries,  water  is  rapidly  decomposed, 
metallic  wires  fused,  and  brilliant  combustion  of  the  charcoal 
points  is  obtained.* 

Should  you  consider  the  above  of  sufficient  importance 
your  insertion  of  the  same  will  oblige. 

Dear  Sir,  yours  faithfully, 
GEO.  H.    BACHHOFFNER 
13,  Aberdeen  Place, 
Maida  HtlL 

P.S.  I  cannot  help  thinking  that  the  action  of  the  metallic  salt 
in  the  several  arrangements  has  been  much  under-rated; 
neither  can  I  agree  to  its  action  being  limited  to  the  absorption 
of  the  hydrogen,  and  its  conducting  power  only,  I  am  rather 
inclined  to  consider,  the  superior  action  and  ciuantity  of  Elec- 
tricity developed  by  these  batteries  to  depend  upon,  the  de- 
composition of  the  metallic  salt,  or  rather  its  development, 
is  the  result  of  the  decomposition  continually  going  on,  in  the 
above  solution.  I  am  now  engaged  in  several  experiments  on 
the  subject,  the  result  of  which  I  shall  be  most  happy  to 
communicate. 

XL.     A  letter  to  W.  Sturgeon,  Esq.,  8fc,  ^c. 

Dear  Sir, 
As  almost  every  scientific  enquirer  is  at  present  directing 
his  attention  to  the  construction  of  voltaic  batteries,  and  as, 
in  my  opinion,  there  is  no  correct  measures  of  their  relative 

*  A  series  of  twenty  of  these  are  now  in  action  at  Mr.  E.  M. 
Clarke**  Establishment,  and  may  be  seen  at  any  time,  by  application 
to  him. 
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merits,  I  beg  leave  to  submit  to  the  notice  of  your  very 
numerous  readers  two  instruments  I  have  constructed  for 
that  purpose. 

Fig.  50,  Plate  VII,  the  thermo-electrometer,  A,  apiece  of 
platina  wire,  say  the  5*5  of  an  inch  diameter,  secured  at  B  by  a 
pair  of  forceps ;  at  the  other  end  C,  is  also  a  pair  of  forceps, 
fixed  in  the  mahogany  foot  and  insulated  by  a  piece  of  ivory,  or 
glass.  D,  a  brass  upright,  having  a  binding  screw  to  press  on  the 
sliding  scale  E.  An  index  is  fixed  at  F  to  read  the  scale  from. 
The  scale  can  be  elongated  by  additional  pieces,  as  at  G.  It 
is  almost  needless  to  add  that  the  length  of  wire  made  red 
in  darkness,  or  burned,  is  the  measurer  of  power. 

Fig.  51,  the  electro-gasometer.  A,  a  glass  vessel  having  a 
similar  arrangement  at  B  of  the  platina  wires,  as  described  at 
page  150,  of  No.  2,  of  your  Annals ;  C,  a  graduated  glass 
tube,  sealed  at  top  and  standing  over  the  platina  plates ;  D,  a 
circular  piece  of  wood,  into  which  A  fits  loosely.  In  the 
centre  is  a  divided  chamber,  which  by  wires  are  in  connexion 
with  the  mercury  cups,  marked  copper  and  zinc.  To  use  this 
instrument. — Having  filled  the  vessel  A  with  water  up  to  A, 
then  grasp  it  in  your  hand  so  that  your  finger  wiU  stop  the 
air  hole  F,  invert  it  and  the  water  will  fill  C ;  having  put 
mercury  into  each  side  of  the  divided  chamber  E,  and  also  in 
the  mercury  cups,  place  A  in  D,  so  that  the  copperpoints  1, 
2,  may  dip  in  each  side  of  the  divisions  in  E.  The  power 
of  the  battery  is  obtained  by  noting  the  amount  of  gases 
given  off  in  a  certain  time. 

I  constructed  this  instrument  from  having  seen  a  very  im- 
perfect one  at  the  Royal  Institution  made  out  of  a  two-necked 
bottle  with  the  platina  electrodes  passing  through  two  holes 
drilled  in  the  graduated  glass  tube. 

Your's  sincerely, 
Laboratory  of  Science,  E.  M.  CLARKE, 

11,  Lowther  Arcade,  Magnetician. 

(Late  of  Agar  St.,  J 
February  28th.  1837. 

XLl.  An  account  of  various  arrangements  of  the  Voltaic 
apparatus,  and  Remarks  on  the  limited  extent  of  Metallic 
surface,  sufficient  for  electrical  excitation;  with  a  few 
observations  on  electro-chemistry,  in  a  letter  to  William 
Sturgeon,  Esq.,  Sfc,  8fc. 

My  Dear  Sir, 

Having  been  engaged,  occasionally,  for  some  weeks  past, 
in  experimenting  upon  the  voltaic  apparatus,  with  a  view  to 
ascertain  the  best  form  and  arrangement  of  the  metals,  &c. 


arrangements  of  the  Voltaic  Apparatus,  217 

I  beg  leave  to  submit  to  your  notice  the  following  results^  pre- 
mising that  I  neither  lay  claim  to  any  originality  in  my  mode 
of  investigation^  nor  do  I  pretend  to  attach  any  importance 
to  the  results  obtained,  farther  than  in  as  far  as  they  appear 
to  agree  with,  or  to  differ  from,  the  results  which  have  been 
obtained  by  other  enquirers ;  and  as  they  tend  to  warrant  the 
inferences  drawn  from  them.  I  more  particularly  refer  to  the 
disproportionate  amount  of  effect  between  the  transient  and 
the  permanent  deflections  of  the  galvanoscope,  to  which  you 
have  yourself  directed  attention  in  your  excellent  Annals,  and 
to  the  apparent  inutility  of  employing  metals  presenting  great 
extent  of  surface. 

One  of  my  earliest  experiments,  (made  in  Sept.  last),  is  the 
following: — In  a  glass  vessel  containing  a  saturated  solution 
of  the  sulphate  of  copper,  I  placed  a  glass  tube,  in  which  was 
inserted  a  coil  of  copper  wire,  {n  this  tube  was  inserted 
another,  enclosing  a  zinc  wire.  This  was  my  battery,  with 
which  I  obtained  a  permanent  deflection  of  the  magnetic 
needle  of  50'^.  The  needle  employed  in  all  my  experiments 
is  not  astatic.  The  wire  passing  above  and  beneath  it  contains 
thirty-one  convolutions.  The  needle  is  not  suspended,  but 
moves  on  the  point  of  a  common  pin. 

Another  form  of  apparatus  is  the  following: — A  small 
piece  of  wood,  cut  so  as  to  receive  a  small  zinc  plate ;  I  crossed 
this  plate  diagonally  with  merely  copper  wires.  The  size  of 
the  zinc  plate  is  only  two  inches  by  one  and  a  half  inch;  thick- 
ness of  the  wires  one  eighteenth  of  an  inch,  crossed  only  twice 
in  one  direction,  and  three  times  in  the  other.  With  this 
simple  battery,  the  following  were  the  results. 


Exp. 

1 
2 
3 
4 
5 
6 

Exciting  liquid. 

Transient  deflect. 

Permanent  deflect 

New  River  water 
Moistened  Car .  o  f  soda 
Solution  Sulph.  of  zinc 
Benzoic  acia 
Tartaric  acid 
Boracic  acid 

not  noted 
40^ 
270-5 
25° 
35° 
7(P 

70 

14°-5 
9°-25 
10° 
130-5 
15°-5 

These  experiments  were  made  before  the  conducting  wire 
was  soldered  to  the  zinc.  After  having  soldered  it,  a  solution 
of  sulphate  of  copper  being  added,  there  were  four  successive 
transient  deflections  of  180°,  and  the  permanent  deflection 
was  45°'9.  And  with  a  solution  of  the  sulphate  of  iron,  the 
transient  deflection  was  80^;  but  the  permanent  deflection 
onlylP-5. 

Xo.  3,  April,  1837.  Q 
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In  these  experimenta,  the  disproportion  between  the  tran« 
sient  and  the  permanent  deflections  demand  attention.  Indeed 
the  results  would  almost  appear  to  warrant  the  inference  that 
the  electric  fluid  is  modified  in  some  degree  by  every  substance 
in  which  it  exists,  and  that  it  is  liberated  from  different  sub- 
stances with  various  degrees  of  force^  during  a  change  of  state 
in  those  substances.  But  it  would  be  premature  in  this  place  to 
ofier  any  fiirther  observations,  until  an  extensive  series  of  expe- 
riments shall  have  been  gone  through  on  this  point. 

Another  subject  of  enquiry  is,  how  far  extent  of  metallic 
surface  influences  electrical  excitement.  And  here  I  would 
venture  to  remark,  judging  from  the  results  of  my  own  experi- 
ments,  that  much  more  seems  to  depend  upon  the  form  and 
arrangement  of  the  metals,  and  the  disproportionate  extent  of 
the  surface  of  one  of  the  metals,  as  compared  with  that  of  the 
other,  than  on  mere  extent  of  surface.  And  although  I 
have  not  made  any  direct  experiments  on  this  particular,  yet  I 
may  infer  from  those  of  others  smd  my  own,  that  either  a  large 
zinc  and  a  small  copper  plate,  or  a  large  copper  plate  and  a 
small  one  of  zinc,  wiU  form  a  powerful  battery.  The  latter 
mode  is  adapted  by  Mr.  Mullins,  and  by  Professor  Daniell. 
I  was  induced  to  try  the  e£fect  of  an  arrangement  the  reverse 
of  theirs,  by  reasoning  thus.  In  the  excitation  of  dry  elec- 
tricity, a  very  small  cushion  is  sufficient  to  throw  the  whole 
surface  of  a  large  glass  cylinder  into  a  positive  state.  Then, 
as  copper  is  the  negative  metal,  when  em{doyed  with,  zinc, 
analogy  led  me  to  try  the  effects  produced  by  a  comparatively 
large  sur&ce  of  zinc,  in  proportion  to  that  of  the  copper,  and 
the  results  have  fully  answered  my  expectation.  I  took  a  cy-^ 
linder  of  zinc  only  two  inches  long,  and  half  an  inch 
in  internal  diameter,  and  inserted  by  means  of  a  cork,  a  cop- 
per wire  one  sixteenth  of  an  inch  in  thickness.  This  small 
battery  with  a  solution  of  sulphate  of  copper  kept  the  appa- 
ratus of  Dr.  Ritchie  rotating  for  eight  houra^  and  it  only 
then  ceased  because  there  was  no  provision  for  keeping  the 
solution  at  Its  point  of  saturation. 

Since  the  foregoing  was  written,  I  have  continued  the  ex- 
periments, chiefly  with  a  view  of  attempting  to  ascertain  how 
far  extent  of  surface  is  essential  to  the  development  of  a 
quantity  of  electricity,  and  in  reference  to  the  relative  extent 
of  sur&ce  of  the  dissimilar  metals  employed  in  the  battery. 
And  from  the  results,  I  find  greater  reason  to  adhere  to  the 
opinion  that  one  of  the  metals  should  present  a  much  greater 
extent  of  surface  than  the  other.  And  further,  when  zinc 
and  copper  are  used,  that  the  surface  of  the  former  should 
greatly  exceed  that  of  the  latter.     The  experiment  before 


arrangements  of  the  Voltaic  *,4pparatus,  219 

alluded  to  may  be  adduced  in  support  of  this  opinion,  and 
also  the  following,  which  I  have  since  tried.     I  formed  a  heli- 
cal coil  of  zinc  vrire  of  one  sixteenth  of  an  inch  in  thickness ; 
I  inserted,  by  means  of  a  cork,  a  piece  of  copper  wire  one 
eighth  of  an  inch  thick.     The  whole  length  of  the  battery, 
exclusive  of  the  terminations  of  the  wires  at  top,  was  only 
two  and  a  quarter  inches ;  and  the  diameter  internally  of  the 
cylinder  formed  by  the  coils,  only  one  quarter  of  an  inch ;  yet 
this  was  sufficient  to  roti^te  both  Dr.  Faraday's  and  Dr. 
Ritchie's  apparatus,  and  to  give  a  very  good  spark.  The  liquid 
used  was  a  solution  of  the  sulphate  of  copper.      From  thes^ 
and  similar  experiments  we  are  led  to  infer  that  there  is  a 
wide  difference,  indeed,  between  the  quantity  of  electricity 
developed,    and  the  amount  rendered  available  for  experi- 
mental purposes,  and  that  the  battery  which  is  so  constructed 
as  to  transmit  all  the  electric  fluid  which  is  excited  is  un- 
doubtedly the  best.     Before,  however,  we  can  succeed  in  the 
construction  of  such  a  battery,  we  must  first  make  ourselves 
acquainted  with  the  source  of  the  electric  fluid  in  a  voltaic 
arrangement.     Second,  with  what  share  each  of  the  metals 
has  in  the  effect  produced.     And  third,  deduce  what  ought 
to  be  the  arrangement,  and  the  relative  size  of  the  metals,  so 
that  each  may  peribrm  its  duty  in  the  most  effective  manner. 
1.     What  is  the  source  of  the  electric  fluid,  in  a  voltaic 
arrangement?    There  are  numerous  opinions  on  this  point, 
which  it  is  not  necessary  to  enumerate.     All,  however,  or  at 
least  the  great  majority  of  them,  agree  in  one  respect,  viz.: 
that  the  electricity  is  first  set  in  motion  by  chemical  action. 
It  ill- becomes  so  humble  an  enquirer  as  myself  to  advance  an 
opinion  diametrically  opposed  to  that  which  is  generaUy  re- 
ceived by  most  of  the  philosophers  of  the  day.     But  it  is  an 
opinion  which  has  not  been  formed  hastily,  or  without  a 
patient  consideration  of  all  the  phenomena  attending  electri- 
cal excitation ;  and  I  presume  to  hope  also  one  that  will  be 
found  suflicient  to  explain  those  phenomena,  as  likewise  those 
attendant  upon  what  is  termed  chemical  action.     First  then, 
it  would  appear  that  the  first  effect  which  is  produced  in  a  vol- 
taic battery,  is  this: — (supposing  the  metals  to  consist  of 
copper  and  zinc)    Zinc,  in  common  with  other  bodies,  pos- 
sesses a  certain  quantity  of  the  electric  fluid.     The  copper  is 
abetter  conductor.     By  means  of  the  conducting  medium 
interposed  between  these  metals,  a  stream  of  electricity  moves 
from  the  zinc  to  the  copper.  Chemical  action  is  a  consequence, 
by  no  means  a  cause,  of  this  current,  and  it  may  be  thus  ex- 
plained.    As  a  portion  of  the  fluid  leaves  an  atom  of  zinc, 
that  atom  enters  into  combination  with  oxygen,  obtained  from 

Q2 
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the  solution.  This,  again,  forms  a  source  of  electricity  ;  for» 
the  oxygen  in  passing  into  combination  with  the  zinc,  also 
evolves  its  latent  electric  fluid.  Hence  decomposition  also 
takes  place  in  the  solution.  Thus  we  see  the  copper  pre- 
cipitated from  its  solution.  Why  then,  in  those  batteries 
wherein  a  membrane  is  not  employed,  is  the  metallic  copper 
precipitated  upon  the  zinc,  in  place  of  being  carried  round  by 
the  current,  and  deposited  upon  the  copper  ?  Because,  owing 
to  its  great  conducting  power,  and  in  consequence  of  its  beiug 
liberated  in  an  extremely  minute  slate  of  division,  it  is  strongly 
attracted  towards  the  positive  metal.  But  this  it«  natural 
tendency,  being  prevented  by  the  interposed  membrane,  it  is 
constrained  to  attach  itself  to  the  copper  plate  From  hence 
it  would  appear  that  chemical  action  is  not  the  cause  of  elec- 
trical excitement,  but  that  what  is  commonly  termed  the 
cause  is,  in  reality,  the  effect.  It  will  be  said  that  this 
amounts  to  an  assertion  that  electricity  is  the  cause  of  cohe- 
sion, which,  indeed,  it  probably  is,  as  we  may  infer  from  the 
results  of  numerousexperiments;  amongst  others  thefoUowing. 
If  we  break  a  piece  of  loaf  sugar  in  the  dark,  electricity  is  de- 
veloped, and  a  flash  of  light  is  distinctly  seen.  If  we  break  a 
stick  of  sealing  wax,  electricity  is  also  excited.  Now,  of  course, 
upon  destroying  the  cohesion  between  the  particles  of  bodieii:, 
we  ought  to  look  for  the  liberation  of  the  agent  concerned  in 
the  production  of  that  attraction.  On  breaking  the  sugar, 
and  the  sealing  wax,  what  is  liberated?  Electricity;  and  it  is 
given  out  merely  at  the  place  of  fracture.  Hence  it  follows, 
that  whenever  circumstances  favour  the  transmission  of  elec- 
tricity from  any  substance,  the  cohesive  attraction  between 
the  particles  of  that  substance  will  be  destroyed,  and  it  will 
be  decomposed  more  or  less  rapidly,  according  as  adventitious 
circumstances  concur  in  promoting  that  effect  with  facility,  or 
gradually.  Now,  let  us  return  to  the  battery.  As  before 
stated,  the  transmission  of  the  fluid  from  the  zinc  to  the  cop- 
per is  favoured  by  the  interposition  of  a  conducting  liquid. 
As  the  electricity  leaves  the  zinc,  the  cohesive  attraction  of 
its  particles  is  destroyed,  in  consequence  of  the  cessation  of 
the  cause  of  such  attraction ;  decomposition  takes  place,  and 
the  zinc  enters  into  combination  with  oxygen.  Now,  here  it 
will  be  seen  that  every  circumstance  tends  to  favour  the  dismay 
of  the  electro-motive  disposition  of  the  subtle  fluid.  The 
presence  of  a  conducting  liquid  aflbrds  it  a  ready  passage,  the 
proximity  also  of  an  electro-negative  element,  (oxygen)  which 
is  of  course  attracted  strongly  towards  the  positive  metal,  tends 
also  to  weaken  the  cohesion  of  the  particles  of  the  metal.  It 
is  not  meant  to  be  denied  that  other  sources  of  electricity  are 
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not  to  be   met  with  in  the  decomposition  of  the  conducting 
liquid ;  but  it  is  contended  that  these  are  consequent  upon  the 
first  action,  which  is  the  transmission  of  the  electric  fluid,  as 
above  explained,  from  the  zinc  to  the  copper.     Nor   is  there 
any  thing  in  this  theory  which  is  discordant  with  observed 
iacts  or  phenomena,  either  in  electricity  or  in  electro- cheniis- 
ti^.     On  the  contrary,  it  seems  to  furnish  us  with  a  ready 
solution  of  the  cause  of  the  decomposition  of  compound  bodies, 
and  the  formation  of  new  substances  from  their  elements. 
Kx.  gr.,  If  we  take  a  solution  of  the  nitrate  of  the  oxide  of 
silver,  and  insert  a  zinc  wire  in  the  solution,  a  precipitation  of 
the  metallic  silver  takes  place.     What  is  the  explanation  of 
this?     We  are  told  that  it  is  owing  to  chemical  action.      But 
M'hat  is  chemical  action?  Sonie  change  must  have  taken  place, 
before  such  action  commenced.    Why,  yes,  we  are  again  told, 
it  is  afl^ity  that  influences  such  action.     Afllnity !  why,  it 
is  a  mere  word,  explained,  indeed,  in   the  statement  that 
different  bodies  manifest  different  degrees  of  attraction  towards 
each  other,  &c.,  &c.     But  in  what  consists  this  attraction  ? 
Where  does  it  reside,  and  by  what  material  agent  is  it  effected  ? 
Do  we  not  at  once  perceive,  that  if  this  question  is  not  ans- 
wered, we  are  merely  stating  that  one  atom  attracts  another, 
because  it  does  so  attract?     Now,  let  us  attempt  to  explain 
the  action,  not  chemical,  but  electrical,  in  the  precipitation  of 
the  silver  from  its  solution  in  the  above  experiment.     Here 
also,  we  have  a  conducting  liquid,  which,  conveying  from  the 
superficial  atoms  of  the  zinc,  a  portion  of  their  electric  fluid, 
by  virtue  of  which  they  were  held  together,  thus  destroys  the 
cohesive   attraction,    and    a    mutual  decomposition  results 
between  the  liauid  and  the  zinc.     And  thus  may  be  explained 
all  those  variea  actions  that  are  termed  chemical.     They  all 
would  seem  to  result  from  a  diminution  or  destruction  of  the 
cohesive  attraction  between  the  particles  of  a  body,  under  cir- 
cumstances favourable  to  the  transmission  of  electricity  from 
that  body.     Having  thus,  then,  endeavoured  to  trace  the  elec- 
tric fluid  developed  in  the  voltaic  apparatus  to  its  source,  we 
now  proceed  to  enquire, 

2.  What  share  each  of  the  metals  has  in  the  production  of 
the  effects  ?  It  hcis  already  been  stated  that  the  fluid  moves 
from  the  zinc  to  the  copper.  The  latter,  then,  may  be  con- 
sidered simply  in  relation  to  the  zinc,  as  a  conductor.  And 
this  will  afford  us  with  an  explanation,  why,  when  the  circuit 
is  formed,  the  fluid  moves  along  the  conducting  or  transmitting 
wires.  Because  the  copper  is  a  more  perfect  conductor  than 
the  liquid.     Such  then  being  the  case  we  are  led  to  enquire, 

3.  What  ought  to  be  the  arrangement,   and  the  relative 
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size  of  the  metals  entering  into  the  formation  of  a  voltaic 
battery.  And  first,  it  would  appear  from  the  results  of  the 
experiments  before  alluded  to,  that  a  comparatively  small 
extent  of  copper  surface  is  quite  sufficient;  and  that  there  is 
nothing  gamed  by  either  the  zinc  or  the  copper  exposing 
surfaces  of  such  extent  as  those  which  have,  until  very  recent- 
ly, been  employed  in  the  construction  of  batteries.  Perhaps 
the  exact  proportion  might  be  arrived  at  in  this  way.  If  we 
ascertained  the  difference  in  the  degree  of  oxidability  between 
the  copper  and  the  zinc,  and  the  difference  in  their  power  of 
conducting  the  fluid,  the  difference  between  the  sums  of  those 
powers  might  lead  us  to  approximate  towards  the  proper  pro- 
portions between  the  two  metals.  Of  course  I  am  speaking 
throughout  this  paper,  of  single  batteries.  Another  point  to 
be  attended  to  is  the  proximity  of  the  metals.  They  should 
be  as  close  as  possible,  so  that  the  electricity  in  motion  may 
be  transmitted  to  the  copper,  and  along  its  conducting  wire 
at  the  moment  of  its  liberation ;  for  it  seems  essential  to  the 
due  effect  of  single  batteries,  that  the  fluid  should  be  afforded 
every  facility  for  free  motion ;  this  free  motion  constituting 
what  has  been  generally  termed  quantity,  which  it  certainly 
is,  but  not  in  the  sense  it  has  been  employed.  From  these 
observations  it  follows  that  the  extent  of  copper  surface  may 
be  either  too  limited  or  too  great.  If  it  is  too  small,  the 
current  from  the  zinc  would,  in  all  probability,  be  proportion- 
ed to  it,  so  that  we  should  not  gain  all  we  might  with  the  saine 
extent  of  zinc  surface,  with  a  negative  metal  of  greater  size. 
If,  on  the  contrary,  the  copper  surface  is  too  extended,  the 
disproportionate  size  of  the  receiving  surface,  compared  with 
the  transmitting  surface,  would  have  the  effect  of  so  dispersing 
the  electrical  atoms,  as  materially  to  interfere  with  the  effects 
which  ought  to  be  produced  by  single  batteries.  It  would,  in 
effect,  be  a  waste  of  a  great  portion  of  the  electric  fluid 
developed,  inasmuch  as  owing  to  its  being  spread  over  so  large  a 
surface  in  one  of  the  metals  constituting  the  battery,  a  quantity 
might  not  be  conducted  in  a  given  time,  sufficient  to  the  produc- 
tion of  the  effects  expected  from  it. 

In  endeavouring  to  account  for  the  modus  operandi  of  the 
voltaic  apparatus,  it  first  occurred  to  me  that  the  electricity 
resulted  from  the  decomposition  of  the  exciting  liquid.  But 
the  question  immediately  occurred,  what  is  the  cause  of  such 
decomposition  ?  In  attempting  to  answer  this  question,  it 
became  evident  that  I  was  commencing  with  a  mere  effect. 

The  same  difficulty  arose  upon  the  supposition  that  the 
electricity  was  disengaged  in  consequence  of  the  oxidation  of 
the  zinc.    There  must  have  been  a  previous  action  separating 
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the  oxygen  from  the  liaoidy  and  weakening  the  cohesion  of 
ibe  zinc^  thus  placing  the  two  bodies  under  favourable  cir- 
cumstances for  combination.  I  concluded  that  the  first  action, 
therefore,  could  not  be  attributed  to  chemical  action,  but 
must  be  sought  for  in  the  cause  of  such  action.  Now,  cohe- 
sion, being  the  great  antagonist  to  chemical  combination,  it 
appeared  that  some  action  of  that  which  is  the  cause  of 
eonesion  must  first  take  place.  And  thus,  as  before  stated, 
I  was  led  to  believe  that  the  first  action  was  the  transmission 
of  electricity  from  the  zinc  to  the  copper,  and  that  all  the 
other  actions  were  consequent.  Now,  many  facts  tend  to 
show  that  the  electric  fluid  is  thecause  of  cohesion.  Besides 
those  before  adduced,  may  be  added  the  fact  that  heat 
diminishes  the  cohesive  force,  and  it  is  well  known  that 
electricity  is  disengaged,  when  heat  thus  acts ;  which  is  par- 
ticularly exemplified  by  the  metals.* 

I  have  thus  given  you  the  substance  of  my  notions  as 
briefly  as  possible,  and  shall  enter  more  minutely  into  the 
subject  in  my  next  communication.  If  there  is  any  plau- 
sibility in  the  ideas  I  have  ventured  to  advance,  the  import- 
ance of  their  application  to  explain  all  those  actions  wnich 
are  termed  chemical,  will  be  evident. 

I  remain,  my  dear  Sir, 
Your's  faithfully, 
WILLIAM  LEITHEAD. 


P.  S.  I  have  to  apologize  to  you  for  the  hurried  manner  in 
which  the  foregoing  paper  has  been  written.  Indeed,  it  was 
intended  merely  as  the  rough  outline  of  a  paper;  but  since 
I  have  not  now  time  to  alter  it,  I  am  under  the  necessity  of 
forwarding  it  to  you  in  its  crude  and  undigested  state. 

T  beg  leave  to  subjoin  a  hurried  account  of  the  way  in  which 
I  was  led,  step  by  step,  to  the  opinions  I  have  ventured  to 
advance;  promising,  in  a  future  paper,  to  enter  into  a  more 
detailed  account  of  the  experiments,  and  of  the  inferences 
drawn  from  their  results. 


*  Indeed  it  would  appear  that  whenever  a  body  is  heated,  it 
parts  with  electricity ;  and  vke  versa^  when  a  body  is  giving  out 
caloric,  it  absorbs  electricity.  Hence,  it  may  be  infer  red  that  the 
natural  quantity  of  electricity  of  a  body  is  continually  varymg  with 
the  temperature  of  the  air,  or  in  conaeauence  of  other  sources  of 
heat,  anecting  its  calorific  state.  The  importance  of  this  law  in  a 
meteorological  point  of  view  is  evident.  But  more  of  this  here- 
after. 
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XLII.  Description  of  a  neic  arrangement  of  the  Voltiaic 
Battery  and  Pole  Director,  by  the  Rev.  J  ohn  Shillibebr^ 
A,  M.  in  a  letter  to  William  Sturgeon,  Esq.,  8fc.  Sfc. 

Grammar  School,  Oundle, 
Sir,  March  9,  1:537. 

In  the  course  of  the  last  winter  when  I  was  preparing  a  few 
lectures  on  experimental  philosophy  for  the  amusement  of  my 
scholars,  I  was  struck  by  the  complicated  arrangement  of  the 
voltaic  battery,  and  the  difficulty  which  frequently  occurred 
from  the  number  of  connexions,  to  get  all  the  wires  into  so 
perfect  a  contact  as  to  ensure  success  to  the  experiment.  A 
little  reflection  on  the  subject  convinced  me  that  the  voltaic 
pile  might  be  so  constructed  as  to  be  at  once  materially 
lessened  in  size,  and  improved  in  simplicity  and  power.  At 
the  same  time,  a  movement  might  be  appended  to  it  which 
would  at  pleasure  change  the  current  of  electricity,  and  com- 
mand, of  itself,  that  reversal  of  the  rotatory  motion  which 
hitherto  has  been  effected,  only  by  help  of  the  electrepeter ; 
an  ingenious  apparatus,  constructed  by  Mr.  Clarke,  of  the 
Lowther  Arcade,  but  too  complex  and  scientific  for  bringing, 
at  one  glance,  to  the  comprehension  of  a  juvenile  audience, 
the  circuitous  route  taken  by  the  electric  fluid. 

Finding  on  trial  that  a  single  piece  of  zinc  (surface  three 
inches)  surrounded  by  a  gut  or  membrane,  when  placed  in  a 
copper  vessel  containing  a  solution  of  sulphate  of  copper, 
could  be  soon  erected,  and  that  a  rotatory  motion  might  be 
kept  up  during  pleasure,  I  formed  the  apparatus  about  to  be 
described,  which  consists  of  a  well-made  copper  trough,  about 
three  inches  deep  and  two  and  a  quarter  wide,  divided  into 
compartments,  according  to  the  number  of  zinc  plates  em- 
ployed, (vide  fig.  58,  Plate  VIII.)  which  represents  a  section 
of  the  copper  trough  that  receives  the  plates.  These  platesare 
soldered  firmly  to  a  copper  bar,  and  by  the  aid  of  a  screw  are 
fastened  to  a  piece  of  hard  wood  answering  for  a  cover  to  the 
trough,  which,  with  the  zinc  plates  and  movement  for  directing 
the  course  of  the  electric  current,  may  be  seen  by  a  reference  to 
fig.  57.  In  a  groove  cut  out  in  the  cover,  on  each  side  the 
screw,  is  fitted  a  copper  slide;  and  these  slides  are  joined  by  an 
elbow  to  a  piece  of  ivory  forming  a  handle,  by  which, 
passing  immediately  over  the  screw,  each  wing  of  the  slide 
may  be  brought  readily  into  contact  with  the  copper  or  zinc. 
The  use  of  this  movement,  or  pole  director,  I  will  endeavour 
to  make  apparent. 

In  fig.  57,  let  A  represent  a  section  of  the  wood  cover  with  a 
groove  for  the  slide  to  stand  in.     B,  the  screw  in  connexion 
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vith  the  zinc.  C,  C,  the  opposite  sides  of  the  copper  trough. 
D  d,  E  e,  the  two  wings  of  the  slide.  Now  let  the  wing  Dd 
he  in  contact  with  C,  and  Ee  with  B,  it  is  evident  that  the 
stream  of  electricity  is  going  out  from  the  wire  in  connexion 
with  the  wing  D  d,  and  is  returning  by  the  wire  appended  to 
the  wing  E  e,  into  the  zinc  plates,  lua  B.  Shift  the  slide  so 
that  E  e  be  in  connexion  with  C,  and  D  d  with  B,  the  stream 
will  be  reversed,  making  its  exit  by  E  e,  and  returning  by  D  d 
to  the  zinc  via  B. 

The  zinc  plates  should  be  covered  tightly  with  a  membrane, 
so  as  to  prevent  any  possilile  precipitation  of  the  sulphate  of 
copper  upon  them.  When  used  for  suspending  a  weight,  the 
membrane  should  be  slipped  oiF  and  instead  of  the  sulphate  of 
copper,  diluted  nitrous  acid  should  be  used. 

This,  Sir,  is  the  history  of  the  voltaic  apparatus  I  have  con- 
structed, and  which  has  been  submitted  to  public  notice  more  in 
compliance  with  the  wishes  of  friends  than  from  any  personal  in- 
clination. It  certainly  may  lay  claim  to  these  advantages,  viz. 
that  it  is  small  in  size,  not  very  susceptible  of  injury,  and  easily 
repaired :  moreover  it  requires  but  little  food,  and  with  that 
little  will  perform  a  good  honest  day's  work,  whether  it  be  to 
suspend  a  weight,  bring  platina  wire  into  red  heat,  or  keep  up 
a  powerAil  rotatory  motion.*  I  can  only  add  that  if  you  think 
this  short  account  of  it  likely  to  be  acceptable  to  the  readers 
of  your  very  useful  and  interesting  Annals,  you  are  welcome 
to  use  it  in  the  way  you  shall  think  most  proper.  I  cannot 
but  feel  gratified  at  the  success  that  has  hitherto  attended 
the  career  of  my  little  instrument ;  and  very  glad  shall  I  be  if 
it  may  lead  to  other  and  more  important  improvements  in 
aid  of  a  science  which,  let  us  hope,  may  be  ultimately  applied 
to  purposes  of  solid  benefit  to  all  mankind. 

I  have  the  honour  to  be,  Sir,  . 

Your's  very  faithfully, 
JOHN  SHILLIBEER. 


XLIII.     On   Mr.   Fox*s  (alleged)  conversion  of  copper 
pyrites  into  purple^  and  vitreous  copper.  By  W.  J.  Hen- 
wood,  Esq.  F.  G.  S.  Bon.  M.  Y.  P.  S.  Assay  Master  of 
Tin  in  H.  M.  Duchy  of  Comically  in  a  letter  to  William 
Sturgeon,  Esq.  8fc. 

Dear  Sir, 
(a)  Two  contiguous  cells  of  a  glazed  earthenware  trough 
were  filled  with  a  saturated  solution  of  the  nitrate  of  copper ^ 

♦  It  kept  the  voltaic  magnet  A.  fig.  55,  and  the  rotating  star  of 
Barlow,  B,  working  and  made  a  piece  of  platina  wire  C  red  hot,  so 
a9  to  ignite  a  brimstone  match  at  the  same  time. 
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in  one  of  them  was  placed  a  piece  of  vitreous  copper  ore,  and 
in  the  other  a  lump  of  copper  pyrites.  They  were  connected 
by  a  copper  wire,  and  after  remaining  there  two  or  three 
weeks,  no  change  was  prodticed  on  either  of  them. 

(b)  The  same  steps  were  pursued  with  similar  ores,  for  a 
like  time,  only  substituting  the  sulphate  of  copper  in  solution 
for  the  nitrate  (a).  The  vitreous  ore  remained  unchanged, 
but  the  pyrites  became  at  first  iridescent,  and  then  rather 
purple/^  but  the  appearance  was  superficial,  and  it  did  not 
past)  into  the  vitreous. 

(c)  A  similar  process  was  adopted,  only  replacing  the  nitrate 
or  sulphate  of  copper  (a,  b,)  by  a  solution  of  the  sulp/iate  of 
iron.  The.  vitreous  copper  ore  was  unaltered  at  the  end  of 
three  weeks,  but  the  pyrites  ejthibited  a  play  of  colours^ 
strikin^y  different,  however,  from  that  in  the  last  experiment, 
its  tone  being  much  paler,  and  the  morone  tint  much  less 
prevalent;  in  short,  it  was  exactly  the  hue  of  iridescent  iron 
pyrites. 

(d)  The  experiment  being  similar  to  the  three  foregoing 
(a,  b,  c),  but  in  the  substitution  of  a  solution  of  the  sulphate 
of  zinc,  instead  of  either  of  those  before  employed;  at  the  ex- 
piration of  the  usual  time,  the  vitreous  ore,  as  before,  was  still 
bright,  but  an  iridescence  was  induced  on  the  pyrites.     It 

.  differed  materially  from  both  the  others  (b,  c),  but  was  rather 
mo^e  like  the  last  of  them ;  it  certainly,  however,  had  not  the 
chocolate  colour,  which  I  should  have  expected  f^om  a  deposit 
o(  blende.  M.  Beoquerel,  however,  does  not  appear  to  have 
met  with  much  better  success,  f 

I  had  seen  in  these  experiments  but  a  mere  repetition  of 
those  published  by  M.  Becquerel  in  1834,  and  which  had 
been  communicated  to  the  Academy  of  Sciences  in  1827 ;  I 
therefore  applied  to  them  the  explanation  which  had  been 
given  by  that  illustrious  philosopher,  viz.  that  the  changes 

*  The  mineral  dealers  in  this  county  have  ^'  time  out  of  mind," 
been  in  the  habit  of  converting  the  copper  pyrites  into  peacock  and 
purple  copper,  by  boiling  it  in  a  sohUvon  of  the  stdphate  of  copper^  in 
a  copper  vessel;  or  in  the  same  soliUion^  toith  a  piece  of  copper  in  a 
pipKin. 

i  '^  Sulfure  de  fer  et  de  zinc,  Ces  composes  sont  tr^s-difficiles  4 
former  par  les  proc6d^s  que  nous  avons  d^erits,  en  raison  de  leur 
alterabilit^  au  contact  de  rair  et  de  I'eau.  Nous  sommes  parvenus^ 
n^anmoins,  k  obtenir  le  premier ,  avec  I'hypo-sulphite  alcalin^  en 
petits  cristaux  Jaunes,  d*un  6clat  brillant,  lesquels  se  sont 
d^compos^  rapiciement  au  contact  de  Pair.  Quant  au  snlfure  de 
sine,  nous  n^avons  pu  Tavoir  encore  cristallis^."  Becquerel,  Trmit4 
de  TElectricite,  Tome  iii.  317.  Scientific  Memoirs,  i.  434. 
i  Traite  de  PElectricite  et  du  Magn^tisme,  Tome  i.  339. 
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induced  on  the  copper  pjrrites  were  deposites  or  precipitations, 
obtaining  by  the  decompositions  of  the  solutions  em* 
ployed.  But  Mr.  Fox  has  propounded  a  different  solution  of  the 
phenomena;  attributing  it  to  a  decomposition  of  the  py- 
rites^ AND  not  of  the  SOLUTION.*  Mr.  Fox's  explanation 
would  require  that  the  pyrites  should  diminish  in  weight, 
mine  (or  rather  M.  Becquerel's)  that  it  should  increase, 

(e)  A  piece  of  copper  p> rites  from  East  Pool  Mine^  and 
another  of  vitreous  copper  ore  from  Levant  Mine,  each  about 
a  pound  and  a  half  in  weight,  were  placed  in  a  glazed  earthen- 
ware dish,  divided  by  a  partition  of  St.  Agnes  clay;  the  two 
cells  being  filled  with  a  saturated  solution  of  the  sulphate  of 
copper,  and  the  ores  connected  by  a  copper  wire.  I  found 
the  play  of  colours  induced  in  two  or  three  days,  but  as  it  did 
not  appear  to  increase  in  depth  very  rapidly,  I  put  a  lump  of 
the  sulphate  of  copper  on  the  edge  of  the  chsh  and  in  contact 
with  the  liquid;  it  was  rapidly  dissolved  (notwithstanding  the 
solution,  when  placed  in  the  vessel,  was  saturated,)  and 
the  iridescence  increased,  at  length  passing  into  purple. 
At  the  end  of  seventeen  days  much  sulphate  of  copper  having 
from  time  to  time  been  added,  the  experiment  was  terminated, 
the  wire  connecting  the  ores  having  been  dissolved  by  the  so- 
lution; and  the  pyrites  having  been  carefully  brought  to  as 
nearly  as  could  be  estimated  the  same  degree  of  dryness  aa 
before  the  experiment,  was  found  exactly  of  the  same  weight 
as  it  was  at  first.  The  liquid  from  both  cells  has  been  ex- 
amined, and  I  can  perceive  no  difference  in  their  colours,  nor 
is  their  an  appreciaole  difference  in  the  colour  of  the  predpi- 
tates  from  them  with  the  ferro  cyanate  of  potassa.  Trie 
whole  of  the  pyrites  was  not  covered  by  the  solution,  and  the 
portion  of  it  which  projected  above  the  liauid  was  gradually 
encrusted  with  a  blue  salt,  having  a  slightly  greenish  tinge ; 
this  I  find  gives  a  plum-coloured  precipitate  with  the  ferro- 
cyanate  of  potassa,  differing  certainly  from  the  contents  of  the 
cells,  but  not  containing  more  iron  than  I  think  the  impurity 
of  the  salt  employed  will  account  for.  Tlie  uncovered  part  of 
the  pyrites  has  become  of  a  deep  bronze  colour,  the  line  join* 
ing  it  with  the  purple  being  sharply  defined.  The  vitreous 
co{q[>er  ore  was  unchanged.  The  thinness  of  the  pellical  of 
colouring  matter  on  the  pyrites,  rendering  its  weight  inappre- 
ciablef ;  we  must  have  recourse  to  the  other  phenomena 
exhibited  in  our  experiments  for  deciding  the  cause  of  the 
appearances  induced. 

*  Annals  of  Electricity,  i.  1 34.     Athenaeum,  No.  462.  p.  632. 
\  Nobili.    Scientific  Memoirs,  i.  109. 
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It  has  been  seen  (e)  that  sulphate  of  copper  has  been  ah- 
stracted  from  the  solutio?i ;  (2)  that  when  the  nitrate  of 
copper  was  employed  (a),  no  change  was  induced  on  the 
pyrites;  (3)  that  when  the  sulphates  of  copper  (b,  e),  of  iron 
(c),  and  of  zinc  (d)  were  used,  the  surface  of  the  copper 
pyrites,  exhibited  the  appearances  of  the  sulphurets  of  those 
metals. 

It  thus  appears  plain  to  me,  that  when  the  elements  of  the 
sulphurets  are  not  present  in  the  solution,  no  appearance  of 
them  takes  place  on  the  copper  pyrites;  and  that  when  the 
solutions  are  sulphates  (which  by  parting  with  their  oxygen 
only,  become  sulphurets  J  the  sulphurets  are  obtained. 
What  becomes  of  the  sulphate  which  disappears  from  the 
solution  if  it  be  not  decomposed,  and  its  metallic  base  and 
the  sulphur  of  its  acid,  deposited  on  the  pyrites  in  the 
form  of  sulphuret/ 

Mr.  Fox  says  that  '^metallic  copper  in  brilliant  crystals 
(mostly  octohedrons)  was  deposited  on  the  ore,  care  having 
been  taken  to  throw  into  the  cell  pieces  of  the  sulphate  of 
copper  from  time  to  time  as  it  seemed  to  be  required.*  I  for- 
bear to  speak  of  the  chemical  objections  to  Mr.  Fox's  view  of 
the  change  of  one  ore  into  others;  but  after  his  (as  I  think) 
clear  coincidence  with  M.  Becquerel  and  myself  as  to  the 
*  modus  operandi  in  the  case  of  metallic  copper;  I  cannot 
imagine  what  has  has  led  him  to  substitute  so  much  less  ob- 
vious and  easy  an  explanation  of  the  formation  of  the 
sulphuret. 

Mr.  Fox  and  I  do  not  appear  to  have  obtained  the  same 
results,  for  in  the  trough  I  obtained  no  '^slightly  greenish 
soluble  salt/'t  my  solutions  being  the  same  in  both  cells, 
and  not  green  in  either,  the  salt  to  which  I  have  already 
alluded,  was  on  that  part  of  the  pyrites  which  was  untouched 
by  the  liquid. 

I  have  but  a  word  or  two  to  offer  on  Mr.  Fox's  application 
of  the  experiment  to  the  phenomena  observed  in  our  mines. 

It  does  not  appear  to  me  legitimately  deduced  that  because 
we  can  produce  crystals  of  metallic  copper  on  vitreous  or 
purple  copper  ore,  investing  the  pyrites,  therefore  it  ex- 
plains WHY  we  in  nature  find  *'  metallic  copper  frequently  in 
contact  with  grey  or  black  ore,  and  not  in  contact  with  yeU 
low  copper  ore^X  For  in  the  supposed  explanation,  the  two 
incompatible  substances  are  not  a  line  distant  from  each  other, 

♦  Annals  of  Electricily  i.  134.     The  Italics  are  my  own. 
+  London  and  Edinburgh  Journal  of  Science,  x.  171. 
X  Ibid,  and  Annals  of  Electricity,  i.  1 34. 
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Nor  do  I  see  here,  or  in  anything  yet  discovered,  why  black 
copper  ore  should  be  nearer  to  the  surface  than  copper  pyrites. 

Mr.  Fox  lays  great  stress  on  the  decomposition  of  the  mu- 
riate of  tin,  by  voltaic  electricity,  giving  oxide  of  tin  at  one 
pole,  and  the  metal  at  the  other ;  but  inasmuch  as  we  have 
never  discovered  native  f  metallic  J  tin,  I  do  not  think  the 
experiment  of  any  practical  application.  For  notwithstanding 
in  most  cases  the  veins  which  yield  copper  ores,  do  not  afford 
those  of  tin  also,  in  large  quantities;  yet  there  are  a  very  great 
number  (Marazion  mines,  Levant,  Huel,  Darlington,  &c.)  in 
which  the  ores  of  the  two  metals  are  so  intimately  mixea,  as 
almost  to  defy  attempts  at  separating  them;  the  dressing" 
being  one  of  the  most  difficult,  tedious,  and  expensive  of  our 
mining  operations. 

I  have  been  under  many  obligations  to  Mr.  Fox,  and  it  is 
with  great  regret  I  find  myself  diti'ering  so  entirely  from  his 
opinions. 

I  remain,  dear  sir,  your  faithful  humble  servant 

W.  J.  HENWOOD. 
4,  Clarence  Street,  Penzance, 
March  11,  18.37. 


XLIV^.  A  description  of  an  Electro-magnetic  Repeater, 
or  of  a  Machine  by  which  the  connexion  between  the 
f^oltaic  Battery  and  the  helix  of  an  Electro-magnet  may 
be  broken  and  renewed  several  thotisand  times  in  the  space 
of  one  minute.  By  the  Kv.y,  N.  J.  Callan,  Professor 
of  Natural  Philosophy  in  /?.  C,  College,  Maynooth* 

Fig.  52,  Plate  VII.  is  a  side  view  of  the  machine  which  I  have 
devised  for  rapidly  breaking  and  renewing  communications 
with  the  voltaic  battery.  This  machine  consists  of  a  mahogany 
base  A  B,  of  the  swing  wheel  V  N  O  (Fig:.  53.)  of  the  pallets  R 
S  and  of  the  five  mercury  cuj  s,  C,  D,  E,  F,  and  G.  The  swing 
wheel  is  supported  in  a  vertical  position  by  its  axis,  which 
rests  on  the  upright  brass  plates,  o,.r,  and  r,  5,^  (Fig.  52.). 
The  teeth  of  the  wheel  V  N  O  appear  at  n,  between  the  two 
brass  plates.  The  wheel  is  turned  by  the  handle  H.  The 
pallets  are  also  supported  in  a  vertical  position  by  the  axis 
M  Y,  which  rests  on  the  upright  brass  plates,  o,  Xy  and  M  L. 
To  the  axis  M  Y  of  the  pallet  is  soldered  at  K,  a  thick  copper 
wire  a,  b,  which  is  bent  so  as  to  form  a  right  angle  at  each  end. 
At  K,  under  the  axis  M  Y,  is  soldered  a  short  wire  (not  shown 

*  Communicated  by  the  Author. 
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in  the  figure)  wUch  is  always  immersed  in  the  mercury  of  the 
cnp  D.  The  mercury  in  the  cup  C>  is  always  connected  with  the 
mercury  in  the  cup  E,  by  the  bent  copper  wire  e,  e.     To  each 
mercury  cup  is  fitted  a  cover  in  which  holes  are  made  for  admit- 
ting wires  into  the  mercury.     The  beginning  of  the  thick  wire 
coiled  round  the  electro-magnet  is  immersed  in  the  cup  E  and  the 
end  of  the  same  wire  in  the  cup  F.  The  end  of  the  thin  wire  sol- 
dered to  the  thick  one  and  coiled  on  the  electro-magnet^  is  im- 
mersed in  the  cup  G.     One  end  of  the  voltaic  battery  is  always 
connected  by  a  copper  wire  with  the  mercury  in  the  cup  D, 
and  the  opposite  end  with  the  mercury  in  F.    When  the  extre- 
mity b,  of  the  wire  a  6,  is  immersed  in  the  mercury  in  the  cup 
E,  the  voltaic  cun-ent  fi'om  the  battery  passes  through  the 
thick  wire  coiled  on  the  electro-magnet,  and  ma^etizes  the 
iron  bar.     When  the  same  extremity  b  is  raised  out  of  the 
mercury,  the  communication  between  the  battery  and  the 
helix  of  the  magnet  is  broken,  and  an  electric  current  capable 
of  giving  a  shock  is  excited  in  the  magnetic  helix.   When  the 
extremity  b  is  raised  out  of  the  mercury  in  the  cup  E,  the  oppo- 
site extremity  a,  of  the  same  wire  is  depressed  and  immersed 
into  the  .mercury  in  C,  and  the  communication  between  the 
magnetic  helix  and  the  battery  is  renewed.      Thus  by  every 
oscillation  of  the  wire  a  b,  the  communication  between  the 
helix  of  the  electro-magnet  and  the  battery  is  broken  and 
renewed.     If  there  be  thirty  teeth  in  the  swing  wheel  V  N  O, 
one  revolution  of  that  wheel  will  cause  60  oscillations  of  the 
pallets  R  and  S,  and  consequently  60  oscillations  of  the  wire 
ab.    Hence  by  turning  the  handle  H,  once  in  a  second  60 
electric  current-s  of  high  intensity  will  be  produced  in  the  mag- 
netic helix  in  the  space  of  a  second;  or  3600  electric  currents 
in  one  minute.     These  currents  will  pass  through  any  body 
interposed  between  the  beginning  of  the  thick  wire  and  the 
end  of  the  thin  wire,  that  is  between  the  mercury  in  the  cup 
F  or  C,  and  the  mercury  in  the  cup  G. 

Maynooth  College.  N.  J.  C ALLAN. 

XLV.  On  the  communication  of  Magnetism  to  Iron  by 
Electrical  currents  ;  and  on  the  production  of  Electrical 
currents  by  magnetic  induction^  by  P.  Cooper,  Esq.* 

There  fire  few  scientific  subjects  which  at  the  time  of  their 
discovery  excited  greater  interest,  or  which  have  since  evaded 
theoretical  generalization  more  completely,  than  the  commu- 
nication of  magnetism  by  electrical  currents,  and  the  produc- 
tion of  electrical  currents  by  magnetic  induction. 

*  Communicated  by  the  Author. 
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In  attempting  to  give  an  explanation  of  these  pkenomena, 
I  shall  be  able  to  make  myself  better  understood  within  the 
limits  to  which  this  communication  will  be  confined^  by  refer- 
ring to  the  sketch  of  a  theory  of  natural  philosophy  which  I 
have  recently  published;*  but  I  shall  at  the  same  time  give 
a  concise  descnption  of  such  parts  of  the  theory  as  apply  to 
the  subjects  under  consideration^  that  this  reference  may  be 
dispensed  with  by  those  who  are  not  in  possession  of  the 
abstract. 

It  is  assumed  in  this  theoihjr,  that  bodies  are  formed  of 
matter,  consisting  of  globular  atoms  of  different  sizes,  having 
an  attraction  for  each  other  in  the  direct  proportion  of  their 
bulk,  or  quantity  of  matter,  and  inversely  as  the  square  of 
their  distance ;  and  of  light,  consisting  of  globular  atoms, 
constantly  separated  by  a  repulsive  force,  regulated  by  the 
same  law  of  distance,  uniform  in  size,  and  much  smaller  than 
the  atoms  of  matter ;  for  which  they  have  an  attraction,  also 
regulated,  both  with  regard  to  distance  and  dimensions,  by 
the  laws  already  mentioned.f 

The  light  under  the  influence  of  these  laws  must  surround 
the  atoms  of  matter,  forming  what  we  have  called  an  atmos* 
phere  about  each  atom ;  and  this  atmosphere  will  be  held  in 
its  position  by  various  degrees  of  force,  which  will  draw  the 
atoms  of  light  nearer  to  each  other  as  they  approach  the  atom 
of  matter,  and  thus  give  it  greater  intensity^  The  atmosphere, 
it  is  supposed,  will  be  divided  into  strata  of  different  mten- 
sities,  forming  concentric  spheres;  every  atom  of  light  at 
equal  distances  from  the  centre,  being  held  in  its  position  by 
equal  forces.(2). 

*  The  abstract  of  a  series  of  papers  entitled  ^^  Outlines  of  a 
Theory  intended  to  connect  the  operations  of  nature  upon  general 
principles*''  The  figures  refer  to  the  paragraphs  to  which  cor- 
responding numbers  are  prefixed. 

+  Instead  of  making  the  division  of  matter  into  atoms  an  assump- 
tion to  be  proved  by  its  subsetj^uent  application  to  the  phenomena  of 
natave,  we  might  have  taken  it  as  a  fact  already  established ;  at  all 
events,  few  persons  acquainted  with  the  present  state  of  chemistry 
will  be  disposed  to  object  to  the  admission  of  this  division  upon  the 
terms  we  have  proposed  it.  The  proof  we  have  to  offer  that  our 
assumptions  are  founded  in  truth,  is,  that  by  admitting  them  as 
prineiples,  all  the  operations  of  nature,  usually  inclnded  in  the 
physical  sciences,  may  be  traced  as  consequences  of  the  forces  which, 
upon  mechanical  principles,  will  necessarily  be  brought  into  action. 
Ine  application  of  these  forces  to  their  different  objects  is  of  the 
most  direct  kind,  and,  when  properly  explained,  exceedingly 
simple;  but  our  present  limits  preclude  us  from  entermg  upon  the 
subject  in  detail. 
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Under  these  circumstances,  when  the  atoms  of  matter  are 
of  equal  size  their  atmosphere  will  preserve  an  uniform  state 
from  the  equality  of  the  forces  in  all  directions;  but  whea  the 
atoms  are  unequal  in  size,  the  forces  at  the  points  in  contact 
will  be  unequal,  and  the  positive  atoms,  or  such  as  have  the 
greatest  force,  will  repel  the  atmospheres  of  the  negative 
atoms,  or  such  as  have  a  less  force,  at  the  points  at  which  they 
are  in  contact,  so  as  to  give  to  these  atoms  positive  and  nega- 
tive surfaces  on  their  opposite  sides.  (15)  The  atmospheres 
of  the  positive  atoms  will  also  acquire  positive  and  negative 
surfaces ;  because  the  light  which  forms  these  atmospheres 
will  flow  towards  the  sides  in  contact  with  the  negative  atoms ; 
(6)  and  as  this  ine(|uality  will  give  these  surfaces  an  attraction 
for  each  other,  (7)  the  atoms,  if  at  liberty  to  form  such  an  ar- 
rangement, will  unite  in  an  order  alternately  positive  and  ne- 
gative, connected  by  alternate  positive  and  negative  surfaces. 
That  is,  the  positive  surface  of  the  positive  atom  will  unite 
with  the  negative  surface  of  the  negative  atom;  and  the  posi- 
tive surface  of  the  negative  atom  with  the  negative  surface  of 
the  positive  atom  in  succession,  as  in  the  annexed  figure ;  and 
there  will  be  no  disposition  in  the  atmospheres  of  these  atoms, 
while  thus  united,  to  return  to  a  natural  state.* 

P         N        P         N         P         N,    &c. 

— o\-  — of-  — o-f-  — 0"|-  — o-j-  — o^- 

When  atoms  are  united  into  masses  by  cohesion,  they  are 
still  subject  to  the  same  laws;  the  light  which  forms  the 
atmospheres  of  these  atoms  flows  towards  the  surfaces  conti- 

♦  When  atoms  are  of  uniform  size,  and  are  conaequently  sur- 
rounded with  uniform  atmospheres,  although  every  atom  of  light 
repels  every  other  atom  of  light,  there  is  no  derangement  produced 
in  these  atmospheres  by  their  action  upon  each  otlier,  because  the  ' 
forces  being  equal  in  all  directions,  the  repulsion  at  one  point  is 
nset  with  a  corresponding  resistance  at  the  opposite  point.  But 
when  atoms  of  different  sizes,  and  consequently  with  atmospheres 
which  present  different  forces,  are  in  contact,  the  atom  which  pre- 
sents the  atmosphere  with  the  greatest  force,  repels  the  contiguous 
atmosphere  of  an  atom  with  less  force,  until  the  resistance  caused 
by  the  accumulation  of  light  upon  its  opposite  surface,  becomes 
equal  to  the  force  by  which  it  is  repelled  to  this  surface.  This 
arrangement  is  followed  by  a  consequent  series  of  actions  and 
re-aclions  between  the  two  atoms,  -tending  to  increase  the  relative 
forces  of  the  positive  and  negative  surfaces  in  contact;  and  when 
the  original  difference  of  force  is  considerable,  the  result  is  an 
attraction  between  the  two  atoms  which  produces  a  cohesive  union. 
In  this  state,  the  new  arrangement,  or  the  derangement,  of  the 
atmospheres  of  the  atoms,  which  form  the  resulting  particle, 
becomes  permanent. 
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guous  to  the  negative  body ;  so  that,  whenever  two  bodies 
with  different  electrical  forces  are  in  contact,  the  atoms  of 
both  become  electrically  deranged  and  present  throughout 
the  series  alternately  positive  and  negative  surfaces.  (10) 

Now,  the  electrical  fluid,  or  light,  is  conducted  froni  point 
to  point  by  giving  the  form  of  a  current  to  the  atmospheres  of 
the  intermediate  atoms  ;  and  as  the  light  transmitted  has  to 
supply  the  place  of  that  which  is  pressed  forward,  it  is  required 
to  be  of  precisely  the  same  intensity;  but  when  the  surfaces 
of  the  atoms  are  nltemately  positive  and  negative  in  the  line 
of  transmission,  this  cannot  be  the  case,  and  we  arrive  at  the 
remarkable  fact  that  even  the  metals  under  these  circum- 
stances cease  to  be  conductors.  (23). 

I'he  remedy  which  nature  has  provided  for  this,  has  given 
birth  to  the  science  of  electro-magnetism.  Light  has  the 
power  to  change  the  direction  of  the  deranged  surfaces  so  as 
to  unite  those  which  are  of  the  same  denomination,  and  con- 
sequently of  the  same  intensity,  by  giving  them  a  polar  arrange- 
ment in  the  line  of  transmission ;  but  as  the  atoms  in  this 
state  are  subject  to  the  influence  of  other  polar  forces,  when- 
ever such  forces  are  opposed- to  this  arrangement,  whether 
naturally  or  otherwise,  these  surfaces  cannot  be  united  so  as 
to  form  a  right  line,  but  assume  a  spiral  direction ;  the  in- 
clination of  which  to  the  line  of  transmission,  or  to  the  axis  of 
the  spiral,  is  regulated  by  the  direction  and  the  relative 
strength  of  the  opposing  forces.  1  he  galvanometer,  by  exhi- 
biting the  spiral  inclination,  marks  the  relative  power  of  the 
two  forces.*  (24). 

There  is  another  general  principle  in  the  theory  connected 
with  this  enquiry,  that  whatever  may  be  the  character  of  the 
derangement  impressed  upon  any  atom  or  section  of  atoms,  it 

♦  The  spiral  progress  of  light,  thus  abruptly  introduced,  will  no 
doubt  appear  somewhat  hypothetical ;  but,  in  the  first  place,  if  we 
adopt  the  very  natural  principle  of  its  being  pressed  forward  liku  other 
fiuias  already  in  possession  of  tne  line  of  transmission^  of  which  we  have 
familiar  instances  in  water  and  ffas  when  conducted  in  pipes,  it  is 
the  only  arrangement  by  which  light  can  be  transmitted  through 
surfaces  which  present  alternately  diflerent  intensities ;  in  the  next 
place,  it  accounts  for  the  motions  of  the  magnetic  needle,  when  pre- 
sented on  diflerent  sides  of  a  wire  under  the  influence  of  a  passing 
electrical  current,  and  other  electro-magnetic  phenomena,  in  the 
most  satisfactory  manner;  and,  in  the  last  place,  it  leads  to  an  ex- 
planation of  the  phenomena  of  the  polarization  of  li^ht,so  complete 
(the  acquired  velocity  of  the  current  being  substituted  for  a  sup- 
posed polarity  in  its  atoms,  and  the  spiral  turns  for  Newton's  fits) 
that  there  is  not  the  slighest  fiifliculty  attending  its  application. 

A^o3,  April,  mn.  R 
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is  extended,  with  all  its  circumstances^  to  contiguous  atoms  ia 
succession,  precisely  as  it  exists  in  the  original  ;*  and  this 
extension  is  made  through  all  bodies  indiscriminately,  (though 
they  differ  in  conducting  power)  from  atom  to  atom  until  the 
force  is  exhausted.  This  extension  of  derangement  is  usually 
called  induction.  (14). 

We  will  now  endeavour  to  apply  these  principles  to  the 
objects  of  our  present  inquiry. 

If  we  pass  an  electrical  current  through  a  straight  wire, 
free  from  the  influence  of  magnetic  or  other  polar  forces,  the 
positive  and  negative  sur&ces  of  the  atoms  of  the  wire  result- 
ing from  the  current  will  be  connected  in  alternate  and 
parallel  right  Unes  in  the  direction  of  the  length  of  the  wire, 
and  the  union  of  these  surfaces  will  form  magnetic  circles  in 
the  wire  at  right  angles  to  this  direction,  so  that  the  current 
will  flow  through  the  wire  in  right  lines. 

If  we  now  present  one  of  the  poles  of  a  magnet  to  this  wire 
at  right  angles  to  the  polar  surfaces  of  its  atoms,  these  surfaces 
will  turn  towards  the  magnet ;  but  as  the  polar  forces  of  the 
atoms  of  the  wire  are  wholly  dependant  upon  the  current, 
which  cannot  be  transmitted  except  light  of  uniform  intensity 
be  in  the  line  of  transmission,  the  direction  of  the  poles  will 
take  an  intermediate  position,  and,  instead  of  behig  united 
into  circles,  as  in  the  absence  of  the  magnetic  force,  or  turned 
directly  towards  it  in  obedience  to  its  influence,  which  would 
render  the  atoms  of  the  wire  alternately  positive  and  negative 
in  the  direction  of  its  length,  and  consequently  non-conduc- 
tors, the  magnetic  circles  will  be  united  and  drawn  into 
spirals ;  thus  leaving  the  surfaces  of  the  atoms  of  the  same 
denomination,  and  consequently  of  the  same  intensity,  in- 
clined to  the  axis  of  the  wires  at  an  angle  compliments^^  to 
the  spiral  formed  by  the  magnetic  circles ;  and  as  these  sur- 
fa(;es  form  the  line  of  transmission,  the  transmitted  light  will 
be  continually  inclined  in  passing  from  atom  to  atom,  in  a 
direction  which  will  give  its  ray  a  spiral  form,  complimentary 
to  the  spiral  through  which  they  are  transmitted.f 

*  This  is  finely  exemplified  in  the  propagation  of  sound ;  which, 
when  properly  understood,  is  one  of  the  most  simple  and  beautiful 
operations  of  nature. 

\  It  is  impossible  in  the  present  'state  of  our  knowledge  upon 
this  complicated  subject,  to  form  a  theoretical  arrangement  with 
any  pretensions  to  accuracy.  It  is  very  evident,  however,  that  if 
the  conducting  surfaces  be  inclined  to  the  line  of  transmission,  the 
transmitted  light  must  also  be  inclined,  and  that  it  can  only  recover 
its  rectilineal  airection  by  an  equal  and  opposite  inclination  in  some 
other  part  of  its  course.     Now,  in  any  9ther  except  a  spiral  arrange- 
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The  direction  of  the  polar  atoms  are  in  all  cases  regulated 
by  the  usual  laws  of  magnetism. 

The  conducting  wire,  while  under  the  influence  of  a  passing 
current^  will  communicate  the  derangement  of  its  atoms  to 
the  atoms  of  the  air  and  other  surrounding  bodies^  so  as  to 
connect  them  with  itself  by  alternate,  positive^  and  negative 
surfaces ;  and  this  derangement  will  be  extended  from  one 
body  to  another  until  the  force  is  exhausted.  (14).  If  then, 
we  coil  the  conducting  wire  round  a  cylindrical  bar  of  soft 
iron,  so  as  to  form  it  into  a  helix,  the  derangement  communi- 
cated to  the  iron  will  be  nearly  at  right  angles  to  the  de- 
rangement of  the  wire  ;  that  is,  the  latter  having  the  positive 
and  negative  sur&ces  of  its  atoms  alternately  connected 

ment  of  the  atoma  of  the  traRsmitting  medium,  the  inclination 
would  be  constantly  in  the  aame  direction,  and,  consequently  the 
rectilineal  course  could  not  be  preserved  by  a  motion  baclcward  and 
forward ;  but  in  the  spiral,  the  inclination  of  every  two  opposite 
parts  of  a  coil  correct  each  other.  The  phenomena  of  electro- 
magnetism  and  polarization,  as  we  have  already  observed,  corres- 
pond with  these  views;  (^8)  the  opposite  poles  of  the  magnetic,  or 
(yther  polar  forces,  necessarily  proaucing  the  opposite  arrangement 
required  to  give  the  spirals  tne  diiferent  directions  which  these 
phenomena  indicate.  The  subject  is  rendered  much  more  compli- 
cated by  the  consideration  that  the  polarity  here  spoken  or  is 
derived  entirely  from  the  transmitted  light;  so  that  when  we  saj 
the  poles  of  the  atoms  of  the  conducting  wire  receive  a  new  direc* 
tion  from  magnetic  influence,  it  includes  a  different  connexion  of 
these  atoms,  regulated  by  the  direction  of  the  current  to  whidi  the 
polarity  is  due. 

The  disposition  in  polar  surfaces  to  unite  in  the  manner  here 
spoken  of,  arises  from  the  attraction  of  the  positive  and  negative 
polarities  for  each  other.  When  atoms  of  matter  are  in  a  natural 
state,  the  two  forces  of  attractiou  and  repulsion  balance  each  other : 
if,  for  example,  we  suppose  there  are  100  atoms  of  light  in  action 
upon  each  atom  at  the  points  in  contact,  the  repulsion  of  these  100 
atoms  for  each  other  will  neutralize  the  reciprocal  attraction  of  the 
same  light  for  the  atoms  of  matter ;  and  as  every  atom  of  light  re- 
pels every  other  atom  of  light,  and  each  atom  of  matter  is  drawn 
towards  the  other  by  the  light  in  action  upon  the  contiguous  surface 
cyf  the  opposite  atom  respectively,  the  force  of  repulsion  in  this  case 
may  be  stated  at  lOOX  100»10,000,  and  the  force  of  attraction  at 
10(y^lO(y=9/0O,  When,  on  the  other  hand,  the  atoms  of  matter 
are  brought  into  a  polar  state,  by  the  inductive  influence  of  other 
bodies,  by  the  passing  of  an  electrical  current,  or  by  any  other 
means,  the  atoms  of  light  upon  their  respective  surfaces  become 
unequally  divided,  and  while  the  attraction  continues  the  same,  the 
repulsion  is  lessened :  if,  for  instance,  we  suppose  the  200  atoms  of  . 
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together  in  circles,  the  diameters  of  which  are  at  right  angles 
to  the  longitudinal  direction  of  the  wire,  the  former  will  have 
the  positive  and  negative  surfaces  of  its  atoms  arranged  in 
alternate  planes  at  right  angles  to  the  axis  of  the  bar ;  so  that 
one  end  of  the  bar  will  terminate  with  a  positive  and  the  other 
end  with  a  negative  surface,  and  in  this  state  it  will  have  all 
the  properties  of  a  magnet.* 

It  will  be  readily  perceived,  that  the  unconnected  position 
of  the  positive  and  negative  ends  of  this  magnetized  bar  will 
cause  a  resistance  to  the  deranging  influence  of  the  wire  ;  for, 
although  the  surfaces  are  connected  by  magnetic  curves  in  the 
surrounding  atmosphere,  the  air  being  an  inferior  conductor 
of  derangement,  probably  in  consequence  of  its  being  in  this 
state  a  non-conductor  of  light,  it  will  form  a  very  imperfect 
communication  between  the  ends  of  the  bar.  In  order  then 
to  remove  this  resistance,  we  may  either  bring  the  two  ends 
of  the  bar  together,  so  as  to  form  it  into  a  magnetic  circle ; 
or,  what  is  more  convenient,  give  to  the  bar  the  form  of  a 


light  to  be  divided  in  the  proportion  of  1^  upon  the  positive  and 
80  upon  the  negative  surface,  the  1^  atoms  will  be  repelled  by 
only  80  atoms,  that  is  1^X80=960,  while  the  two  atoms  of  matter 
will  be  drawn  together  by  a  force  or  120  on  one  side  and  80  on  the 
other=200  as  before.  The  balance  in  favour  of  attraction  will 
increase  with  the  difference  between  the  two  surfaces ;  and  if,  to 
pat  an  extreme  case  for  the  purpose  of  illustration,  we  suppose 
the  900  atoms  of  light  to  be  attached  to  the  positive  surface,  the 
whole  will  attract  the  opposite  atom  and  render  the  force  of  attrac- 
tion 900,  as  before ;  wniie  under  these  circumstances,  the  repulsion 
would  be  0X20a?=0. 

See  a  paper,  by  the  author,  on  capillary  attraction,  and  on  the 
disposition  there  is  in  fluids  to  assume  a  globular  arrangement. 
Records  of  General  Science,  vol.  iv,  p.  344. 

*  This  magnetic  arrangement  corresponds  exactly  with  the 
theory  of  iEpmu8,as  it  is  corrected  in  the  Treatise  on  Magnetism, 
published  by  the  Society  for  the  diffusion  of  useful  knowledge 
(paragraph  149),  I  suppose,  as  it  is  not  otherwise  stated,  by  the 
author  of  the  treatise.  My  arrangement  was  formed,  and  reduced 
to  writing,  several  years  before  I  was  aware  of  the  existence  of 
this  theory,  indeed  before  the  date  of  the  only  publication  in  which 
I  have  seen  it;  and  I  mention  the  circumstance,  not  for  the  purpose 
of  claiming  the  discovery,  the  priority  of  which  is  of  little  conse* 
quence,  but  to  show  that  its  author  and  myself  have  arrived  at  the 
same  view  of  the  subject  by  a  process  of  reasoning  totally  different, 
and  under  circumstances  that  leave  no  doubt  as  to  the  independence 
of  our  opinions. 
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horse  shoe,  and  when  we  wish  to  complete  the  circuity  connect 
the  two  ends  by  means  of  a  piece  of  soft  iron ;  which,  when 
thus  applied,  is  usually  called  the  lifter.* 

It  will  be  observed  that  the  conducting  wire,  when  formed 
into  a  helix,  will  not  have  its  longitudinal  direction  exactly 
at  right  angles  to  the  length  of  the  bar  round  which  it  is 
coiled;  but,  by  a  general  property  of  magnetism,  (25)  when 
the  derangement  of  the  former  is  communicated  to  the  latter, 
the  superior  force  of  the  bar  will  fix  the  polar  surfaces  of  its 
atoms  in  strata  at  right  angles  to  its  axis ;  and  the  less  power- 
ful atoms  of  the  wire  will  arrange  themselves  in  obedience  to 
it  (26).  This  will  give  the  magnetic  circles  of  the  wire  an 
inclination  corresponding  with  the  coils  of  the  helix;  and 
when  the  wire  is  required  to  perform  the  ofEce  of  a  conductor, 
these  circles  will  be  connected  into  spirals ;  and  thus  provide 
an  uniform  medium  for  its  transmission  (24). 

But  although  this  arrangement  will  restore  the  conducting 
power  of  the  wire^  by  bringing  the  positive  and  negative  poles 
of  its  atoms  into  two  distinct  surfaces,  extending  spirally 
throughout  the  length  of  the  wire,  it  will  render  it  a  non- 
conductor Arom  one  of  these  surfaces  to  the  other ;  and  if  a 
transfer  of  light  be  required  from  the  negative  surface  of  an 
atom  of  the  wire  to  its  positive  surface,  or  from  its  positive 
to  its  negative  surface,  it  will  take  the  circuitous  route  of  se- 
veral hundred  feet  of  wire,  in  preference  to  the  direct  course 
from  one  side  of  the  atom  to  the  other ;  and  when  the  ends 
of  the  wire  are  separated  by  a  fluid,  it  will  even  reverse  the 
poles  of  its  atoms,  in  order  that  the  current  may  pass  from 
one  end  of  the  wire  and  enter  at  the  other  end  to  effect  its 
ol^ct  (19,  20). 

These  circumstances  appear  extraordinary  if  viewed  with 
relation  to  a  single  atom ;  but  when  we  consider  that  the  atoms 
of  the  wire  are  so  connected  with  each  other,  that  no  change 
in  the  state  of  one  atom  can  be  effected  without  a  correspond- 
ing change  in  the  whole,  (10)  it  will  be  seen  that  the  plan 
which  nature  has  adopted  is  by  far  the  most  simple,  if  not 
the  only  means,  by  which  her  object  could  be  attained.  This 
object  is  not  to  transfer  light  from  the  positive  to  the  negative, 

♦  The  completing  the  circuit  adds  greatly  to  the  power  of  an 
electro-magnet ,  not  only  by  removing  the  resistance  to  the  deranging 
ibrce  of  the  wire ;  but  also  by  the  inductive  influence  of  the  positive 
and  negative  surfaces  upon  each  other  when  thus  brought  into  com- 
munication (16).  The  great  disparity  in  the  Hf\ing  and  sustaining 
power  of  electro-magnets  arises  from  the  reduction  of  the  derange- 
ment of  the  magnet  when  the  circuit  is  broken  by  the  removal  of 
Uic  lifter.     (See  Phil.  Mag.  vol.  ix.  pages  72,  81,  &  2M). 
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or  from  the  negative  to  the  positive  side  of  a  single  atom,  but 
to  transfer  it  from  one  surface  to  the  other  of  the  whole  series 
of  atoms  which  forms  the  spiral,  so  that  it  may  be  supplied 
at  one  surface  simultaneously  with  its  removal  firom  the  other; 
this  being  the  only  condition  upon  which  the  light  attached  to 
any  atom  can  be  displaced  (11).  When,  then,  the  two  ends 
of  a  wire  under  the  influence  of  magnetic  derangement  are  in 
communication,  and  there  is  a  change  in  the  state  of  this  de- 
rangement which  requires  a  transfer  of  light  from  one  surface  - 
of  the  spiral  to  the  other,  the  current  quits  the  surface  which 
requires  to  be  reduced  at  one  end  of  the  wire,  and  enters  the 
surface  which  requires  the  addition  at  the  other  end ;  so  that 
at  the  moment  the  light  leaves  one  side  of  any  atom,  the  same 
quantity  is  supplied  at  its  opposite  side  by  the  other  end  of  the 
current;  the  whole  spiral  surface  throijq^out  the  wire  being 
in  motion,  forming  an  extended  and  uninterrupted  current 
precisely  the  length  of  this  surface ;  every  part  of  which  must 
leave  one  end  of  the  wire,  and  enter  the  other  end,  before  the 
whole  can  be  brought  either  into  a  natural  state  or  to  an  uni- 
form state  of  derangement. 

Having  explained  the  principle  upon  which  electrical  cur- 
rents are  formed,  we  have  now  to  connect  them  with  the  ar- 
rangements by  which  they  are  usually  produced. 

We  have  shown  that  an  electrical  current  passing  through 
a  wire,  turned  into  a  helix,  round  a  bar  of  soft  iron,  will  pro- 
duce a  magnetic  arrangement  of  the  atoms  of  the  iron,  and 
give  to  the  bar  the  properties  of  a  magnet.  (14). 

If  we  now  suppose  the  atoms  of  the  iron  bar  to  be  fixed 
under  this  arrangement,  and  they  will  be  so  if  we  operate  upon 
steel  instead  of  iron,  it  will  be  evident,  action  and  re-action 
being  equal,  that  if  the  current  were  to  cease,  the  wire  would 
still  retain  its  state  of  derangement,  and  if  removed  would 
recover  it  upon  being  replaced.  But  if  this  be  the  case  with 
the  conducting  wire,  it  will  be  the  case  with  every  wire  under 
a  similar  helical  arrangement,  connected  with  any  part  of  the 
magnetic  circuit ;  every  part  ol  which,  when  completed,  being 
in  an  uniform  state  of  derangement.  If,  then,  we  form  a  helix 
round  the  lifter  of  a  bar  of  iron,  in  the  form  of  a  horse  shoe, 
rendered  magnetic  by  an  electrical  current,  or  round  the  lifter 
of  a  similar  bar  of  steel,  to  which  permanent  magnetism  has 
been  communicated  by  the  same  or  any  other  meanfi,  upon 
detaching  the  lifter  from  the  magnet  the  atoms  of  the  wire 
will  return  to  a  natural  state :  to  accomplish  this,  there  will 
be  a  transfer  of  light  required  from  the  positive  to  the  negative 
surfaces  of  the  spirals,  formed  by  its  previous  connexion  with 
the  magnet,  and  this  trailer  wQl  take  place  in  the  manner 
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we  have  already  deacribed.  Upon  replacing  the  lifter  a  cur- 
rent will  pass  between  the  ends  of  the  wire,  in  an  opposite 
direction,  to  complete  the  derangement. 

It  must  be  observed  that  the  force  which  communicates 
magnetic  and  electrical  derangement^  is  perfectly  independent 
of  the  transfer  of  light  necessary  to  complete  it.  The  dispo- 
sition to  a&sume  the  arrangement  is  in  all  cases  given  by  the 
inductive  influence  of  the  deranged  surfaces  which  are  brought 
into  action,  but  the  light,  without  which  the  arrangement 
cumot  be  completed,  is  transmitted,  not  by  the  shorte&it  path, 
but  by  the  route  in  which  it  finds  the  least  resistance. — When, 
for  instance.  Van  Marum  charged  his  electrical  battery  by 
means  of  a  galvanic  pile,  the  disposition  was  communicated 
by  the  pile;  but  the  light  necessary  to  complete  the  derange- 
ment was  transmitted  from  the  negative  to  the  positive  surface 
of  the  s^ass,  through  the  medium  of  the  pile  as  a  conductor ; 
the  direct  path  being  obstructed  by  the  electrical  character 
of  the  glass. 

Much  of  the  force  of  the  current  produced  in  wires  by 
magnetic  induction,  is  derived  from  the  accumulated  velocity, 
or  momentum,  of  the  current,  upon  a  well  known  principle 
conunon  to  all  fluids;*  it  is  therefore  desirable  that  the  cur- 
rent should  be  established  in  the  wire  before  its  circuit  is 
broken,  (to  produce  chemical  or  other  effects,  by  the  interpo- 
sition of  bodies  which  resist  its  progress)  but  it  should  be  done 
the  instant  this  is  effected,  that  the  current  may  not  be  use- 
lessly expended. 

Since  the  preceding  part  of  this  paper  was  written,  the  views 
it  contains  have  received  Airther  confirmation  from  an  inter- 
esting experiment  by  Mr.  Sturgeon ;  of  which  particulars  are 
given  in  the  first  number  of  die  Annals  of  Electricity,  &c. 
page  67.  In  this  experiment  a  conducting  wire,  coiled  in  the 
uaoal  manner,  formed  the  medium  of  communication  between 
the  zinc  and  copper  plates  of  a  voltaic  battery,  the  ends  of  the 
wire  being  at  the  same  time  held  by  the  person  who  was  to 
receive  the  shock  upon  breaking  the  battery  communication. 
The  wire  under  these  circumstances  would  be  in  precisely  the 
situation  of  a  conducting  wire,  coiled  round  an  electro-magnet, 
the  arzangement  of  the  atoms  of  which,  as  we  have  already 
observed,  is  in  every  respect  the  same  as  in  a  wire  coiled  round 
the  lifter  attached  to  the  same  magnet,  but  through  which 
there  is  no  current ;  the  removal  of  the  current,  therefore,  by 
detaching  the  wire  which  completed  the  communication .  would 
bring  the  coil  into  exactly  the  same  situation,  as  the  coil  round 

♦  The  water  ram  of  Montgolfier  is  constructed  upon  this  principle. 
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a  lifter  when  battery  communication  is  broken ;  and  the  shock 
would  be  given  to  the  person  holding  the  ends  of  the  wire  by 
the  reverse  current  required  to  bring  it  to  its  natural  state, 
upon  the  principles  we  have  already  described. 

When  the  atoms  of  the  conducting  wire  are  arranged  in 
magnetic  circles,  and  the  light  is  transmitted  by  it  in  right 
lines^  in  the  manner  we  have  before  stated,  upon  the  cessa- 
tion of  the  current,  the  atoms  forming  each  circle  being  united 
by  positive  and  negative  surfaces,  readily  compensate  each 
other  by  a  transfer  of  light  from  the  former  to  the  latter,  and 
the  wire  returns  to  its  natural  state  without  any  current ;  but 
if  we  conceive  these  magnetic  circles  to  be  joined  to  each 
other  in  spirals,  it  is  evident  this  mutual  compensation  cannot 
take  place,  because  the  last  link  in  the  circle,  instead  of  being 
in  contact  with  its  former  companion,  is  now  joined  to  another 
circle,  and  this  to  another  in  succession  throughout  the  wire, 
leaving  the  two  ends  of  the  spiral  at  the  opposite  ends  of  the 
wire  unconnected. 

Now,  if  the  two  ends  of  the  wire  were  united  so  as  to  make 
the  junction  in  every  respect  uniform  with  the  other  part  of 
the  wire,  and  thus  render  it  a  homogeneous  circle,  this  mode 
of  compensation  might  still  take  place  by  a  simultaneoiM 
transfer  from  atom  to  atom  throughout  the  spiral  circuit :  but 
as  the  slightest  interruption,  even  the  interposition  of  a  single 
section  of  atoms  of  a  different  capacity,  would  prevent  this 
transfer,  the  means  that  presents  the  least  resistance  by  which 
the  surfaces  of  these  extended  spirals  can  be  neutralized, 
when  the  spiral  circuit  is  broken,  is  by  a  discharge  from  the 
positive  to  the  negative  surface,  in  the  manner  we  have 
already  described. 

Perhaps  this  will  be  better  understood  from  an  inspection 
of  fig.  54,  Plate  VII.  Let  the  atoms  a,  6,  c,  &c.  united  by 
alternate  positive  and  negative  surfaces,  form  a  magnetic 
circle  in  the  wire  through  which  an  electric  current  is  passing; 
then,  upon  the  cessation  of  the  current,  the  atoms  will  return 
to  a  natural  state  by  a  transfer  of  liffht  from  the  positive  sur- 
face of  a  to  the  negative  surface  of  h ;  from  the  positive  sur- 
face of  b  to  the  negative  surface  of  c;  and  thus  throughout 
the  series,  until  the  transfer  is  made  from  the  positive  surfece 
of  /  to  the  negative  surface  of  a.  These  transfers  must  be 
simultaneous;  for  it  would  t)e  impossible  to  neutralize  a,  by  a 
transfer  from  its  positive  surface  to  b,  without  a  corresponding 
transfer  between  all  the  atoms  in  the  series ;  in  such  a 
manner  that  a  quantity  of  light  equal  to  that  which  is  taken 
from  the  positive  surface  of  A,  may,  at  the  same  instant,  be 
added  tj  its  negative  surface. 
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If  we  suppose  that  instead  of  the  atoms  a,  b^  ty  &c. 
being  connected  together  in  a  circle,  the  positive  surface  of 
a  is  inclined  to  the  plane  of  this  circle,  so  as  to  connect  it 
with  another  series  of  atoms  forming  the  coil  of  a  spiral,  and 
this  with  others  in  succession  throughout  the  wire,  the  nega- 
tive surface  of  a  must  be  insulated  unless  the  two  ends  of  the 
wire  are  brought  together,  so  as  to  connect  it  with  the  positive 
surface  of  the  terminating  atom  at  the  opposite  end  of  the 
spiral,  in  the  same  manner  that  a  is  connected  with  6,  and 
b  with  c,  &c.;  in  which  case  the  transfer  may  be  made 
simultiineously  throughout  the  magnetic  spiral  circuit,  upon 
the  same  principle  as  in  the  magnetic  circle ;  but  when  there 
is  the  least  disjunction  between  the  points  of  the  wire,  and 
atoms  of  a  difilsrent  capacity,  such  as  air,  water,  &c.,  are  inter- 
posed, this  mode  of  neutralization  cannot  take  place,  because 
these  atoms  will  not  be  prepared  to  receive  or  transfer  the 
same  quantity  of  light  as  the  atoms  of  the  wire;  which,  it 
will  be  readily  perceived,  is  an  indispensable  condition  in  this 
mode  of  compensation. 

To  those  who  have  not  duly  considered  the  subject,  and 
who  are  unacquainted  with  the  connected  state  of  the  atoms 
of  bodies  under  the  influence  of  magnetic  or  electric  derange- 
ment, and  the  simultaneous  character  of  the  discharge  required 
to  bring  them  to  a  natural  state,  which  is  the  necessary 
'consequence  of  this  connexion;  the  circuitous  mode  of  com- 
pensation, arising  from  the  want  of  conducting  power  in  the 
more  direct  course,  here  described,  will  appear,  at  least^ 
extraordinary;  but  if  they  recollect,  that  when  a  plate  of 
zinc  and  a  plate  of  copper,  in  metallic  contact,  are  plunged 
into  acidulated  water,  the  electric  current  will  take  an  equally 
circuitous  route  through  a  conducting  wire  from  one  plate  to 
the  other  in  preference  to  the  direct  course  by  the  surraces  in 
contact,  they  will  perhaps  view  it  in  a  different  light;  and,  be- 
fore they  reject  it  as  incredible,  be  induced  to  give  the  subject 
the  consideration  which  its  importance  demands. 

We  do  not  pledge  ourselves  with  regard  to  the  details  of 
this  explanation,  which  we  produce  as  an  approximation  to  be 
correctedby  further  investigation;  but  the  general  principles 
upon  which  it  is  founded  are  supported  by  their  application  to 
such  a  variety  of  phenomena,  and  they  so  completely  connect 
all  the  known  operations  of  nature,  that  we  are  confident, 
when  the  evidence  thus  widely  extended  is  fully  developed, 
there  will  not  be  a  doubt  of  their  correctness. 
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XLVI.  On  the  production  of  Insects  by  Voltaic  Electricity. 
By  Andrew  Crosse,  Esq.,  ^c,  8fc.  Communicated  in  a 
letter  from  Sir  Richard  Phillips,  to  W.  Sturgeon,  Esq. 
Sfc.  8fc. 

Dear  Sir, 
This  morning  I  received  the  enclosed  from  Mr.  Crosse,  of 
Broomiield.  Its  contents  are  so  novel  and  interesting  that  I 
am  persuaded  you  will,  even  at  this  eleventh  hour,  give  it  place 
in  your  forthcoming  number.  With  my  best  wishes  for  the 
success  of  your  valuable  Journal, 

I  am,  respectfully, 
Cadogan  Place,  R.  PHILLIPS. 

March  25th.  1837. 

The  following  is  the  account  of  two  experiments  in  which 
the  birth  of  Insects  was  t/ie  unexpected  result, 

Broomfield,  March  2M.  1837. 
Dear  Sir, 
Experiment  1.     I  poured  a  dilute  solution  of  silicate  of 
potash,  super-saturated  with  muriatic  acid,  into  a  quart  basin 
standing  on  a  piece  of  mahogany  in  a  wedgwood  funnel,  and 
caused  the  fluid  to  fall  by  successive  drops  into  the  funnel, 
by  means  of  a  strip  of  flannel  wetted  with  the  solution  which 
acted  as  a  syphon,  and  was  suspended  over  the  edge  of  the 
basin.     These  drops  were  made  to  fall  upon  a  piece  of  some- 
what porous  red  oxide  of  iron  from  Vesuvius,  which  was  sup- 
ported by  a  glass  funnel  which  conveyed  the  fluid  into  a  bottle 
below,  and  which,  when  full,  was  emptied  back  into  the  basin 
above,  without  disturbing  the  position  of  the  stone.      Two 
platina  wires  at  the  opposite  ends  of  the  stone,  were  connected 
with  the  positive  and  negative  poles  of  a  voltaic  battery,  con- 
sisting of  nineteen  pairs  of  five-inch  plates  in  cells  filled  with 
water  and  -rb-v  muriatic  acid.     Thus  the  stone  was  kept  con- 
stantly electrified  by  the  battery,  and  moist  by  the  dropping. 
At  the  end  of  fourteen  days,  two  or  three  very  minute  whit^ 
specks  or  nipples  were  visible  on  the  surface  of  the  stone, 
between  the  two  wires,  by  means  of  a  lens.    On  the  eighteenth 
day  these  nipples  elongated  and  were  covered  with  fine  fila- 
ments.    On  the  twenty-second  day  their  size  and  elongation 
increased,  and  on  the  twenty-sixth  day  each  figure  assumed 
the  form  of  a  perfect  insect,  standing  on  a  few  bristles  which 
formed  its  tail.     On   the  twenty-eighth  day  these  insects 
moved  their  legs,  and  in  the  course  of  a  few  days  more,  de- 
tached themselves  from  the  stone,  and  moved  over  its  surface 
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at  pleasure,  although  in  general  they  appeared  averse  to  mo- 
tion, more  particularly  when  first  bom.  in  the  course  of  a 
few  weeks  more,  about  a  hundred  of  these  insects  made  their 
appearance  on  the  stone.  J  observed  that  each  of  them  fixed 
itself  for  a  considerable  fime  in  one  place,  as  far  as  I  could 
judge  appearing  to  feed  by  suction ;  but  when  a  ray  of  light 
from  the  sun  was  let  fall  upon  it,  it  seemed  much  ^sturbed, 
and  finally  removed  itself  to  the  shaded  side  of  the  stone.  I 
ought  to  state  that  out  of  about  a  hundred  insects,  not  above 
six  or  seven  were  bom  on  the  south  side  of  the  stone.  I  ex- 
amined some  of  these  insects  with  the  microscope.  Their  shape 
was  similar  to  that  of  the  cheese  mit«,  but  they  seemed  to  be 
from  twice  to  eight  times  the  size  of  that  animalcule,  and  the 
motion  of  their  legs  was  occasionally  discernible  by  the  naked 
eye.  They  had  in  general  eight  legs,  but  there  were  some 
with  only  six ;  their  bodies  were  covered  with  bristles  which 
gave  some  of  them  the  appearance  of  a  little  star;  the  length 
of  the  bristles  at  the  tail  was  considerable,  and  these  when 
highly  magnified  appeared  spicated.  Instant  death  followed 
their  removal  from  the  stone  however  delicately  performed^  but 
in  the  course  of  time  most  of  them  were  washed  down  into  the 
bottle  below,  and  poured  into  the  basin  above,  from  whence 
they  found  their  way  to  the  wooden  support  which  was  kept 
moist  by  the  fluid  dropping  between  it  and  the  wedgwood 
funnel.  On  examining  this  piece  of  wood  I  found  upwards  of 
forty  living  insects  actively  crawling  over  its  surface,  and  ap- 
parently feeding  on  the  silicious  matter  with  which  it  was 
im^egnated. 

Experiment  2.  I  filled  a  small  glass  jar  with  a  concentrated 
solution  of  silicate  of  potash,  and  plunged  into  it  a  thick  iron 
wire  connected  with  the  positive  pole  of  a  battery  composed  of 
twenty  pairs  of  cylinders  in  cells  filled  with  common  water, 
and  immersed  in  the  same  a  small  coil  of  fine  silver  wire  con- 
nected with  the  negative  pole  of  the  same  battery.  In  the 
course  of  a  few  weeks  gelatinous  silex  w^as  formed  in  some 
quantity  round  the  iron  wire,  and  after  a  longer  interval  of 
time,  a  similar  formation,  but  in  much  less  quantity,  filled  up 
the  silver  coil.  On  examining  these  wires  with  a  lens,  I  first 
observed  a  similar  insect  at  the  negative  wire,  and  some  time 
afterwards  I  found  two  more ;  in  the  whole,  three  at  the  nega- 
tive, and  shortly  afterwards  I  found  twelve  at  the  positive  ;  in 
the  whole  fifteen.  Each  of  these  insects  was  well  formed, 
and  quite  as  large  as  those  observed  in  the  first  experimeut. 
Hey  were  deeply  imbedded  in  the  gelatinous  silex,  with  the 
Iratlesof  the  tail  projecting.  They  were  in  general  from  half 
to  three  quarters  of  an  indi  below  the  surface  of  the  fluid.     In 
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this  experiment  there  was  neither  flannel,  wood,  volcanic  stone, 
nor  acid,  consequently  the  insects  appear  to  have  been  born  in 
the  silex.  Not  being  an  entomologist,  I  can  give  no  opinion  on 
the  matter.  I  have  only  related  facts.  Many  persons  have 
seen  the  insects  both  dead  and  living.  *  Whether  the  electric 
action  has  any  thing  to  do  with  their  birth  or  not  I  cannot  say 
without  further  experimenting.  Perhaps  if  these  experiments 
were  repeated  and  varied,  curious  facts  might  be  the  result. 
Since  the  above,  having  found  that  all  the  insects  in  the  first 
experiment  had  died,  1  poured  into  the  basin  an  additional 
quantity  of  the  same  fluid,  and  in  the  course  of  two  or  three 
weeks  I  had  a  second  crop  of  insects  upon  the  volcanic  stone. 
I  have  also  had  two  other  formations  in  two  distinct  solutions 
of  silicate  of  potash ;  also  five  others  in  the  following  solutions  : 
1,  a  weak  solution  of  oxide  of  copper ;  2, 3,  4,  5,  in  concen- 
trated solutions  of  green  sulphate  of  iron,  sulphate  of  zinc, 
sulphate  of  copper,  and  nitrate  of  copper — in  the  whole,  ten 
separate  formations  ;y?z;^  insilicious  solutions,  and  five  in  solu- 
tions of  metallic  salts  &c. — each  of  them  was  exposed  to  a  long 
continued  electric  action,  before  any  insect  made  its  appear- 
ance, still  without  further  experimenting  I  would  not  venture 
an  opinion.  I  hope  in  the  course  of  time  to  know  something 
more  about  this.  I  am  going  on  well  in  cry^allization.  I  have 
had  a  very  handsome  letter  from  Mons.  Becqueril. 

Your*s  sincerely, 
(To  Sir  Richard  Phillips. J  ANDREW  CROSSE. 

XLVII.    REVIEWS  &  NOTICES  OF  NEW  BOOKS. 

Micrografhia;  containing  Practical  Essays  on  Reflecting, 
Solar,  and  Oxy-hydrogen  gas  Microscopes;  Micrometers, 
Eye-pieces,  Sfc.  ^c.  By  C.  R.  Goring,  M.  D.  ;  and 
Andrew  Pritchard,  Esq.,  M,  R.  L  Ho7i.  Mem.  Soc. 
Arts,  Edin.,  8fc.    Whittaker  &  Co. 

This  is  one  of  those  rare  books  in  which  nothing  is  left 
wanting  to  fulfil  to  the  uttermost  the  pretentions  of  its  title. 
Its  essays  are  not  only  practical,  but  are,  without  exception, 
the  very  best  practical  essays  we  have  yet  met  with  on  these 
interesting  subjects ;  and  are  written  in  that  t;lear  and  unso- 
phisticated style  which  characterizes  every  Author  who  is  per- 
fectly master  of  his  subject,  and  who  is  capable  also  of  clothing 
his  ideas  in  that  language  by  which  the  rich  stores  of  informa- 
tion, which  from  a  well  directed  study,  and  habitual  observa- 
tion, he  has  accumulated,  may  be  the  most  extensively  and 
usefully  disseminated. 
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No  one  who  has  perused  the  Microoraphia  can  hesitate  to 
recommend  it  to  all  those  who  are  desirous  of  becoming  ac- 
quainted with  the  structure^  management^  and  powers  of  the 
most  approved  microscopes  of  the  present  day.  Every  essay 
in  this  book  conveys  to  the  reader  a  fund  of  useful  information, 
of  which,  both  veteran  and  less  experienced  observers,  would 
do  well  to  avail  themselves.  To  the  latter  class  of  observers 
this  book  cannot  be  too  strongly  enforced  upon  their  notice,  as 
it  supplies  a  desideratum  they  have  long  experienced,  by  fur- 
nishing them  a  means  of  descrimination  in  their  observations, 
and  in  the  selection  of  microscopes,  which  in  no  other  book  is 
to  be  found. 

Contents  of  the  Micrographia.  History  and  description 
of  Reflecting  Microscopes — on  Micrometers,  and  their  use — 
Monochromatic  Illumination — Solar  Engiscopes,  and  the  ex- 
hibition of  tests  by  them — on  trying  Microscopes  and  Engi- 
scopes against  each  other,  with  rules  for  ascertaining  their 
comparative  merits — on  Eye-pieces — Illustrations  of  Angular 
aperture— on  the  most  improved  construction  and  manage- 
ment of  Solar  and  Gas  Microscopes — Cuvier's  method  of  dis- 
secting objects  in  fluids — on  a  new  and  simple  flne  adjustment 
for  Microscopes-— on.  making  drawings  of  inanimate  Micro- 
scopic objects,  by  F.  Bauer,  Esq.  F.  R.  S.  &c. — on  a  new 
method  of  illuminating  objects,  by  the  Rev,  J.  B.  Reade,  M.A. 

The  Micrographia  is  illustrated  by  splendid  copper-plate 
engravings,  and  numerous  elegantly  executed  wood  cuts. 


XLVIII.    MISCELLANEOUS  ARTICLES. 


jf  letter  to  W.  Sturgeon,  Esq.,  8fc. 

Leicester,  Dec.  22d.  1836. 
My  Dear  Sir, 
I  have  read  the  first  number  of  your  ''  Annals,*'  and  mean 
to  take  it  in  regularly,  so  long  as  it  continues  to  support  its 
character.  It  is  the  only  work  that  I  have  ever  seen  which  is 
quite  to  my  mind:  a  work  which  was  wanted  long  ago  in  the 
scientific  world,  and  one  which,  I  am  quite  sure,  will  be  eagerly 
received  by  aD  who,  like  myself,  are  anxious  to  obtain  direct 
information  on  the  subjects  it  professes  to  embrace;  without, 
at  the  same  time,  paying  for  an  Encyclopaedia,  or  a  mass  of  other 
matters,  how  important  soever  those  matters  may  be  in  them-r 
selves. 
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I  hope  I  shall  never  undervalue  any  dtie  branch  of  literature 
or  science ;  but  I  do  think  it  a  hardship  that  one  cannot  pur- 
chase a  pi^r  on  such  a  simple  subject,  &r  instance,  as  the 
most  efficient  method  of  firing  gunpowder  by  the  electric 
spark,  without  paying  for  abstruse  essays  on  mathematical 
subjects,  and  perhaps  for  some  lengthy  papers  on  the  subject 
of  the  circulation  of  the  blood,  or  on  geology,  or  it  may  be 
phrencdogy. 

There  seems  to  me  to  be  no  necessity  now,  whatever  there 
might  have  been  in  former  times,  for  giving  our  scientific 
periodicals  that  peculiar  caste  which  they  all  assume.  They 
start  with  a  promise  of  endless  variety,  and,  in  a  few  short 
months,  settle  down  in  dull  monotony,  their  pages  exhibiting 
little  else  than  the  symbols  which  are  to  be  found  in  the  front 
of  any  of  our  mathematical  dicticmaries. 

The  path  you  have  marked  out  for  yourself  is  one  strewed 
with  the  very  exuberance  of  those  productions  on  which  the 
development  of  all  that  is  important  to  the  present  unprece- 
dented progress  of  scientific  discovery  depends.  Walk  right 
on  in  that  path ;  deviate  from  it  neither  to  the  right  hand  nor  to  • 
the  left,  and  your  Journal  will  soon  rise  to  adegree  of  eminence 
that  ypur  most  sanguine  expectations  could  scarcely  have 
anticipated. 

I  am  not  writing,  my  dear  sir,  as  a  candidate  for  the  honour 
of  appearing  in  your  pages;  my  chief  motive  is  to  congratulate 
you  on  the  appearance  of  your  work,  and  my  next  is  to  suggest 
to  you  a  topic  on  which,  I  think,  a  paper  from  you,  or  from 
some  of  your  able  correspondents,  would  be  truly  interesting. 
The  subject  to  which  I  allude  is  the  imitation  of  falling  stars 
by  common  electricity.  I  have  tried  this  experiment  with  an 
instrument  made  and  sold  for  the  purpose,  but  without  effect. 
But  I  must  do  justice  to  the  subject.  The  instrument  then, 
was  a  glass  tube  about  4  feet  long,  capped  at  both  ends,  one 
cap  terminating  within  the  tube  in  a  ball,  the  other  in  a  point : 
the  diameter  of  the  tube  about  an  inch  and  a  half.  Jars  of 
all  sizes  I  tried  to  discharge  through  this  tube  :  the  tube,  let  it 
be  remarked,  was  tried  in  various  degrees  of  exhaustion,  but 
no  effect  was  produced.  Finally,  it  was  tried  repeatedly,  with 
two  large  jars  containing  about  twelve  square  feet  of  coated 
surface,  but  no  falling  star  appeared.  As  an  instrument  for 
showing  the  aurora  borealis  it  acted  beautifully,  but  for  the 
purpose  for  which  is  was  made  it  was  of  no  more  use  than  a 
piece  of  deal  board.  Singer,  in  his  elements  of  electricity, 
tells  us  that  he  used  a  tube  **  five  feet  in  length,  and  5-8ths  of. 
an  inch  diameter,  capped  with  brass  at  each  extremity."  It 
would  have  been  well  had  he  said  how  these  caps  terminated 
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interiorly « and  if  he  had  any  peculiar  method  of  passing  through 
such  tube  the  discharge  of  the  very  large  jar  which  he  says  he 
employed.  See  p.  264  of  his  work.  The  absence  of  this 
iuformation  I  consider  as  a  great  defect  in  the  work ;  and^  by 
the  way»  is  is  a  defect  mo^t  prominent  in  many  works  of  this 
description. 

Now,  my  dear  sir^  might  I  ask  the  favour  of  your  treating 
this  subject  in  your  Annals,  at  your  leisure  ?  If  the  experiment 
be  such  as  Singer  describes  it,  it  must  be  a  very  fine  one,  but 
sure  I  am  that  no  one  from  his  imperfect  account  can  repeat 
it  The  charge  that  I  employed  will  readily  fuse  eighteen 
inches  of  pendulum  wire ;  and  I  am  willing  to  believe  that 
there  may  have  been  some  oversight  in  my  method  of  effecting 
the  imitation  of  the  falling  star,  but  I  do  assure  you  the  circuit 
was  made  complete ;  yet  the  strong  charge  only  hissed. 

You  are  quite  at  liberty  to  make  any  use  of  this  letter  you 
may  think  proper;  all  I  wish  is  such  definition  as  will  ensure 
success,  and  I  venture  to  say  that  such  definition  has  not  yet 
been  given.  When  I  put  the  instrument  to  the  test,  it  was 
with  the  assistance  of  the  person  who  furnished  me  with  it. 

With  the  most  hearty  wishes  for  the  success  of  your  excel- 
lent work,  and  in  the  hope  that,  late  in  the  month  as  it  is,  you 
will  favour  me  with  an  acknowledgment  in  your  notice  to 
correspondents,  in  any  way  you  think  proper. 

I  am,  my  dear  Sir, 

Your's,  very  sincerely, 

JAMES  MITCHELL. 


Answer  to  Mr.  MitcheWs  Letter. 

My  Dear  Sir, 
I  am  extremely  obliged  by  the  polite  manner  in  which  you 
have  been  pleased  to  express  the  sentiments  you  entertain  of 
the  periodical  I  have  ventured  to  present  to  the  notice  of 
philosophers;  and  can  assure  you,  whilst  in  my  hands,  nothing 
but  what  is  instructive,  in  the  subject  it  professes  to  promulgate 
shall  enter  its  pages.  The  ^'Annals"  may  possibly  have 
hitherto  appeared  deficient  in  foreign  intelligence,  but  that 
deficiency  has  been  occasioned  by  the  arrival  of  communi- 
cations from  our  home  correspondents,  to  a  greater  amount 
than  was  anticipated;  and  has  now  accumulated  to  an  extent 
tfiat  will  require  the  publication  of  an  extra  number  to  bring 
up  the  arrears:  which  number  will  appear  on  the  first  of 
May.  After  the  present  volume  is  completed,  I  hope  ,to  be 
enabled  to  make  proper  and  satisfactory  arrangements  for  the 


/ 


248  Miscellaneous  Articles. 

regular  introduction  of  every  things  foreign  and  domestic,  that 
is  worthy  a  place  in  the  "Annals." 

With  reference  to  the  falling  star  experiment,  I  am  not 
certain  that  I  can  give  you  much  better  information  than^ou 
have  found  in  Singer.  That  author  gives  the  best  instructions 
I  ever  met  with  ;  and^  as  far  as  my  experience  is  concerned, 
they  are  perfectly  correct.  If  any  part  be  omitted  it  is  the 
metallic  termination  in  the  tube,  which  ought  to  be  a  very 
small  well-polished  ball.  There  is,  however,  a  sad  mistake 
in  fitting  up  several  kinds  of  electrical  apparatus,  which  I 
think  is  likely  to  attend  your  tube.  I  mean  the  terminating 
of  tubes  and  other  glasses  with  sharp-edged  cylindrical  brass 
caps,  which,  in  all  cases,  throw  off  much  fluid  into  the  sur- 
rounding atmosphere.  Wiih  shouldered  glasses,  these  caps 
are  not  so  injurious;  but  cylindrical  glasses,  as  tubes,  &c. 
ought  always  to  be  capped  with  spheres  of  sufficient  size  to 
admit  the  tube  by  an  opening  in  one  side  whose  diameter 
does  not  exceed  a  chord  of  90^.  The  less  the  chord  the  bet- 
ter ;  and  the  edges  of  the  hole  to  be  rounded  and  well  polished. 
A  wooden  or  ivory  cap  is  better  than  a  metallic  one.  It  may 
then  be  cylindrical,  with  rounded  edges ;  and  a  brass  wire,  with 
the  necessary  terminations,  may  pass  through  its  end. 

Your  charged  surl'ace  was  more  than  sufficient  to  exhibit 
the  falling  star.  More  depends  upon  the  intensity  of  the 
charge  than  upon  the  extent  of  coated  surface.  The  air 
within  the  tube  ought  not  to  be  too  much  attenuated;  and 
the  tube  itself  not  too  wide ;  half  an  inch  diameter  is  quite 
wide  enough  to  ensure  success  when  the  tube  is  more  than 
three  feet  long.  When  the  colunm  of  attenuated  air  is  not  more 
than  twelve  inches  high,  its  diameter  may  be  four  inches. 
The  fluid  from  two  stjuare  feet  of  inside  coated  surface,  and  I 
suppose  less  will  do,  intensely  charged,  makes  a  fine  falling 
star  when  transmitted  through  attenuated  air  in  a  tall 
mercurial  shower  receiver,  standing  on  the  pump-plate;  its 
upper  end  being  covered  with  a  flat  plate.  If  a  ball  be  stuck 
by  cement,  or  screwed  to  the  under-side  of  the  top  plate,  it 
will  succeed  better.  When  the  receiver  is  wide  it  is  difficult 
to  succeed.  You  will  now  see  that  your  tube  is  too  wide;  and 
1  should  advise  that  there  be  no  point  inside  any  other  you 
may  fit  up  for  this  experiment.  A  small  ball  should  be  inside 
the  upper  end,  and  in  the  lower  end  either  a  ball  or  a  flat  sur- 
face. To  this  latter  you  may  employ  either  a  valve  or  % 
stop-cock. 

I  am.  Dear  Sir, 
Your's  truly, 
W.  STURGEON. 
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For  the  hiformation  of  other  readers. 


''  If  electricity  be  passed  through  an  exhausted  receiver 
gradually;  it  assumes  the  appearance  of  the  Northern  Lights ; 
but  if  a  considerable  electrical  accumulation  be  suddenly 
transmitted;  it  «rill  pass  through  the  receiver  with  all  the 
straightness  and  brilliancy  of  a  falling  star.  If  the  receiver 
is  six  inches  diameter^  and  fourteen  or  sixteen  inches  high, 
the  full  charge  of  a  moderate  sized  jar  is  necessary  to  produce 
this  effect,  and  it  occurs  most  readiiy  when  the  receiver  is  but 
moderately  exhausted,  so  that  the  rarefied  air  it  contains  may 
have  some  degree  of  resistance. 

*^  The  artificial  imitations  of  the  two  phenomena^  therefore, 
require  the  same  conditions  for  their  production  as  appear  to 
obtain  in  nature;  for  the  aurora  occurs  in  the  highest  parts 
of  the  atmosphere  where  the  air  is  most  rarefied;  and  the 
most  accurate  imitation  of  its  appearance  is  obtained  in  the 
most  perfectly  exhausted  receiver:  falling  stars  take  place 
much  lower,  where  the  air  has  more  density;  and  to  imitate 
them,  it  is  necessary  to  employ  a  medium  that  opposes  some 
resistance. 

*'  These  facts  are  confirmed  by  almost  every  possible  va- 
riation of  the  experiment,  and  in  some  instances  the  approach 
to  the  appearance  of  the  natural  phenomena  is  remarkably 
striking:  for  the  electric  fluid  may  be  made  to  pass  over  a  very 
considerable  interval  by  the  employment  of  a  proper  ap- 
paratus. 

'^  I  employ  for  this  purpose  a  glass  tube,  five  feet  in  length 
and  5-8ths  of  an  inch  diameter,  capped  with  brass  at 
each  extremity.  When  this  tube  is  exhausted,  no  ordinary 
spark  will  pass  througk  it  in  any  other  than  a  diffused  state; 
but  by  employing  the  charge  of  a  very  large  jar  a  brilliant 
spark  is  obtained  through  the  whdle  length  of  the  tube.  Mr. 
Morgan  found  that  in  a  shorter  tube  of  the  preceding  des- 
cription, the  appearance  of  a  falling  star  was  produced  by  a 
spark  which  would  pass  through  ten  inches  in  the  open  air, 
provided  the  tube  did  not  exceed  forty-eight  inches  in  length, 
and  contain  a  quantity  of  air,  which  under  common  circum- 
stances would  have  filled  one  twenty-fourth  of  its  capacity ; 
but  if  this  small  quantity  of  air  was  further  dilated  by  the 
action  of  an  air  pump,  the  most  powerful  spark  would  pass 
through  it  in  a  divided  stream.  By  employing  a  very  narrow 
tube  of  the  same  length,  the  confined  column  of  rarefied  air 
resisted  the  charge  sufficiently  to  produce  the  appearance  of 
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the  brilliant  spark  through  its  whole  lengthy  whenever  the 
accumulated  electricity  was  sufficiently  powerful  to  pass 
through  it."     Singer^s  Electricity. 


We  have  just  been  informed  that  a  new  and  definite  com- 
pound of  carbon  and  hydrogen  has  lately  been  discovered  by 
Mr.  Maugham,  Lecturer  on  Chemistry,  at  the  Adelaide 
Gallery.  This  body  is  said  to  consist  of  one  atom  of  carbon 
and  one  atom  of  hydrogen,  consequently  its  atomic  weight  is 
seven.  It  differs  entirely  from  the  other  compounds  of  these 
bodies ;  and,  in  our  next  number,  we  trust  to  be  able  to  give 
an  account  of  its  properties  and  the  mode  of  preparing  it. 
Mr.  Maugham,  we  understand  proposes  to  call  it  protohy- 
druret  or  protohydroguret  of  carbon.     Edit. 


In  the  first  number  of  these  *'  Annals"  I  have  described  an 
Electro-magnetic  Engine,  by  means  of  which,  pieces  of  ma- 
chinery are  put  in  motion.  I  have  now  to  announce  that  I 
have  succeeded  in  propelling  a  boat,  and  also  a  loco-motive 
carriage,  by  the  power  of  Electro-magnetism.  The  particu- 
lars of  their  construction  will  be  communicated  as  soon  as 
their  present  riide  state  is  sufficiently  corrected  for  their  ap- 
pearance in  public. 

w.  s. 
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XLIX.  On  the  theory  of  Magnetic  Electricity.  By 
William  Sturgeon^  Lecturer  on  Experimentai  Philo* 
sophy,  at  the  Honourable  E(z$t  India  Company^s  Military 
Seminary y  Addiscombe,  8fc,  8fc. 

(  Continued  from  page  200  J. 

I  believe  it  is  generally  admitted  by  writers  on  magnetism, 
that  a  steel  bar  in  a  stat«  of  polarization  is  surrounded  on 
every  side  by  the  magnetic  matter^  frequently  called  the 
magnetic  effluvium,  which  forms  to  the  bar  a  species  of  mag- 
netic atmosphere.  This  point  being  granted^  it  will  be  a 
matter  of  no  consequence  to  the  present  undertaking,  whether 
this  effluvial  matter  be  stationary  as  regards  the  magnet,  or 
whether,  as  some  have  imagined,  it  be  continually  flowing 
from  pole  to  pole :-  it  will  be  sufficient  for  the  present  purpose 
to  consider  it  as  consisting  of  exceedingly  minute  polarized 
particles,  emanating  immediately  from  the  surfttce  of  the  steel; 
— concessions  of  no  novel  character, — and  such,  I  imagine,  as 
but  few  will  be  found  willing  to  deny. 

With  regard  to  the  distribution  of  the  virtual  intangible 
magnetic  particles  in  the  vicinity  of  the  bar,  we  cannot  perhaps 
be  more  correctly  directed  for  information  than  by  examining 
attentively  the  arrangement  of  fine  particles  of  iron,  when 
gently  and  promiscuously  scattered  on  paper,  beneath  which 
is  placed  a  magnetic  bar ;  for,  notwithstanding  the  magnetic 
matter  itself, — in  consequence,  perhaps,  of  the  exceeding  mi- 
nuteness of  its  particles,— escapes  the  cognizance  of  vision, 
the  distribution  of  the  ferruginous  particles  being  accomplished 
by  its  polarizing  efficacy,  may  very  justly  be  considered  as  the 
true  representative  of  the  distribution  of  the  virtual  intangible 
magnetic  matter  enveloping  the  surface  of  the  st-eeL 

Now,  ad  those  elemental  magnetic  intangibles  are  polar, 
their  poles  will  necessarily  be  arranged  according  to  the  im- 
mutable laws  exhibited  by  visible  tangible  ma^ets ;  to  which 
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they  are  the  main -spring  of  all  their  energies,  and  the  only 
active  agents  by  which  their  mysterious  phenomena  are  called 
forth,  as  displayed  in  the  silent  motions  of  the  passive  obedient 
steel.  Regular  concatenations  of  alternate  north  and  south 
poles,  will,  by  their  mutual  attraction,  pervade  every  part  of 
the  magnetic  effluvium  as  decidedly  and  as  uniformly  as  in  a 
consecutive  series  of  polarized  ferruginous  bars. 

Under  these  considerations  it  will  readily  appeaxi  that  all 
the  elemental  magnetic  particles  enveloping  the  north  portion 
of  a  regularly  magnetized  bar  of  steel  will  have  their  south 
poles  directed  towards  the  surface  of  the  metal,  and  conse- 
quently all  their  north  poles  will  be  directed  outwards  in 
every  part  of  the  arrangement.  Precisely  the  reverse  of  this 
distribution  of  poles  will  take  place  in  the  magnetic  matter 
enveloping  the  south  portion  of  the  steel ;  so  that  in  this  case 
the  north  poles  will  be  directed  towards  the  south  portioa  of 
the  metal,  and  consequently  all  the  south  poles  will  be  turned 
outwards. 

If  now  we  contemplate  the  arrangement  which  would  take 
place  in  the  vicinity  of  one  polar  portion  only,  of  a  piece  of 
steel,  supposing  it  to  be  uninfluenced  by  a  pole  of  the  other 
kind,  we  shall  discover,  by  the  laws  of  magnetics,  that  the 
polar  affections  of  the  enveloping  masnetic  matter  will  arrange 
the  particles  of  which  it  is  composed,  into  radial  polar  lines, 
emanating  &om  every  part  of  the  steel  surface;  for,  as  each 
individual  line  will  be  formed  by  the  attachm^it  of  a  conse- 
cutive series  of  dissimilar  poles  of  elementary  particles,  the 
remote  extremities  of  all  these  virtual  magnetic  lines  will 
become  similarly  polarized :  in  consequence  of  which,  they  will 
have  a  con$tant  tendency  to  diverge  from  each  other.  Hence 
if  we  be  contemplating  the  norti^  polar  portion  of  the  stee^ 
the  remote  extremities  of  the  virtual  magnetic  lines  will  be 
north  polar ;  but  if  it  be  the  south  portioa  of  the  steel  which 
comes  under  considerati<m,  the  remote  extremities  of  the 
magnetic  lines  will  be  south  polar.  Hence  also,  the  lines  of 
magnetic  action  which  envdope  a  bar  of  steel  dis{daying  two 
poles  only,  may  be  divided  into  two  distinct  classes  or  systems ; 
one  of  which  may  be  called  north  polar,  and  the  other  south 
polar.  If  it  were  possible  that  either  of  these  systanaof  mag- 
netic lines  could  be  displayed  separately  and  independently  of 
the  disturbing  force  of  the  other  system,  those  lines  would  be 
perfectly  straight,  or  without  flexure  in  every  part  of  their 
course ;  that  is»  they  are  n^tuscally  right  lines ;  and  if  the 
magoetisi^d  body  wexe  a  q^(«^  tihe  virtual  polar  mafttetic 
lijOM  would  rftdiatjiigi  cidsUt  UwdfroiKt^vevypax^gf  itoiur&cei 
(See  fig.  59,  and  60,  Plate  IX.) 
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Hitherto  I  have  endeavoured  to  explain  what  I  conmder 
radiating  magnetic  polar  lines,  emanating  without  obstraction, 
from  a  magnetized  piece  of  steely  under  t)ie  supposition  of  its 
being  unipolar  on  every  part  of  its  surface :  but  as  no  piece  of 
steely  of  whatever  form  it  may  be  made,  has  yet  been  known 
to  exhibit  one  uniform  pdar  state,  but  on  the  contrary,  each 
piece  of  magnetized  steel  invariably  displays  a  plurality  of 
pc^esy  and  one  at  least  of  eadi  description^— it  will  next  be 
necessary  to  take  into  consideration  in  what  manner  the  two 
systems  of  polar  matter  affect  each  other,  and  in  what  manner 
the  elementary  polar  lines  of  each  system  become  deflected 
out  of  their  natural  rectilinear  coarse  by  their  mutual  attrac- 
tion of  each  other. 

If  fine  sted  or  iron  filings  be  gently  scattered  on  a  sheet  of 
cavd  p^>er,  under  which  is  placed  a  bar  magnet,  they  will  im- 
mediately become  polarized  by  the  influence  of  the  magnetic 
matter  enveloping  the  bar ;  and  if  they  be  slightly  agitated  by 
bitting  the  paper  a  few  gentle  taps  with  a  pencil  or  other  such 
light  body,  they  will  become  arranged  in  multitudes  of  ex* 
eeedingly  fine  lines,  some  of  which  will  be  straight,  and  otheis 
enrved^asin  fig.  61.  Conspicuous  lines,  each  with  a  dash 
across  one  of  its  extremities,  are  drawn,  to  show  their  general 
positions  in  each  system. 

In  this  arrangement  of  the  femignxms  particles  we  have 
perhaps  a  pretty  correct  picture  of  a  longitudinal  section  of 
the  distribution  and  arrangement  of  the  iatangible  magnetic 
HHitter  enveloping  the  steel  bar.  Near  to,  and  around  the 
extremities  of  the  bar,  the  two  systems  of  polar  lines  proceed 
nearly  in  their  natural  rectilinear  direction ;  but  those  polar 
lines  of  each  system  which  arc^  more  vicinal  to  the  neutral  point, 
ov  to  the  neutral  line  e  q,  which  crosses  the  centre  of  the  bsr,  in 
c<msequence  of  presenting  poles  of  different  characters  out- 
wards, do,  by  their  mutual  attractions,  aberrate  from  their 
natural  course,  and  bend  or  incline  towards  each  other;  forming 
curves  of  different  degrees  of  flexure,  according  to  the  powers 
of  their  reciprocal  forces,  and  their  distances  from  each  other. 
If  the  steel  bar  be  cylindrical,  and  uniformly  magnetised  on 
every  side,  then,  whatever  longitudinal  line  of  this  magnet  be 
turned  upwards,  or  towards  the  paper,  a  similar  arrangement 
of  polar  lines  will  be  exhibited,  demonstrating  in  the  most 
satisfactory  manner  that  the  virtual  polarizing  magnetic  mat- 
ter coiiq[iletely  envelops  the  ferruginous  cylinder.  Fig.  59  & 
60  refMresent  the  distribution  of  fine  particles  of  iron  when 
strewed  on  paper  above  the  ends  of  the  cylindrical  magnet. 

Fig.  62  is  a  representation  of  the  arrangement  of  fine  par- 
ticles of  iron,  strewed  on  paper  above  a  horse-shoe  magnet, 
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which  affords  a  tolerably  exact  idea  of  the  direction  of  the 
invisible  polar  magnetic  lines  as  they  are  distributed  in  the 
plane  of  the  magnet.  Fig.  63  represents  the  arrangement  and 
distribution  of  iron  filings^  scattered  over  a  transverse  section, 
or  over  the  poles  of  the  same  magnet. 

In  fig.  62  it  is  observable  that  the  magnetic  polar  lines  exhibit 
the  greatest  degree  of  aberration  from  their  natural  rectilinear 
direction,  in  front  of  the  metallic  poles^  whilst  but  very  tri- 
fling deflections  of  the  polar  lines  are  to  be  seen,  along  the 
edges  of  the  magnet ;  even  on  the  outside  of  the  limbs  the 
aberrations  are  much  less  than  those  exhibited  on  the  surface 
of  the  bar  magnet  fig.  61  at  similar  distances  from  the  poles. 

In  this  case  the  magnetic  polar  lines  maintain  their  natural 
rectilinear  direction,  even  at  considerable  distances  from  the 
extremities  of  the  metal,  and  particularly  between  the  limbs 
of  the  magnet ;  in  consequence  of  the  two  systems  emanating 
from  the  metallic  surface  in  diametrically  opposite  directions, 
and  meeting  each  other,  as  it  were  in  the  same  rectilinear  path. 
On  the  outside  of  the  limbs,  the  aggregate  of  the  two  systems 
of  polar  lines,  in  the  plane  of  the  magnet,  are  not  only  so  far 
separated  from  each  other  as  to  be  little  affected  by  their  mu- 
tual attraction,  but  are  also  so  situated  with  regard  to  the 
transverse  curvilinear  forces  (see  fig.  63),  that  they  form  a 
series  of  resultant  right  lines  in  the  plane  of  the  magnet, 
lliese  lines  have,  however,  a  small  degree  of  flexure  from  their 
natural  course,  arising  from  their  mutual  attractions  in  the 
direction  of  the  metal,  which  bend  them  a  little  towards  the 
centre  of  the  magnet. 

Having  thus  illustrated  what  I  consider  to  be  the  virtual 
polar  magnetic  lines,  and  also  their  most  usual  arrangements 
in  the  vicinity  of  steel,  or  other  ferruginous  magnets,  I  now 
propose  to  show  that,  the  excitation  of  magnetic  electricity, 
and  also  the  direction  of  the  currents  excited,  are  referrible  to 
the  agency  and  position  of  these  polar  magnetic  lines  alone ; 
without  any  regard  whatever  to  the  poles,  figure,  or  position 
of  the  steel  which  they  envelop ;  any  further  than  as  thos^ 
lines  are  casually  arranged  on  its  surface,  by  the  diverse  arbi- 
trary forms  and  proportions  it  is  so  frequently  made  to  assume. 

The  theory  of  electric  excitation  by  magnetic  agency  will 
be  embraced  in  the  following  positions : — 

Position  1. — Magnetic  electricity  may  be  excited  in  all  the 
metals,  and  perhaps  in  some  other  conductors  of  electricity. 

Position  2. — I'he  excitation  depends  upon  a  disturbance 
of  the  equilibrium  of  the  electric  fluid  natural  to  the  metal ; 
by  its  impinging  on  the  exciting  polar  magnetic  lines;  and 
iri  accoroplishecl  by  mechanical  motion,  either  of  the  metallic 
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body  to  be  excited^  or  of  the  magnet, — or  of  both  at  the  same 
time.  For  simplification^  however,  we  will  suppose  the  mag- 
net to  be  stationary,  and  the  metallic  body  alone  to  be  put 
into  motion. 

Remark. — As  the  electric  .fluid  by  this  process  has  not  as 
yet  been  recognised  in  any  other  state  than  that  of  motion, 
the  phenomena  are  necessarily  displayed  upon  the  principles 
of  electro-dynamics.  Hence  the  term  ^^ excitation^*  in  this 
place  is  to  be  considered  not  only  expressive  of  a  process  for 
simply  disturbing  the  electric  fluid,  but  as  one  which  is  capa- 
ble of  communicating  to  various  quantities  of  it  an  infinite 
variety  of  velocities.  And  as  the  quantity  of  fluid  in  motion, 
and  the  velocity  with  which  it  moves,  will  conjointly  constitute 
an  electro-momentum,  which  at  all  times  will  be  proportional 
to  the  product  of  its  constituent  elements  ;  it  is  therefore  the 
production  of  the  electro-momentum  which  is  to  be  understood 
when  we  speak  of  various  degrees  of  excitation. 

Indeed,  whatever  may  be  the  nature  of  the  exciting  agent, 
or  the  mode  of  its  application,  it  is  in  this  sense  only  that  the 
term  excitation  can,  with  any  degree  of  propriety,  be  applied 
when  electric  currents  and  tneir  effects  are  the  phenomena 
under  contemplation.  Electro-momentum  is  an  expression 
which  at  once  conveys  to  the  mind  the  author's  meaning, — 
that  it  is  the  production  of  the  velocity  multiplied  into  the 
quantity  of  electric  matter,  which,  by  the  process,  whatever 
may  be  its  character,  is  impelled  into  motion  from  its  previous 
statical  repose. 

Electric  currents  generated  by  a  voltaic  battery  are  consti- 
tuted of  distinct  alternate  charges  and  discharges  of  the  electric 
matter,  or  of  electro-pulsations ;  and  may  be  assimilated  to 
the  currents  of  blood  through  the  animal  system,  which  are 
produced  by  the  alternate  charges  and  discharges  at  the  heart 
And  it  is  very  fiBu:  from  being  immrobable  that  both  are  actu- 
ated upon  the  same  principle.  The  electric  fluid  called  forth 
by  a  voltaic  battery  is,  therefore,  alternately  accumulating  and 
discharging  during  the  whole  time  the  instrument  is  in  action. 
In  the. former  case  the  intensity  is  exalting ;  but  it  is  in  the 
latter  alone  that  the  force  is  exhibited :  which  force  is  the 
production  of  the  quantity  of  fluid  discharged,  and  the  velocity 
with  which  it  moves  conjointly ;  which  may  very  clearly  be 
understood  by  the  term  electro-momentum. 

As  however  the  electro-pulsations  in  most  cases*  are  pro- 
duced loo  rapidly  to  be  separately  considered,  it  is  the  aggre- 
gate of  the  multitudinous  electro-pulsations  constituting  the 
general  discharge  in  a  given  time,  that  is  to  be  understood  by 
the  term  electro-momentum  when  a  voltaic  battery  is  the 
instrument  employed  for  generating  the  electric  currents. 
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Thermo-electric  cnireiits  are  also,  in  some  cases,  of  a  pul- 
satory character ;  for,  as  several  of  the  metals  are  constituted 
of  crystals^  and  those  crystals  of  distinct  elementary  metallic 
films  (see  my  paper  on  the  Thermo-magnetism  of  simple  me- 
tals,  PhiL  Mag.  and  Annals,  vol.  x.*),  tne  heat,  which  in  this 
case  is  the  impelling  agent,  must  necessarily  arrive  at  a  certain- 
degree  of  concentration,  or  of  intensity,  if  you  please,  in  one 
film,  or  distinct  metallic  element,  before  it  can  possibly  take 
possession  of  the  next.  Consequently,  however  small  and 
inappreciable  may  be  the  interruption  in  each  stage  of  its  pro* 
gress,  each  interruption  must  necessarily  produce  a  virtual 
pause;  the  very  existence  of  which  in  the  advances  of  heat 
from  film  to  film  will  constitute  a  pulsatory  progression. 

In  the  M arechausianf  colonne  pendule,  or  dry  electrical 
column,  the  electro-pulsations  are,  in  consequence  of  the  very 

Seat  number  of  interrupting  papers,  lessfrequent  than  in  eithex 
e  process  of  Volta,  or  in  that  of  Seebeck.  Notwithstanding 
which,  the  instrument  produces  slow  pulsatory  currents. 

The  favourite  term  intensity,  so  frequently  pressed  into  the 
service  of  some  writers,  appears  to  have  no  definite  meaning 
in  the  vague  manner  in  which  it  is  generally  employed.  It 
occurs,  sine  discriminationey  in  electro-statics  and  electro- 
dynamics as  if  no  real  difference  existed  in  the  two  distinct 
conditions  of  the  electric  matter ;  and  as  it  is  very  far  from 
being  expressive  of  either  of  them,  it  can  never  be  intelligibly 
employea  in  that  double  capacity. 

When  first  introduced  as  a  technical  term  in  electricity,  it 
appears  that  intensity  was  intended  to  express  degree  of  an 
electro-statical  charge  ;  and  it  has  never  yet  been  employed 
to  denote  distinctly  an  electric  force  constituted  of  quantity 
and  velocity.  Intensity,  therefore,  cannot  be  considered  as 
synonymous  with  momentum,  which  admits  not  of  being 
warped  into  electro-statics,  nor  of  being  dispensed  with  in 
electro-dynamics. 

The  term  induction  is  in  precisely  the  same  predicament  as 
that  of  intensity,  and  may  very  justly  be  considered  as  a  fel- 
low slave,  variously,  and  often  unintelligibly,  employed. 

Poiition  3. — When  the  metallic  body  moves  in  any  given 
direction  with  regard  to  the  polar  magnetic  lines,  the  more 
rapid  the  motion  the  greater  will  be  the  degree  of  excitation* 
or  electro-momentum  poduced ;  and  vice  versa,  the  slowa 
the  motion  the  less  wlU  be  the  degree  of  excitation.  Conse- 
quently, when  the  velocity  is  at  a  minimum  or  notiiing>  no 
excitation  whatever  can  exist. 

^  This  paper  will  shortly  appear  intha  Auuilt  of  Eleetriciiyy  Ac 

+  M.  Marechaux  appears  to  have  constructed  the  first  dry  electric 
column,-— v^a.  (fe  Chxfn,  finr  JaBuarji  1800* 
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K — If  tibe  excHed  body  be  of  mith  HmmmooM  «• 
to  have  the  whole  of  its  natural  electric  fluid  put  into  motion 
by  the  process,  the  electro-momentum  would  always  be  pro- 
portional to  the  velocity,  because  of  the  quantity  of  fluid  in 
motion  being  ccmstantly  the  same ;  and  as  by  position  2,  the 
motion  of  the  fluid  depends  upon  the  motion  of  the  excited 
metal,  the  velocity  of  the  former  will  at  all  times  depend  upon 
that  of  the  latter ;  and  consequently  the  electro- momentum  or 
extent  of  excitation  will  be  proportional  to  the  velocity  of  the 
moving  body  under  excitation. 

There  may  possibly,  however,  be  a  limit  to  the  extent  of 
excitation  by  an  increase  of  motion,  when  the  velocity  is  very 
great,  in  consequence  of  the  yielding  of  the  exciting  magnetic 
lines  to  the  force  of  the  moving  body,  or  to  its  electric  fluid 
whilst  striking  them  with  great  rapidity.  But  as  &r  as  my 
experiments  and  observations  have  been  conducted,  I  am  led 
to  believe  that  the  electro-momentum  may  be  exalted  by  an 
increase  of  motion  until  the  velocity  becomes  exceedingly 
great. 

Position  4.' — When  the  velocity  of  the  moving  body,  and 
the  energy  of  the  exciting  polar  magnetic  lines  are  constant, 
the  maximum  of  excitation  will  be  accomplished  by  the  body 
moving  at  right  angles  to  those  lines  against  which  it  im* 
pinges. 

Position  6. — When  (he  direction  in  which  the  body  moves 
is  inclined  to  tlie  axis  of  the  exciting  polar  magnetic  lines  at 
any  other  angle  than  90^  it  receives  no  more  excitation  than 
what  is  due  to  the  ^antity  of  its  motion  taken  in  the  direc- 
tion perpendicular  to  that  axis. 

luustration.^^AB  the  excitation  of  the  body,  or  of  the  elec- 
tric fluid  which  it  contains,  depends  upon  its  collision  with  the 
polar  magnetic  lines ;  the  greater  the  number  of  those  lines 
against  which  the  body  strikes  in  a  given  time,  the  greater 
will  be  the  number  of  exciting  impressions  accomplished  in 
that  time. 

Let  ab  and  ac  (fig.  64),  be  two  directions  in  which  a  piece 
of  metal  is  caused  to  move :  the  former  perpendicular,  and  the 
latter  oblique  to  the  axis  of  the  group  <^  polar  magnetic  lines, 
represented  by  the  vertical  lines  dashed  across  their  heads 
in  the  figure.  If  now  ab-iizac  represent  the  velocity  in  each 
cUrection,  then  those  two  lines  will  also  represent  the  spaces 
through  which  the  body  moves  in  two  equal  portions  of  time. 
Now  it  is  evident,  by  mere  inspection  of  tne  figure,  that  whilst 
the  body  moves  from  a  to  &,  in  the  direction  perpendicular  to 
the  axis  or  general  direction  of  the  polar  magnetic  lines,  it 
will  have  to  impinge  against  a  greater  number  of  those  ex* 
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citing  lines  than  whilst  moving  in  the  oblique  direction  from 
a  to  ().  Or  the  body  will  impinge  on  no  greater  a  number  of 
polar  magnetic  lines  whilst  passing  obliquely  from  a  to  c,  with 
the  velocity  a  c,  than  it  would  strike  by  moving  with  the  less 
velocity  a  d  =/6,  the  quantity  of  its  motion  taken  in  the  per- 
pendicular direction  a  b. 

But^  as  the  velocity  is  supposed  to  be  constant  in  both  di- 
rections^ then  the  same  number  of  exciting  impressions  will 
be  accomplished  by  the  body  being  in  motion  during  a  part 
a  dy  only^  of  the  time  a  b,  in  the  perpendicular  direction  a  b, 
as  will  be  accomplished  by  its  being  kept  in  motion  the  whole 
of  the  time  aczzab,m  the  oblique  direction  a  c. 

Corollary. — Hence  it  is  evident,  that  if  a  metallic  body 
were  to  move  in  the  direction  of  the  axis  of  a  group  of  parallel 
polar  magnetic  lines,  it  would  suffer  no  excitation  whatever. 
The  position  is  also  conformable  to  experiment. 

Position  6. — The  natural  or  primitive  channel  of  an  elec- 
tric current  generated  by  magnetic  agency  is  at  right  angles 
to  the  axis  of  the  exciting  polar  magnetic  lines,  whatever,  may 
be  the  direction  in  which  the  excited  body  moves. 

Remarks. — ^The  current  may,however,^be  led  or  conducted 
in  various  other  directions,  according  to  the  figure  and  dimen- 
sions of  the  metal  employed,  and  the  various  directions  in 
which  it  may  be  put  into  motion ;  notwithstanding  which,  the 
primitive  channel  of  the  current  will  be  constantly  the  same, 
at  right  angles  to  the  axis  of  the  exciting  polar  magnetic 
lines. 

Position  7. — The  direction  in  which  the  current  flows  with 
regard  to  the  exciting  polar  magnetic  lines,  is  constantly  the 
same,  whatever  may  be  the  direction  in  which  the  metal  is 
put  into  motion,  or  to  whatever  extremity  or  other  part  of  a 
magnet  the  metal  may  be  applied. 

illustration. — Let  a,  6,  c,  d  fig.  65,  be  a  ring  of  metallic 
wire,  placed  with  its  plane  horizontal,  and  embracing  a  bun- 
dle or  group  of  polar  magnetic  lines,  the  axis  of  which  passes 
through  the  centre  of,  and  at  right  angles  to,  the  plane  of  the 
ring. 

Let  those  magnetic  lines  emanate  from  the  south  magnetic 
pole  of  a  bar  of  steel  placed  beneath  the  paper  on  which  the 
figure  is  drawn.  Consequently,  their  south  poles  (marked 
poles)  will  be  upwards,  and  may  very  conveniently  be  repre- 
sented by  the  group  of  small  crosses  embraced  by  the  nng. 
Fig.  66  is  an  oblique  view  of  fig.  65. 

If  now  the  ring  be  put  into  motion  in  its  own  plane,  it  will 
be  a  matter  of  no  consequence  which  side  advances  towards 
the  centre ;  the  electric  current  thus  excited  will  flow  in  every 
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pert  of  the  ring  in  one  and  the  same  direction ;  which  direc- 
tion IB  indicated  by  the  four  exterior  arrows^  fig.  65. 

Now^  as  the  group  of  polar  magnetic  lines  is  stationary,  and 
encompassed  by  the  ring,  it  will  be  that  part  only  of  the  ring^ 
which  advances  towards  the  centre  or  axis  of  the  group,  whidi 
will  receive  the  exciting  impressions.  The  opposite  side,  in- 
stead of  impinging  on  the  polar  magnetic  lines,  absolutely  re- 
cedes from  them,  and  operates  in  no  other  capacity  than  that 
of  conductor  to  the  excited  current  in  the  advancing  side. 
So  that  whether  it  be  a,  6,  c,  or  d^  which  advances  towards  the 
centre,  their  opposite  sides  Cy  dy  a,  or  b  will  respectively  recede 
from  the  axis  of  the  group,  and  become  conducting  parts  of 
the  ring,  whilst  the  former  correlative  parts  are  receiving  the 
exciting  impressions. 

Fig.  67  represents  the  ring  cut  open  in  four  places,  and  each 
part  made  perfectly  straight  to  represent  four  separate  pieces 
of  wire. 

Let  any  one  of  these  wires  advance  towards  the  centre  of 
the  group  of  polar  magnetic  lines.  Then  as  the  excitation  in 
this  case  is  under  precisely  the  same  circumstances  as  in  the 
former,  the  electric  current  in  the  advancing  wire,  or  part  of 
the  ring,  is  also  constant  and  uniform  in  its  primitive  direc- 
tion, flowing  in  one  and  the  same  invariable  course,  relatively 
to  the  exciting  polar  magnetic  lines  which  gave  it  birth  and 
activity.     (See  the  arrows  in  fig.  67). 

To  femiliarize  still  frirther  this  beautifrd  law  of  magnetic 
electricity : — Let  any  man  suppose  himself  to  be  placed  in  the 
axis  of  a  group  of  polar  magnetic  lines,  similarly  situated  to 
those  in  fig.  65  and  66.  Let  him  now  stand  or  suppose  him- 
self to  be  standing  in  the  centre  of  a  hoop  or  rin^  of  metal. 

Whilst  in  this  position,  let  him  permit  the  nng  to  move 
ia  its  own  plane.  Consequtotly,  some  part  of  it  will  advance 
towards  him,  whilst  the  opposite  part  will  recede  from  him. 
The  former  will  receive  the  exciting  impressions,  apd  the  lat- 
ter will  become  a  portion  of  the  conducting  circuit. 

Let  him  now  look  to  whatever  side  of  the  ring  he  pleases, 
the  current  before  him  will  be  flowing  from  his  right  to  his  left 
hand. 

If  it  be  the  excitation  of  a  straight  wire  which  he  is  con- 
templating, let  him  consider  it  as  a  portion  of  the  original  rinff , 
or  as  one  of  the  straight  pieces  in  fig.  67,  permitting  it  to  ad- 
vance towards  his  front  i  his  left  hand  will  be  the  unerring 
index  to  point  out  the  direction  of  the  passing  electric  cur* 
rent 

A  walking-stick,  or  any  other  such  article,  may  very  well 
represent  the  metal  to  be  excited ;  then  a  person  standing  in 
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the  position  of  the  polar  magnetic  linea^  as  represented  in  fig. 
65, 66,  and  67,  and  holding  the  stick  before  him,  by  its  eztre* 
mities,  one  in  each  hand,  and  at  right  angles  to  the  axis  of  his 
person,  or  to  a  straight  line  drawn  from  his  head  to  his  feet, 
will,  by  palling  the  stick  towards  him,  show  the  proper  direc- 
tion of  motion  for  effecting  the  greatest  degree  of  excitation 
under  the  conditions  laid  down  in  Position  4 ;  and  by  the 
illustration  of  Position  7,  the  current  would  flow  through  tha 
stick  from  the  right  to  the  left  hand« 

The  preceding  positions  will,  if  I  have  not  deceived  myself, 
exhibit  a  correct  view  of  one  class. at  least  of  the  natural  ele* 
ments  of  magnetic  electricity;  viz.  those  proximate  theoretical 
laws  which  govern  its  excitation,  and  give  direction  to  its  polar- 
izing streams.  They  are  those  laws  by  which  the  display  of 
the  phenomena  is  accomplished  and  regulated,  and  by  which 
it  may  very  simply  be  explained,  and  easily  understood.  By 
these  laws  the  experimenter  may  be  directed  in  his  manipula* 
tion,  and  with  precision  he  may  foretel  the  direction  of  the 
resulting  electric  streams. 

It  is  probable,  however,  that  other  laws  are  in  operation 
daring  this  novel  process  of  excitation,  which  are  still  more 
remotely  situated  from  observation ;  and  require  for  their  de* 
velopment,  experiments  and  a  mode  of  reasoning  of  a  very 
different  order  to  those  which  have  been  employed  for  OTgaxk-- 
izing  the  system  of  laws  already  explained. 

It  appears  to  me  that  electric  currents  generated  by  mag- 
netic excitation  perform  an  active  part  in  bringing  into  play 
another  agent,  wnose  influence  modifies  the  degree  of  electric 
energy  to  a  considerable  extent.  The  polarization  of  the  ma|^* 
netism  of  the  conducting  metal,  or  of  the  surrounding  medium, 
or  of  both,  is  called  into  immediate  action ;  and  becomes  ar- 
rayed in  polar  lines  as  precisely  and  as  uniformly  as  those  of 
the  ferreous  body,  whicn  are  the  first  parents  or  main  spring 
€£  the  whol^  phenomena.  These  systems  of  true  electro-mag- 
netic lines,  operate  by  laws  similar  to  those  which  attend  the 
action  of  the  polar  lines  arranged  by  direct  magnetic  iufluence 
around  the  surfaces  of  ferreous  bodies ;  but  as  they  are  not 
so  familiar  to  observation,  and  often  operate  as  a  secondary 
cause  in  the  production  of  phenomena;  and  in  some  cases 
even  at  a  more  remote  distance  from  the  primitive  source  of 
excitement,  it  is,  perhi^s,  not  to  be  wondered  at,  that  their 
influence  and  laws  of  action,  have  been  permitted  to  remain 
so  long  in  concealment. 

Remote  and  mysterious  as  the  agency  of  the  natural  mag- 
netism of  the  metal  in  this  and  other  processes  of  exciting 
electricity  may  appear  in  the  present  infantile  stage  ci  the 
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science^  I  have  much  reason  to  suppose  that  such  is  the  feet. 
The  phefnomena  in  magnetic  electricity,  as  well  as  those  in 
dectro-magnetism,  are  highly  favourable  to  the  hypothesis; 
and  I  am  not  aware  of  an  exception  that  militates  direcUy 
against  it.  Moreover*  the  facility  with  which  the  modtu 
operandi  might  be  exjdained  upon  the  simple  principles  of 
polar  magnetic  lines  alone^  would,  I  am  persuacfed^  ciiablish 
a  d^;ree  of  plausibilitv  at  leasts  not  easily  shaken  by  any 
counter-reasoning  likely  to  be  advanced ;  and  the  illustrations 
which  it  would  be  possible  to  bring  forward  in  support  of  such 
an  hypothesis,  might  possibly  be  the  means  of  fixing  a  basis 
on  which  the  theory  of  excitation  in  this  curious  branch  of 
physicfiT  is  eventually  and  permanently  to  be  established. 

The  same  class  of  remote  laws  apply  equally  to  electro* 
magnetism  as  to  magnetic  electricity ;  and  it  would  be  very 
difficult  indeed,  independently  of  those  laws,  to  completely 
harmonize  with  each  other  the  phenomena  displayed  by  the 
two  different  modes  of  excitation. 

With  regard  to  electro-magnetic  action,  the  idea  can  hardly 
be  said  to  be  novel.  Mr.  Buxton  long  ago  asserted  that  the 
magnetism  of  the  conducting  wire  becomes  polarized,  and  is 
the  intermediate  agent  between  the  transmitted  electric  cur- 
rent and  the  magnet  employed ;  but  the  illustrations  which 
have  been  advanced  by  that  gentlemoi  would  certainly  require 
considerable  modification  to  establish  a  theory  on  those 
principles. 

I  have  heard  brought  forward,  as  an  argument  against  the 
hypothesis  of  magnetic  polarity  of  the  oonducting  wire,  an 
experiment  of  Sir  H.  Davy's,  which  showed  the  deflection  of 
an  electric  current  passing  through  air  between  the  charcoal 
points  of  a  voltaic  battery,  by  the  presentation  of  a  magnetic 
pole.  Such  arguments  can  have  but  very  little  force  in  dis* 
cussions  of  this  character;  for  the  experiment  develops  nothing 
different  to  the  generality  of  electro-magnetic  phenomena. 
If  an  electric  current  be  capable  of  rousing  into  activity  the 
dormant  magnetic  powei^s  of  ferruginous  matter,  no  doubt 
can  possibly  be  entertained  of  its  susceptibility  of  being 
put  into  motion  by  the  energies  of  an  sJready  formidable 
polarized  bar. 

This  is  the  extent  of  reasoning  to  which  the  experiment 
can  be  applied  even  under  the  supposition  of  the  electric 
current  being  the  immediate  agent  in  the  process  of  magnetiz- 
ing iron  or  steel,  and  that  no  intervening  polarization  of  the 
conducting  wire  is  concerned  in  the  operation;  which,  in  fact, 
is  no  argument  whatever,  further  than  might  be  advanced 
from  any  other  electro-magnetic  experiment. 
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■  On  the  other  hand,  it  might  be  inferred  with  a  great  deal 
of  propriety^  that  if  the  electric  current  is  capable  of  calling 
forth  the  latent  mafi;netism  of  hard  steel,  in  which  it  is  pent 
up  and  retained  witn  a  degree  of  vigour  which  requires  the 
greatest  efforts  of  the  exciting  agent  to  extricate  it  and  accom- 

Elish  its  polarity  even  to  a  comparatively  small  extent ; — ^it  is 
ut  reasonable  to  expect  that  in  those  metals  which  do  not 
possess  so  exalted  a  degree  of  retention  as  hard  steel,  the  same 
exciting  agent  would  accomplish  a  polarity  to  a  much  greater 
extent. 

This  simple  induction  is  beautifully  illustrated  and  substan- 
tiated by  demonstrable  facts,  by  comparative  experiments  on 
soft  iron  and  hard  steel ;  and  it  was  by  the  same  mode  of  rea- 
soning that  I  was  first  led  to  construct  electro-magnets  of  soft 
iron* ;  since  which  time  the  practice  has  been  pursued  with 
more  than  anticipated  success. 

The  facility  of  polarizing  the  magnetic  matter,  or  of  arrang- 
ing it  into  active  polar  lines  by  anv  constant  exciting  force^ 
appears  to  be  inversely  proportional  to  the  retentive  quality  of 
the  metal  on  which  the  process  is  performed. 

The  retention  of  magnetic  polarity  is  displayed  to  the 
greatest  extent  by  very  hard  steel.  After  this  the  retentive 
&culty  diminishes  with  various  grades  of  hardness  down  to 
soft  steel ;  thence  by  gradations  downwards  to  the  softest  iron, 
which  exhibits  the  f&culty  of  retaining  magnetic  polarity, 
only  in  a  very  slight  degree  indeed.  But  the  facility  of  mag- 
netizing those  bodies,  and  the  extent  to  which  their  polarity 
is  exhibited,  are  in  precisely  the  reverse  order. 

Now,  as  the  retention  of  polarity  appears  to  result  from  a 
want  of  facility,  on  the  part  of  the  metal,  to  re-admit  the  mag- 
netic matter  which  the  exciting  agent  has  arranged  into  active 
polar  lines  on  its  surface  and  vicinal  medium ;  and  as  those 
metals  which  display  the  retentive  faculty  in  the  greatest  de- 
gree also  offer  the  greatest  resistance  to  the  formation  of  those 
polar  lines,  or  to  the  escape  of  the  magnetic  matter  from  its 
ferruginous  prison ; — this  disposition  evinced  by  the  metal,  of 
resisting  both  the  egress  and  ingress  of  the  magnetic  matter, 
must  necessarily  arise  from  a  natural  tendency  which  it  pos- 
sesses to  reftise  the  transmission  of  the  magnetic  element. 
Hence  those  metals  which  retain  magnetic  polarity  in  the 
highest  degree  may  be  called  inferior  magnetic  conductors ; 
and  those  which  retain  no  traces  of  polarity  after  the  exciting 
process  has  ceased  to  operate,  may  be  called  superior  mag- 

♦  See  Transactions  of  the  Society  of  arts,  &c.  vol.  xliii.;  Phil. 
Mag.  and  Annals,  N.  S.,  vol.  xi.  p.  194. 
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netic  conductors^  with  as  much  propriety,  and  for  the  same 
reason,  as  similar  terms  are  employed  in  electricity. 

Under  these  considerations  it  will  appear  that  hard  steel  is 
an  exceedingly  bad  conductor  of  magnetism,  because  it  offers 
a  very  great  resistance  to  the  motion  of  the  magnetic  matter- 
This  resistance  causes  the  process  of  magnetizing  to  become 
exceedingly  tedious ;  and  with  very  hard  cast  steel  it  very  sel- 
dom terminates  successfully,  or  to  the  satisfaction  of  the  ope- 
TBior,  Hence,  in  a  practical  point  of  view,  it  is  interesting  to 
know  that  magnets  constructed  of  cast  steel  should  never  be 
harder  than  the  blue  temper. 

Soft  iron  being  the  best  ferruginous  conductor  of  mag- 
netism, offers  a  much  less  resistance  to  the  flow  of  the  mag* 
netic  matter  than  when  in  any  other  state.  The  vigorous 
polar  magnetic  lines  are  therefore  speedily  arranged,  and  to 
an  extent  of  concentration  never  to  be  accomplished  on  the 
surface  of  very  hard  steel. 

But  the  same  conducting  quality  which  gives  to  soft  iron  a 
fetcility  of  excitation,  also  gives  a  facility  to  the  return  of  the 
magnetic  matter  into  the  metal  when  the  exciting  agent  is 
withdrawn;  for  which  reason  the  retention  of  polarity  dis- 
played by  soft  iron  is  exceedingly  feeble,  and  easily  deranged. 

Hence  it  appears  that,  as  £Eur  as  ferruginous  bodies  are  con- 
cerned, the  vigorous  retention  of  magnetic  polarity  exhibited 
by  some  of  them,  and  the  almost  total  absence  of  this  quality 
in  others,  may  very  easily  be  explained  upon  the  principles 
already  advanced :  and  perhaps  it  would  only  require  that  we 
should  consider  copper  and  other  non-ferruginous  metals  to 
be  still  better  magnetic  conductors  than  soft  iron,  to  reconcile 
the  sudden  and  total  disappearance  of  polarity  in  them  to  the 
same  principles,  whether  the  exciting  agent  be  magnetic  or 
electric. 

I  have  deflected  a  magnetic  needle  by  an  electric  current 
traversing  an  ignited  charcoal  conductor,  as  was .  first  shown 
by  the  very  interesting  experiments  of  Mr.  Kemp;  but  as  we 
are  not  aware  of  the  total  absence  of  the  magnetic  matter  in 
charcoal,  the  experiment  is  inconclusive,  any  further  than  as 
an  interesting  fact,  which  has  no  particular  bearing  on  the 
present  discussion. 

The  energies  of  ferruginous  electro-magnets  are  invariably 
exalted  by  multiplying,  to  a  certain  extent,  the  number  of  coils 
of  conducting  wire.  My  large  electro-magnet,  described  in 
a  former  communication,  requires  twelve  coils  to  accomplish 
its  maximum  of  power  (400  pounds.)  The  general  explana- 
tion of  this  fact  jis,  I  believe,  that  one  wire  alone  is  incapable 
(4  transmitting  or  conducting  the  whole  of  the  electric  force ; 
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and  therefore  a  muHipIicity  of  condacting  wires  becomes  ne^ 
cessary  in  order  that  the  battery  may  be  enabled  to  »ve  a  fiill 
and  complete  display  of  its  electric  energies.  And  in  order 
to  accomplish  this  object  the  more  completely,  the  extremities 
of  all  the  wires  are  brought  as  close  as  possible  to  the  voltaic 
idates.  The  wires  of  the  large  American  magnet  constructed 
Dy  Professor  Henry,  are  even  soldered  to  the  plates  of  the 
battery. 

I  find,  however,  that  although  an  addition  of  ooils  is  attend- 
ed with  an  accession  of  magnetic  power  until  a  maximum  of 
polarity  is  accomplished,  it  is  by  no  means  essential  that  all 
those  wires  arrive  immediately  at  the  battery.  A  single  cop- 
per wire  may  intervene  between  the  coils  round  the  iron  and 
the  poles  of  the  battery  without  deterioratii^  the  energies  of 
the  magnet,  which  wiU  still  be  displayed  to  a  maumnm,  as 
decidecQy  as  if  the  whole  system  of  wires  were  soldered 
directly  to  the  plates. 

My  larse  electro-magnet  is  still  capable  of  wpporting  its 
400  pounds,  notwithstanding  the  electric  force  has  to  traverse 
six  inches  of  bell-wire  before  it  arrives  at  the  coils ;  and  also 
six  inches  more  from  its  quitting  the  coils  till  its  arrival  at  the 
other  pole  of  the  battery ; — in  all,  twelve  inches  of  single  bell* 
wire.  There  is  a  limit,  however,  to  the  dimensions  of  the  in- 
tervening wires.  If  they  be  too  long  or  too  thin,  the  magnet 
will  not  diq>lay  its  maximum  of  power.  With  pretty  stout 
bell-wire,  and  the  length  not  exceeding  twelve  inches^  I 
always  succeed.  The  battery  which  I  employ  is  a  single  pair 
of  metals,  sufficiently  small  to  be  placed  in  a  pint  pot. 

This  novel  aud  curious  fact  is  one  of  those  which  bears 
directly  on  the  subject  in  question,  and  in  a  theoretical  point 
of  view  is  of  a  most  interesting  character.  In  practice^  ako,  I 
find  that  it  is  exceedingly  useful ;  giving  a  facility  of  manipu- 
lation 90  desirable  in  the  management  of  very  large  electro- 
magnets, but  which  is  not  to  be  expected  when  all  the  extre- 
mities of  the  wires  arrive  immediately  at  the  copper  and 
sine. 

The  theory  of  polar  magnetic  lines  which  I  have  advanced, 
requires  not  two  magnetic  fluids,  nor  indeed  is  it  &vourable 
to  that  doctrine :  and  if  it  be  not  fatal  to  the  circulating 
currents  of  Ampere,  it  will  at  least  require  them  to  be  in 
motion  in  a  great  variety  of  planes,  whicn  that  distinguished 
philosopher  never  intenaedthey  should  pursue.  Itispossible^ 
however,  that  electric  currents  are  naturally  atten<kd  with 
magnetic  polarity,  independently  of  that  which  has  been 
supposed  to  be  excited  in  the  wire ;  but  it  is  by  no  means  so 
probable  that  the  existence  of  magnetic  polarity  is  universally 
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due  to  the  permanency  of  electric  currents.  Electric  currents 
way  very  possibly,  either  directly  or  indirectly,  magnetize  the 
terrestrial  globe  ;  but  we  have  no  reason  whatever  to  believe 
tliat  such  currents  are  essential  to  give  retention  of  polarity 
to  steeL 

The  introduction  of  polar  magnetic  lines  into  the  theory  of 
electro-magnetism  would  simplify  the  explanation  of  the 
phenomena,  and  reduce  them  to  the  principles  of  magnetics ; 
and  experiments  may  be  shown  in  both  sciences  which  are 
fiiLVoarable  to  such  a  conclusion,  independently  of  any  con- 
sideration that  would  reconcile  to  identity  the  electric  and 
magnetic  matter. 

If  it  can  be  admitted  as  an  universal  maxim  in  nature,  that 
when  one  q)ecies  of  matter  is  impregnated  with,  contains,  or 
is  charged  with  another,  the  charged  body  must  neoessarily 
be  of  a  grosser  texture  than  the  substance  with  which  it  is 
charged,  or  that  the  latter  should  be  more  subtle  than  the 
former;  then  it  is  possible  that  the  magnetic  matter,  which  is 
the  most  subtle  we  are  acquainted  with  in  nature,  may  insinu- 
ate itself  into  the  pores  of  the  electric ;  and  the  latter  become 
charged  with  the  lormer,  as  decidedly,  under  some  circum- 
stances, as  a  piece  of  iron  is  naturally  charged  with  them 
both. 

I  shall  not,  ho^vever,  on  the  present  occasion,  advance  fur- 
ther into  speculative  suppositions  of  this  kind,  which,  however 
curious  they  may  appear  in  themselves,  are  perhaps  not  of 
much  interest  in  the  present  stage  of  our  knowledge  of  physi- 
cal operations. 

In  the  positions  which  I  have  advanced,  I  have  carefully 
avoided  every  consideration  that  could  possibly  embarrass  the 
mind,  or  prevent  them  from  being  understood.  They  would 
virtually,  however,  have  been  but  very  little  affected,  by 
taking  into  account  the  magnetism  of  the  metal  as  an  inter- 
mediate agent  in  the  process  of  excitation ;  but  they  are  much 
simplified  by  omitting  those  remote  laws,  which  would  be 
better  exhibited  separately,  and  as  a  distinct  class,  which  may 
be  admitted,  or  rejected,  at  pleasure,  without  affecting  the 
calculations  of  the  experimenter. 


The  paper,  of  which  the  above  theory  formed  a  part,  was 
originally  published  in  the  London  and  Edinburgh  Phil. 
Mag.,  voL  ii.  of  the  present  series.  The  remote  laws  of 
electro-magnetism,  here  spoken  of,  will  he  found  illustrated 
in  the  following  article. 
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L.  Application  of  the  preceding  Theory^  and  of  the  laws 
of  Electro-magnetiim,  to  the  explication  of  Phenomena. 

.  by  William  Sturgeon,  Lecturer  on  Experimental 
Philosophy,  at  the  Honourable  East  India  Companifs 
Military  Seminary,  Addiscombe,  8fc,  8fc. 

1st.  The  most  simple  application  of  this  theory  is  in  the 
production  of  electric  currents  by  the  motions  of  conducting 
bodies  in  the  vicinity  of  a  bar  magnet.  Let  O,  fig.  68, 
plate  IX.  represent  a  transverse  section  of  an  endless  metallic 
wire,  situated  in  the  magnetic  atmosphere  of  the  bar,  N^  S, 
whose  polar  lines  are  consequently  some  on  one  side,  and 
some  on  the  other,  of  that  portion  of  the  wire  represented  by 
the  section  O.  If  now,  the  wire  O  be  made  either  to  approach 
the  bar,  or  to  recede  from  it,  it  will  have  to  pass  through 
some  of  those  exciting  magnetic  lines.  Hence,  by  position 
2,  the  electric  fluid  in  the  wire  will  be  put  into  motion. 

If  the  wire  be  made  to  approach  the  steel  bar,  it  will  then 
ieidvance  on  those  magnetic  lines  situated  between  them,  and 
according  to  positions  6  and  7,  the  direction  of  its  electric 
current  will  be  from  the  spectator,  looking  at  the  figure,  to 
behind  the  paper  on  which  it  is  printed,  and  where  the  wire 
is  supposed  to  be  continued.  But  if  the  wire  be  made  to 
recede  from  the  magnetic  bar,  its  electric  fluid  will  be  excited 
by  the  impressions  of  those  polar  magnetic  lines  which  are 
exterior  to  it,  and  the  current  will  flow  towards  the  spectator, 
or  in  the  opposite  direction  to  the  former  current.  It  is  ob- 
vious, however,  that,  although  the  currents  thus  produced  will 
flow  in  directions  the  reverse  of  each  other  in  the  wire,  and 
also  with  regard  to  the  position  of  the  magnetic  bar,  they 
still  observe  one  and  the  same  direction  with  reference  to 
those  magnetic  lines  which  impel  the  electric  fluid  into 
motion.  Precisely  the  same  phenomena  would  be  displayed 
if  the  wire  were  stationary,  and  the  magnet  put  into  motion. 

Remark.  By  inspection  of  fig.  68,  it  will  appear  obvious 
that  the  currents  will  observe  these  directions  in  all  cases 
where  the  advance  and  recession  of  the  wire  are  between  the 
extremities  of  the  bar,  and  in  a  plane  perpendicular  to  its 
axis. 

2d.  If  the  wire  be  kept  perpendicular  to  the  axis  of  the 
magnet  and  passed  down  the  side  of  the  latter  from  the  upper 
extremity  N,  to  its  centre;  the  efficient  magnetic  lines  will 
have  the  same  relation  to  the  wire,  as  those  to  the  advancing 
wire  in  the  first  application ;  and  the  current  will  he  from  the 
spectator.     But  if  the  wire  be  continued  in  its  downward 
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motion  farther  than  the  centre  of  the  magnet^  it  will  then  ad-' 
vance  on  the  efficient  magnetic  lines  in  the  opposite  direction 
to  that  whilst  moving  down  the  first  half;  and  the  current  thus 
produced  will  be  towards  the  spectator.  By  moving  the  wire 
in  the  opposite  direction^  or  from  the  lower  to  the  upper  ex- 
tremity of  the  magnet,  then,  because  of  its  advancing  upon 
the  magnetic  lines  in  precisely  the  same  order  as  before  whilst 
moving  downwards  from  N  to  S,  the  currents  thus  produced, 
will  observe  the  same  directions  whilst  the  wire  passes  the 
first  and  second  halves  of  the  magnet  respectively.  So  that 
the  current  produced  opposite  the  lower  half  will  be^rom  the 
spectator;  that  produced  opposite  the  upper  half  will  be 
towards  the  spectator.     Hence  this  practical 

Rule.  If  a  wire  be  placed  at  the  centre  of  a  magnet,  and 
at  right  angles  to  its  axis :  then  if  it  be  moved  parallel  to 
itself  either  towards  the  north  or  the  south  pole,  the  electric 
current  produced  in  that  wire  will  always  observe  one  and  the 
same  direction.  But  if  the  wire  be  moved  from  either  pole 
towards  the  centre  of  the  magnet,  the  current  produced  will 
be  in  the  opposite  direction  to  the  former:  the  directions  of 
both  currents  being  conformable  to  the  law  laid  down  in  posi- 
tions 6  and  7  of  the  theory.  And  as  the  same  arrangement  of 
magnetic  lines  is  observed  on  every  side  of  a  magnet,  the  rule 
holds  good  in  the  motions  of  rings,  or  endless  flat  helices  placed 
on  the  axial  bar.  Or,  when  those  forms  of  conductors  are  sta- 
tionary, by  the  motions  of  a  magnet  in  their  axes.  In  these 
cases  the  exciting  impressions  take  place  on  every  side  of  the 
ring,  or  helix. 

3d.  The  same  laws  of  excitation  apply  to  the  phenomena 
exhibited  by  the  emplojrment  of  a  horse-shoe  magnet  as  to 
those  exhibited  by  that  of  a  straight  bar:  and  may  easily  be 
understood  by  an  attention  to  what  has  been  said  respecting 
the  latter  kind.  If,  for  instance,  one  portion  of  an  endless 
wire  were  to  be  placed  between  the  branches  of  the  horse- shoe 
magnet  represented  by  fig.  62,  and  perpendicular  to  its  plane: 
then  a  motion  of  that  part  of  the  wire,  parallel  to  itself  from 
the  bend  of  the  magnet  towards  its  poles,  would  advance  it , 
nearly  perpendicularly  on  those  magnetic  lines  situated  im- 
mediately between  the  branches:  and  also  on  those  curved 
magnetic  lines  which  are  above  and  below,  the  space  between 
them,  and  whose  poles  are  in  the  same  direction ;  as  may  be 
understood  by  looking  at  fig.  63.  Hence,  by  positions  6  and 
7,  the  current  produced  in  that  part  of  the  wire  would  be 
from  the  spectator  looking  at  fig.  (32.  But  if  the  wire  were 
to  be  moved  in  the  opposite  direction,  or  from  the  poles  to- 
wards the  bend  of  the  magnet,  the  current  in  the  same  part 
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of  tbQ  wire  would  he  tQUfar<h  t}ie  spectator:  both  ci^rrent0 

with  this  magnet  observing  the  same  laws  aa  with  the  s^aight 
one:  and  invariably  referrible  to  the  polar  positions  of  thp^ 
laagnetic  lines  on  which  the  wire  advances. 

Imagine,  now^  the  endless  wire  to  be  a  ring  which  will 
move  freely  on  either  branch  of  the  magnet,  and  iU  motion 
similar  to  those  before  described.  Then,  although  the  dire.c<« 
tions  of  the  currents  and  motions  of  the  ring  will  still  observe 
the  same  relation  to  each  other  as  before ;  each  current,  ex- 
cepting in  that  part  of  the  ring  immediately  between  tl^e 
branches  of  the  magnet,  will  appear  to  change  its  direction^ 
by  the  motions  being  made  on  this  or  that  particular  branch; 
as  may  be  understood  by  looking  at  fig.  69,  where  the  arrows 
indicate  the  directions  of  one  and  the  same  current  in  the  ring 
when  placed  on  different  branches  of  the  magnet.  The  ima- 
gination may  possibly  be  assisted  by  considering  the  original 
ring  to  be  split,  or  composed  of  two  flat  rims  laid  side  by  side, 
and  susceptible  of  separation,  excepting  on  one  side,  where 
they  would  still  be  held  together.  These  two  portions  of  the^ 
original  ring  beingnow  placed  on  the  poles  of  the  magnet,  one 
on  each  as  in  fig.  69,  and  moved/rom  the  poles  towards  the 
bend,  would  each  carry  a  branch  current  from  that  excited  ia 
the  whole  part  of  the  original  ring  situated  more  immediately 
between  the  magnetic  poles.  Behind  the  magnet,  one  of  these 
branch  currents  would  flow  towards  the  spectator's  right,  and 
the  other  towards  his  left:  whilst  the  main  current  between 
the  branches  of  the  magnet  would  flow  directly  from  him. 
Reversing  the  motion  of  the  wire  would  be  attended  with  the 
usual  vicissitudes  in  the  direction  of  the  current. 

The  apparent  anomaly  exhibited  by  these  phenomena, 
which  is  a  mere  deception  arising  from  the  figure  of  the  mag- 
net requiring  those  parts  of  the  ring  not  immediately  between 
its  branches  to  be  placed  towards  the  right  of  the  spectator 
in  one  case,  and  towards  his  left  in  the  other,  has  been  pro- 
ductive of  much  mystery,  wherever  a  perfect  knowledge  of 
the  fundamental  laws  has  been  wanting.  The  same  illusion 
is  effected  by  operating  with  the  poles  of  a  bar  magnet,  pro- 
vided they  be  placed  in  one  and  the  same  direction  (say  up- 
wards) during  the  time  they  are  employed. 

All  that  has  been  said  about  rings  apply  to  helices  of  every 
description. 

By  discovering  a  similar  illusion  in  M.  Ampere's  beautiful 
experiment  in  which  a  magnet  rotates  on  its  axis,  I  was 
enabled  to  rotate  a  large  magnetic  bar,  by  causing  two  electric 
currents  to  traverse,  each  hdf  its  length,  from  its  poles  to  its 
centre,  or  conversely;  which  currents>  according  to  the  views 
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"fBmxmkf  taken  of  ilie  natixre  of  the  aotioD,  oaght  to  h«r« 
counteracted  each  odier's  eflfect. 

4th.  Let  the  bar  N,  S,  fig.  68,  be  a  cylinder  of  soft  iron, 
and  O  the  section  of  a  wire  j^aced  at  right  angles  to  it.  If, 
now,  the  iron  bar  be  converted  into  a  magnet,  similar  to  that 
represented  by  the  figure,  by  the  application  of  the  poles  of 
{permanent  magnets  at  its  extremities,  polar  magnetic  lines 
will  start  from  its  surfeu^  on  every  side ;  and  those  on  the  right 
side  will  advance  upon  the  wire  O,  and  thus  give  the  excitmg 
impressions,  and  cause  an  electric  current  in  the  wire,  whose 
direction  will  be  from  the  spectator  (See  positions  6  and  7.). 
Bnt  when  the  permanent  magnetic  poles  are  withdrawn  from 
the  iron  cylinder  N,  S,  the  electric  current  in  the  section  O 
will  be  reversed ;  being  then  caused  by  those  magnetic  lines 
exterior  to  the  wire,  which,  by  rushing  towards  their  native 
bar,  give  the  exciting  impressions. 

l^o  prevent  circumlocution,  it  may  be  convenient  to  call  the 
first-mentioned  motion  of  the  magnetic  lines,  the  magnetic 
distention,  and  the  latter  motion  of  those  lines,  the  magnetic 
eollapsion.  The  electric  currents  excited  by  either  the  ex^ 
paneion  or  eollapsion  will  continue  to  flow  during  the  whole 
lime  the  magnetic  lines  are  in  motion;  but  will  cease  to  exist 
when  those  fines  have  become  stationary. 

By  considering  O  the  section  of  one  side  of  a  ring,  or 
of  one  convolution  of  an  endless  helical  wire,  placed  on  the 
iron  bar ;  it  will  be  easily  understood  that  by  the  magnetic 
distention  the  exciting  magnetic  lines  '^iH  advance  upon  the 
inner  surfaces  of  those  conductors,  and  give  impressions  on 
every  side  alike :  and  by  the  collapsion  those  lines  will  ad- 
vance upon  their  outer  surfaces;  again  giving  the  exciting 
inpressions  on  every  side.  Hence,  during  either  a  distention 
or  a  coliapsion,  a  ring  receives  more  exciting  impressions 
than  a  straight  wire,  and  a  helix  more  than  a  ring:  whilst 
the  same  law  holds  good  in  every  case. 

Hitherto  the  application  of  the  proximate  laws  of  magnetic* 
electricity  appears  exceedingly  simple,  whether  the  exciting 
magnetic  lines  be  permanent  or  transient.  But  before  we 
proceed  to  the  application  of  those  laws  which  are  not  so 
easily  perceivable,  it  will  be  necessary  that  some  explication 
of  them  be  given  in  the  simplest  experimental  process  in 
which  they  are  found  to  operate.  By  the  proximate  laws  of 
magnetic  electricity  alone,  we  can  account  for  the  production 
and  direction  of  an  electric  current  in  a  helix  enclosing  an 
iron  bar,  by  the  conversion  of  that  bar  into  a  temporary  mag- 
net; but  those  laws  do  not  frimish  us  with  means  sufficient  to 
eon^ehend  tbft  ccmverse  fact,  viz :  That  a  similar  current  b 

T2 
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the  helix  from  any  other  source  of  electric  action,  would  caov 
vert  the  iron  into  a  magnet  whose  poles  would  he  the  reverse 
of  the  former.  Nor  do  I  know  that  this  fact  is  much  known ; 
—certainly  never  attempted  to  be  explained. 

If  the  electric  current  and  the  ferruginous  magnetic  matter 
operated  on  each  other  by  direct  action,  in  the  production  of 
these  phenomena,  a  direct  reciprocity  of  excitation  would 
certainly  be  expected:  but  since  experience  shows  that  this 
is  not  the  case,  the  discovery  of  an  intermediate  agent,  if 
any  there  be,  becomes  desirable  and  important.  This  agent 
has  long  appeared  to  me  to  be  the.  magnetism  of  the  conduct- 
ing wire,  whose  laws  of  action  I  will  now  endeavour  to  de- 
velop. I  shall  consider  the  source  of  electric  action  to  be  & 
single  voltaic  pair:  and  as  it  is  possible  that  some  of  my 
readers  my  not  be  acquainted  with  the  phenomena,  I  shall 
put  them  in  the  shape  of  problems;  and  attach  to  each  its 
proper  solution. 

Problem. — ^Why  do  parallel  wires  carrying  electric  currents 
in  the  same  direction,  attract  each  other  ?  But  when  carry- 
ing currents  in  opposite  directions  repel  each  other  ? 

Every  electric  current  is  productive  of,  and  enveloped  by,  a 
magnetic  atmosphere,  extending  outwards  to  various  distances 
according  to  various  circumstances  connected  with  the  source 
of  the  current  and  the  nature  of  the  conductor.  The  particles 
constituting  this  atmosphere,  like  all  other  magnetic  particles, 
are  north  and  south  polar,  and  arranged  in  consecutive  polar 
order  in  circular  planes,  concentric  with  the  axis  of  the  cur- 
rent. 

Let  the  circle  c,  fig.  70,  Plate  IX.,  represent  a  transverse 
section  of  a  conducting  wire-carrying  an  electric  current yVom 
the  spectator  to  behind  the  paper  J  Then  the  magnetism  of 
the  metal,  and  perhaps  that  of  the  surrounding  medium  also, 
will  be  arranged  by  that  current  in  an  infinite  number  of  curve 
lines  concentric  with  the  boundary  of  the  section,  and«xtend- 
ing  to  a  considerable  distance,  in  the  manner  shown  by  the 
figure. 

Let,  now,  these  magnetic  lines,  or  the  magnetic  force  they 
represent,  be  compounded  into  ioMvtangentialWn^&y  as  shown 
round  c\  c,  fig.  71 ;  and  let  the  tangential  lines  round  z^  also 
represent  the  resultants  of  the  magnetic  force  surrounding  the 
section  of  another  current,  flowing  in  the  opposite  direction  to 
the  former.  Then,  by  contemplating  the  character  of  those 
magnetic  lines  which  are  the  most  contiguous  to  each  other 
in  these  three  sections,  we  find  that  round  those  wires  c,  c , 
carrying  currents  in  the  same  direction,  the  vicinal  lines  pre- 
sent dissimilar  poles  to  each  other :  hence,  by  the  laws  of 
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magnetics,  they  will  have  a  tendency  to  approach  each  otherl 
But  by  observing  the  magnetic  arrangement  about  those  cur- 
rents which  flow  in  opposite  directions,  as  in  c\  and  z,  it  is 
found  that  similar  poles  are  presented  to  each  other  by  the 
contiguous  lines  situated  between  the  wires ;  on  which  account 
the  tendency  is  to  recede  from  each  other. 

The  magnetic  lines  thus  immediately  produced  by  an 
electric  current  are  the  primary  or  true  electro-magnetic  lines. 
Those  about  a  soft  iron  bar,  magnetized  by  electricity,  being 
a  secondary  production. 

Problem. — In  what  manner  do  the  primary  electro-magnetic 
lines  operate  on  a  ferruginous  bar  enclosed  in  a  spiral  con- 
ductor? 

The  electro-magnetic  lines  operate  on  the  latent  magnetic 
particles  of  iron  in  precisely  the  same  manner  as  they  are'' 
operated  on  by  the  magnetic  lines  of  a  permanent  steel  magnet; 
arranging  those  particles  in  regular  consecutive  polar  order 
according  to  the  laws  of  magnetics.  Or,  in  the  same  manner 
as  two  magnetized  bars  would  arrange  themselves  with  each 
other,  when  permitted  to  move  by  their  mutual  tendency 
alone,  which  would  be  side  by  side  with  their  poles  reversed. 

Let  the  small  circles  in  fig.  73,  Plate  X,  represent  sections  of 
aspiral  conducting  wire,  enclosing  a  soft  iron  bar  N  S ;  and  let 
the  electric  current  through  the  three  sections  on  the  upper 
side  be  carried /rom  the  spectator ;  and  consequently  return- 
ing towards  him  through  those  on  the  lower  side  of  the  spiral. 
The  electro-magnetic  force  of  this  spiral  will  call  forth  the 
latent  magnetic  matter  of  the  enclosed  bar,  and  arrange  it 
in  magnetic  lines  in  the  reverse  order  of  those  resultants  in 
the  interior  of  the  spiral;  which,  in  consequence  of  their 
^cinal  situation  are  the  principal  ones  brought  into  action  : 
and  by  their  operating  in  concert  with  each  other,  the  mag- 
netization of  the  ferruginous  bar  is  promptly  and  uniformly 
accomplished.  The  short  lines  with  cross  heads  on  the  face 
of  the  magnet,  and  the  long  lines  on  its  upper  and  lower  sides» 
show  the  direction  of  the  ferreous  magnetic  lines  with  reference 
to>the  extremities,  of  the  bar,  a  representation  of  the  actual 
distribution  of  those  lines  being  omitted,  to  prevent  confusing 
the  figure. 

Remark. — It  will  now  be  seen  that  the  ferreous  magnet  is 
not  a  direct  or  true  electro-magnet  as  is  generally  supposed : 
but  is  a  magnet  by  a  secondary  cause,  or  by  the  action  of  the 
electro-magnetic  lines  of  the  conductor;  The  theory  of  electro- 
magnetic lines  will  also  explain  the  curious  problem  presented 
by  the  fact,  that  ferreous  magnetic  electricity,  and  the  electro- 
magnetism  of  ferreous  bodies  are  not  the  reverse  of  each  other. 
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The  liemouB  magnet  N  S  fig.  57,  would  hieiTe  its  pedes  -in  tfas 
reverse  order,  if  the  electric  current  were  the  immBduUe  cauat 
cf  its  production ;  unless  one  system  of  laws  prevailed  in  mmg* 
netic  electricity,  and  another  system  in  electro-magnetism  4 
but  by  recognizing  the  electro-magnetic  lines,  the  phenomena, 
by  both  processes,  harmonize  with  each  other,  and  are  in 
exact  accordance  with  one  and  the  same  system  of  laws,  which 
are  found  to  prevail  in  the  minutest  and  most  complex  rami« 
^cations  of  this  branch  of  physios. 

Problem. — If  a  wire,  carrying  an  electric  current,  be  «p* 
proached  by  another  (endless)  wire,  why  is  the  production  of 
a  secondary  electric  current  in  this  latter  wire  ?  Why  the 
production  of  another  current  by  the  receding  of  the  endless 
wire  ?  And  why  do  these  secondary  currents  traverse  the 
wire  in  reverse  directions  ?  Why,  also,  the  transientneas  «f 
these  secondaries  ? 

Let  Cy  fig.  72,  be  a  section  of  a  conducting  wire  carrying  an 
electric  currentyrom  the  spectator ;  and  let  c'  be  a  section  of 
an  endless  wire,  placed  within  the  magnetic  atmosphere  of  tha 
former ;  and  which  can  be  made  to  approach  or  recede  from 
it  at  pleasure.  When  the  endless  wire  &  approaches  the  cont 
ductor,  it  will  advance  on  those  magnetic  lines  of  the  latter 
which  are  situated  between  them,  and  thus  become  the  cfaan-i 
nel  of  a  secondary  current,  as  decidedly,  and  for  the  same 
reason,  as  an  electric  current  would  be  produced  by  its  advanc* 
ing  on  the  magnetic  lines  of  a  ferreous  magnet ;  and  according 
to  positions  6  and  7  of  the  theory,  this  secondary  electric  cur- 
rent will  flow  towards  the  spectator ;  or  in  the  o^iosite  direo* 
tion  to  that  of  the  primitive  current.  But  when  the  endleas 
wiie  recedes  from  the  primitive  conductor,  it  wiU  advance  on 
those  magnetic  lines  exterior  to  it ;  and  the  secondary  cxxmsxt 
being  produced  by  the  exciting  impressions  of  those  lines,  wtU 
flow  in  the  opposite  direction  to  the  former  secondary,  and 
consequently  in  the  same  direction  as  the  primitive  current  im 
the  conductor  c. 

The  transienlnessof  these  secondary  currents  will  be  obvious 
by  considering  that  neither  of  them  can  exist  any  longer  tlian 
whilst  the  wire  is  in  motion. 

Problem, — If  an  endless  wire  be  placed  parallel  to  the  con^ 
ductor  of  a  voltaic  pair,  a  secondary  current  is  produced  in  the 
endless  wire  at  the  moment  of  completing  the  battery  circuit; 
and  another  secondary  current  is  produced  in  the  same  endless 
wire  when  the  battery  current  is  cut  off,  but  none  during  Iha 
intermediate  time.  Why  these  phenomena  7  Why  aim  do 
these  secondaries  run  counter  to  each  other? 

^  The  explanation  in  this  case  will  be  similar  to  tihat  in  app 
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itfa.  Let  c  fig.  72  represent  the  section  of  a  conductor 
rt%Ay  to  cany  a  battery  current  from  the  spectator,  at  any 
moment  it  may  be  wanted ;  and  c'  a  section  of  an  endless  wire 
placed  close  beside  the  former,  and  parallel  to  it.  When  the 
Wtery  contact  is  made  with  the  former  wire  c,  the  rushing 
current  displaces  the  latent  magnetic  particles  of  this  conduct- 
ing wire,  and  arranges  them  in  regular  polar  lines ;  which, 
distending  on  every  side,  dome  of  them  necessarily  advance  on 
the  other  wire,  and  produce  in  it  a  secondary  current ;  which, 
aocordinff  to  positions  6  and  7  of  the  theory,  will  be  in  the 
reverse  direction  to  the  primitive  battery  current.  When 
the  battery  current  is  cut  off  from  the  conductor  c,  a  collap- 
sion  of  its  magnetic  lines  will  take  place,  and  those  of  them 
which  are  exterior  to  the  other  wire  c'  will  give  the  exciting 
impressions,  and  the  secondary  current  thus  produced,  will 
flow  in  the  same  direction  as  the  primitive  battery  current ; 
and  consequently  in  the  reverse  direction  to  the  former  secon* 
dary. 

ttemark. — It  will  now  appear  very  obvious  that  the  primi- 
tive electric  current  is  not  the  immediate  agent  in  the  pro- 
duction of  the  secondary,  although  it  is  the  primary  cause. 
Its  immediate  agency  is  productive  of  the  arrangement  an<} 
distention  of  magnetic  lines ;  which  lines  become  stationary 
as  soon  as  their  parent  current  flows  steady  and  equable ;  and 
remain  stationary  as  long  as  that  current  is  uniform,  but  no 
longer.  When  the  primary  current  is  cut  off,  its  magnetic 
lines  collapse  and  aisappear,  because  the  cause  of  their  ex- 
istence now  ceases  to  exist.  Hence  the  magnetism  of  the 
conducting  wire,  &c.,  being  an  intermediate  agent,  becomes 
h  secondary  caiise  in  the  production  of  the  secondary  electric 
current,  it  appears,  therefore,  that  the  production  of  the 
magnetic  lines  by  the  primary  current  is  truly  electro^magnetic, 
whilst  the  secondary  current,  on  the  contrary,  is  a  magnetic- 
electrical  phenomenon.  Hence,  also,  as  the  very  existence  of 
the  secondary  current  depends  upon  the  motion  of  the  primi- 
tive electro-magnetic  lines,  no  secondary  can  possibly  be  con- 
tinued,  when  those  lines  have  become  stationary. 

The  explanation  here  given  of  the  production  and  direction 
df  secondary  currents,  applies  to  conductors  of  every  fashion, 
Irhether  they  be  straight  or  curved ;  helices  or  simple  rings ; 
for  in  all  cases  the  sections  c,  c  may  be  considered  as  portions 
of  any  shaped  conductor  whatever. 

Lemma. — ^Those  effects  produced  by  an  electric  current 
when  a  circuit  is  first  completed,  may  be  called  the  initial 
eflbcts ;  and  those  producea  when  the  current  is  cut  off,  the 
twmimM  effects. 
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Problem, — ^Why  are  the  initial  magnetic  effects  of  an. 
electric  current  greater  than  the  termhial  ?  And  why  arc 
thephysiological  effects  in  the  reverse  order  ? 

The  initial  magnetic  effects  are  caused  by  the  production 
and  sudden  distention  of  electro-magnetic  lines  on  every  side 
pfthe  conductor  :  by  which  means  the  needle  becomes  vigor- 
ously deflected,  to  an  extent  much  greater  than  the  subsequent 
steaay  uniform  arrangement  of  those  lines  will  maintain  it. 
But  when  the  battery  current  is  cut  off,  those  lines  immediately 
collapse  and  suffer  annihilation ;  so  that  instead  of  deflecting 
the  needle  farther  than  before,  they  cease  to  support  its  deflec- 
tion altogether.  The  same  explanation  applies  to  the  mag- 
netizing of  ferruginous  bars. 

The  physiological  phenomena,  on  the  contrary,  being  the 
immediate  effects  of  electric  agency,  and  not  of  the  electro- 
magnetic, require  a  distinct  explanation. 

The  initial  electric  effects  can  proceed  from  no  cause  but 
that  of  the  original  source  of  the  current,  as  from  the  action 
of  a  voltaic  pair,  for  instance.  For  although  this  current  will 
be  productive  of  magnetic  lines,  those  lines  during  their  for- 
mation and  distention,  recede  from  the  current,  and  do  not 
advance  upon  it ;  hence  they  give  no  exciting  impressions. 
They  are,  in  this  instance,  no  cause  of  the  current^s  existence 
nor  of  its  energy,  but,  on  the  contrary,  are  oneof  itsnroductions. 
Moreover,  as  the  physiological  phenomena  are  displayed  to 
the  greatest  advantage  when  the  conducting  wire  is  formed 
into  a  close  coil,  it  may  be  shown  that  the  distention  of  the 
magnetic  lines  will  tend  to  produce  a  counter  current  in  ih^ 
conductor. 

Let  c  d  fig.  74,  Plate  X,  represent  transverse  sections  of  two 
vicinal  portions  of  the  conducting  wire,  both  ready  to  convey 
the  current,  by  the  initial  impulse,  from  the  spectator.  The 
magnetic  lines,  by  this  current,  willbearrangedround  both  sec- 
tions in  the  order  seen  in  the  figure ;  and  during  their  distention 
will  advance  on  each  other's  portion  of  the  wire,  giving  exciting 
impressions  for  the  production  of  a  secondary  current,  which 
secondary,  according  to  positions  6  and  7,  would  flow  in  the 
reverse  order  to  that  of  the  primary  battery  current,  and  the 
closer  those  sections  are  together  the  more  effectual  would  be 
those  exciting  impressions.     And  as  every  section  of  the  wire 

S reduces  a  similar  distention  of  its  magnetic  lines,  the  ten- 
ency  to  produce  a  secondary  current  in  the  vicinal  convolu- 
tions of  a  coil  becomes  greater  as  those  convolutions  are  more 
numerous,  and  more  closely  packed  together.  This  tendency 
to  produce  a  counter  current  in  the  conductor  partially  neutral- 
izes the  efforts  of  the  primary  battery  current     Hence  the 
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atony  in  its  initial  physiological  effects.  Hence,  also^  the 
transient  deflections  of  a  magnetic  needle  situated  at  a  remote 
part  of  the  circuit,  become  lessened  by  having  the  principal 
part  of  the  conducting  wire  formed  into  a  compact  coU.  (See 
table  of  transient  deflections^  page  191.) 

When  the  battery  current  is  cut  off,  the  electro-magnetic 
lines,  which,  during  their  distention  tended  to  counteract  the 
efforts  of  this  current,  now  suddenly  collapse,  and  by  advanc- 
ing rapidly  on  the  moving  fluid  on  every  side  of  the  axis  of  the 
current,  give  to  it  a  new  impulse  in  the  airection  of  its  previous 
motion ;  and  the  electro-momentum,  thus  increased,  is  now. 
enabled  to  overcome  those  resistances  which  the  battery 
energies  alone  were  not  capable  of  penetrating  j  and  as  the 
physiological  effects  are  strengthened  in  proportion  as  the 
resistances  presented  by  animal  bodies  are  conquered,  this 
class  of  the  terminal  effects  of  a  current  become  greater 
accordingly.  The  manner  of  excitation  by  this  collapsion. 
may  possibly  be  better  understood  by  again  looking  at  fig..  74, 
where  the  two  vicinal  sections  of  the  coil  wire  are  supposed  to 
be  situated  within  each  other's  electro-magnetic  atmospheres ; 
the  two  groups  of  remote  polar  lines  c  and  c'  being  portions  of 
those  belonging  to  the  sections  c  and  c  respectively.  Whea 
the  battery  connexions  are  cut  off,  a  collapsion  of  the  electro- 
magnetic lines  in  the  coil  suddenly  ensues,  and  those  repre- 
sented by  the  group  c  rush  upon  the  section  c;  whilst  those 
represented  by  the  group  c  rush  upon  the  section  c ;  each, 
group  producing  new  exciting  impressions,  upon  the  principles 
of  magnetic  electricity ;  and  by  positions  6  and  7  of  the  theory,, 
these  exciting  impressions  are  productive  of  a  momentary 
electric  current,  in  the  same  direction  as  that  originally  flow- 
I  ing  from  the  battery..    Only  two  sections  of  the  coil  wire  are 

drawn  in  the  figure,  to  prevent  confusion  in  the  illustration ; 
but  it  is  to  be  understooa  that  as  the  electro-magnetic  atmos* 
phere  of  each  convolution  extends  to  a  suflicient  distance  to 
\  embrace  several  of  the  neighbouring  convolutions,  the  electro-^ 

r  magnetic  collapsion  of  one  convolution  will  be  productive  of 

I  exciting  impressions  in  many  others  which  are  placed  near  to 

it;  on  which  account  the  electro-physiological  effects,  are 
greatest  when  the  wire  is  formed  into  a  close,  compact  coil* 
See  experiments,  commencing  at  page  192. 

Proolem. — Why  are  the  initial  secondary  currents  feebler 
than  primitives  which  bring  them  into  play  ?  And  why  arei 
the  terminal  secondaries  in  the  reverse  order? 

A  secondary  current  is  the  immediate  production  of  either 
a  distention  or  a  collapsion  of  the  magnetic  lines  of  the  pri- 
iQitive.     In  the,  first  case  the  lines  advance  on  the  second 
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Mtdiid^ri  Vai  l^roduce  ia  it  tt  bunrent  in  tbe  reverte  ordMr  ill 
Chat  of  Ihe  {>riihitive,  tk  has  already  been  shown.  This  #«* 
C&ndary  current^  iu  its  lurn^  becomes  productive  of  magnetic 
lines,  whose  poled,  on  the  adjacent  side,  would  be  in  this 
same  direction  as  those  of  the  primitive  magnetic  lines: 
as  will  be  understood  by  looking  at  c  and  Zy  fig.  71 ,  Plate  IX« 
Thte  former  being  a  section  of  the  primitive,  and  the  latter 
a  section  of  the  secondary  current.  Hence,  the  moment  the 
teeondary  begins  to  flow  by  the  impressions  of  iheforemoH 
lines  of  the  distention  from  the  jMrimitive;  magnetic  lines  from 
this  feeble  secondary  would  distend  also,  and  meet  those  of 
the  primitive,  which  had  not  yet  arrived  at  the  electric  matter  in 
the  wire,  north  pole  against  north  pole,  and  south  pole  against 
$oteth  p(ke,  until  the  reacting  poles  of  the  secondary  system  of 
magnetic  lines  had  counterbalanced  the  acting  poles  of  the 
primitive  system.  At  this  period  there  would  be  a  virtual  pause 
of  both  systems  of  magnetic  lines.  And  as  the  very  existence  of 
the  secondary  current  has  hitherto  depended  upon  the  disten- 
tion of  the  magnetic  lines  of  the  primary,  this  pause  would  tend 
to  slacken  the  secondary  cuirent,  and  even  terminate  its  exist- 
ence were  its  slackening  not  attended  by  a  partial  coUapsion 
of  ks  own  magnetic  lines,  and  a  corresponding  distention  of 
those  of  the  primitive;  by  the  exciting  impressions  of  which 
it  would  be  again  partially  recruited  until  another  hostile  meet- 
itekg  of  the  two  systems  of  magnetic  lines  had  again  brought 
ail  motion,  excepting  that  of  the  primitive  current,  to  apause. 
Xliis  pause  would  be  succeeded  by  another  partial  distention 
of  the  primitive  magnetic  lines,  which  would  again  impel  the 
seoondary  current;  and  by  similar  vicissitudes  would  the  ex- 
istence ci  this  current  be  continued,  until  the  arrival  of  the 
kmd^moet  distending  magnetic  lines  of  the  primitiye,  which, 
by  giving  the  terminal  exciting  impressions,  would  produce 
the  filial  effott  of  the  secondary,  whose  cause  of  existence 
having  now  vanished,  would  itself  soon  cease  to  exist.  These 
nMitions  and  counter  •motions  of  the  magnetic  lines  of  the 
ieco^ddry,  would  impede  the  progress  of  those  of  the  primi- 
tive: and  convert,  as  it  were,  their  usual  smooth  rapid  dis- 
tention, into  a  compatatively  slow  pulsatory  one;  whose  ex- 
eiling  impressions  thus  impaired,  would  be  attended  by  a 
corresponding  atony  in  the  resulting  sectmdary  current. 

With  regard  to  the  phenomena  attending  a  terminal  second- 
ary and  its  primitive,  the  first  part  of  the  process  is  the  sus- 
pension of  the  battery  action,  which  will  be  attended  by  a 
doUapsion  of  the  primitive  magnetic  lines;  and  those  of  them 
#hicfa  were  situated  exterior  to  the  wire  of  the  secondary  will 
MkMee  ispoti  it  Md  giv^  Ihe  te<»Mng  impreesioni  #hich  briiig 
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Qm  .ntwmdfcTy  nAo  existsenak  The  production  of  ttdi  i*^ 
condary  will  bt  attoided  wilih  a  diatenBion  of  its  own  magnetiB 
liaes^  whose  pohs  will  be  arra&ged  in  the  same  order  as  those 
IB  the  primitive.  Those  magnetic  lines,  of  the  two  systems^ 
iHuch  are  situated  between  the  wires  will  present  p<des  of 
c^^pQsite  kinds  to  each  other,  by  the  inflaence  of  which,  the 
two  wires,  if  free  to  move,  would  be  drawn  together;  but  ai 
the  wires  mie  fixed,  the  magnetic  lines  alone  will  approach 
each  other  with  great  celerity.  This  attraction  will  be 
attended  with  a  partial  retardation  in  the  subsequent  part 
nf  the  eollapsi^n  of  the  primitive's  magnetic  lines;  and  a 
more  free  distention  of  those  of  the  secondary.  The  for^ 
mer  efiect  will  lessen  the  usual  magnetic  impnlse  on  the 
primitive  current;  and  the  latter  will  tend  to  produce  a  coi^n* 
ter  cumnt  in  the  wire  of  the  primitive.  Hence,  on  both 
these  accounts,  the  terminal  efiects  of  thb  primitivid  wiii  be 
much  abated,  if  not  completely  annihilated. 

TbB  secondary,  on  the  contrary,  being  once  brought  into 
play,  has  nothing  to  obstruct  its  motion;  and  the  free  collap- 
sion  of  its  own  magnetic  lines  giving  it  anoth^  impulse  wUl 
snbaace  its  original  effects,  as  decidedly,  and  for  the  same 
reason,  as  a  battery  current  is  exaked  when  no  secondary  c&iL* 
dttctor  is  present. 

The  phenomena  of  secondary  electric  currents  nnouestion- 
aUy  present  the  most  complex  problems  of  any  in  eitner  elec^^ 
tro-magnetism  or  magnetic  electricity ;  and  1  have  selected 
those  iar  solution  which  appear  more  difficult  of  explanation 
thaa  any  other  with  which  I  am  acquainted ,  as  a  test  for  tha 
ecmectness  of  the  theoretical  principles  which  I  have  advano* 
ed.  I  submit  the  whole  to  the  candour  of  Philosophers,  hoping 
that  none  will  find  fieuilt,  who  are  not  perfectly  prepared  60 
improve  upon  what  I  have  done. 


U.  ContrUmtions  to  ElectricUy  and  Magnetum,  Bp 
JosBPH  Henrt,  Profeisor  cf  Ka^fol  Philosophy  in  tM 
College  of  Kew  Jersey^  Princeton ;  late  of  the  JiliMfff 
Aea£my.  ^ 

Description  of  a  Galvanic  Battery  for  producing  EUo^ 
trieiJty  of  different  Intensities.  Read  before  the  American 
Philosophical  Society,  Jamtary  I4^A,  1835. 

The  following  account  of  a  Galvanio  Battery,  constructed 
aader  my  direction  for  the  Physical  Department  of  the  Col- 
Itge  df  New  Jersey,  is  submitted  to  the  American  Philoaophi*^ 
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cal  Society  with  the  intention  of  referring  to.it  in  some  coni*^ 
munications  which  I  purpose  making  on  the  subject*  of  Elec- 
tricity and  Magnetism.  It  is  hoped,  however,  that  the  ar- 
rangement and  details  of  the  instrument,  in  themselves,  will 
be  found  to  possess  some  interest,  since  they  have  been 
adopted  in  most  cases  after  several  experiments  and  much 
personal  labour. 

The  apparatus  is  intended  to  exhibit  most  of  the  phenom- 
ena of  Galvanism,  and  all  those  of  Electrq-Magnetism,  on  a 
large  scale,  with  one  battery.  It  was  constructed  to  illustrate 
the  several  facts  of  these  branches  of  science  to  my  class,  and 
also  to  be  used  as  a  convenient  instrument  of  research  in  all 
caaes  where  no  very  great  degree  of  intensity  is  required. 

The  several  parts  of  this  battery  are  not  soldered  together 
forming  one  permanent  galvanic  arrangement,  but  are  only 
temporarily  connected  by  means  of  moveable  conductors  and 
cups  of  mercury.  The  whole  is  constructed  in  reference  ta 
the  principle  well  understood  of  producing  electricity  of 
greater  or  less  intensity,  by  a  change  in.the  method  of  umting 
the  several  elements,  with  each  other. 

The  apparatus  consists  of  eighty-eight  elements  or  paizs> 
composed  of  plates  of  rolled  zinc  nearly  one  eighth  of  an  inch 
thick,  nine  inches  wide,  and  twelve  inches  long,  inserted  into 
copper  cases  open  at  top  and  bottom.  Eleven  of  these  ele- 
ments are  suspended  together  from  two  cross  piec^  of  wood^ 
and  the  whole  number  is  thus  arranged  in  eight  sets,  of  eleven 
in  each.  These  are  supported  by  the  ends  of  the  cross-pieces 
in  a  strong  wooden  frame,  so  as  to  be  immersed  in  eight 
separate  troughs ;  they  thus  form  as  many  independent  bat- 
teries, which  can  be  used  separately  or  together  as  the  occa- 
sion may  require..  Each  trough  is  divided  into  eleven  cells 
by  woooen  partitions  coated  with  cement.  If  one  of  the  oeUs 
be  charged  with  dilute  acid,  a  single  element  may  be  excited 
without  producing  action  in  any  other  part  of  the  battery. 
E^h  set  or  battery  may  also  be  lifted  separately  from  tha 
frame  by  its  cross-pieces,,  without  disturbing  the  other  parts 
of  the  apparatus. 

The  elements  .remain  stationary,  while  the  troughs  are 
raised  to  them  on  a  moveable  platform  by  the  common  appU- 
cation  of  a  wheel  and  pinion. 

The  general  arrangement  of  the  whole  may  be  seen  at  once 
by  a  reference  to  the  perspective  drawing,  fig.  75  Plate  X.  a  a, 
&c.  represent  the  cross-pieces  resting  on  the  upper  part  of  the 
frame  of  the  machine  ;  c  c  is  the  moveable  platform. 

A  perspective  view  of  one  of  the  elements  on  a  larger  scale 
is  giv^ii  in  fig.  77, /z  a  are  two  cups  of  cast  copper,  with  a  brdad 
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^iem  on  the  bottom ;  one  soldered  to  the  zinc  plate^  and  the 
other  to  the  copper  case.  The  cavity  in  these  cups  is  about 
three  eights  of  an  inch  wide^  a  little  more  than  an  inch  long^ 
and  hau  an  inch  deep.  The  cups  being  well  amalgamated 
and  partially  filled  with  mercury^  receive  the  ends  of  the  cop- 
per conductors  which  unite  the  several  elements. 

For  the  purpose  of  suspension,  a  slip  of  copper^  b  by  with  a 
hole  in  it^  is  soldered  to  each  upper  corner  of  the  copper  case; 
these  fit  loosely  into  a  mortice  or  narrow  groove  in  the  cross- 
pieces^  and  are  secured  by  a  pin  of  copper  wire.  When  the 
pins  are  withdrawn,  a  single  element  may  be  removed  from 
any  part  of  the  series,  without  disturbing  the  remainder. 
'  The  zinc  plate  is  fastened  into  its  copper  case^  without 
touching,  by  a  piece  of  wood  at  each  comer  with  a  groove  in 
it  to  receive  the  edge  of  the  plate.  The  grooves  in  the  two 
lower  pieces  of  wood  terminate  at  about  a  quarter  of  an  inch 
from  the  lower  end^  and  thus  form  shoulders,  which  prevent 
the  plate  from  slipping  down :  while  the  wood  itself  is  sup- 
ported by  a  flange^  formed  by  bending  in  the  lower  edges  of 
the  comer  of  the  copper  case. 

There  are  two  principal  sets  of  connectors ;  the  first  is 
formed  of  bars  of  cast  copper,  thirteen  inches  long,  an  inch 
wide,  and  about  an  eighth  of  an  inch  thick.  On  the  lower 
side  of  these  are  eleven  broad  projections,  which  fit  loosely 
into  a  row  of  cups  on  the  plates  of  zinc  or  copper.  Fiff.  78 
represents  one  of  these  connectors,  with  a  thimble  soldered 
on  the  upper  side,  for  the  purpose  of  attaching  a  conductor^ 
which  may  serve  as  a  pole. 

There  are  two  of  these  for  each  of  the  eight  batteries,  and 
when  in  their  places^  one  unites  all  the  zinc,  and  the  other  all 
the  copper^  so  that  the  battery  becomes  a  calorimotor  of  a 
single  element  or  pair.  If  with  this  arrangement  the  several 
batteries  be  connected,  zinc  to  zinc,  and  copper  to  copper,  by 
conductors  reaching  from  one  to  the  other,  the  whole  appara- 
tus of  eighty-eight  elements  becomes  a  large  calorimotor  of  a 
single  pair ;  but  if  the  copper  of  the'  first  be  united  to  the  zinc 
of  the  second,  and  so  on,  it  then  forms  a  calorimotor  of  eight 
elements,  and  by  a  simple  change  may  be  reduced  to  one  of 
four,  or  of  two  elements. 

'  The  other  set  of  connectors  consists  of  short  pieces  of  thick 
copper  plate,  the  ends  of  which  are  bent  down  at  right  angles, 
so  as  to  dip  into  the  cups  of  mercury ;  they  connect  the  cop- 
per of  one  element  with  the  zinc  of  the  next.  Ten  of  these, 
intended  to  unite  the  elements  of  one  battery,  are  shown  in 
fig.  79.  They  are  attached  crosswise  to  a  slip  of  harness  lea- 
ther, which,  by  its  pliability >  permits  them  to  fit  loosely  into 
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atm  «Sp0i  vhSe  it  eiiablo9  thQ  ^hdU  a^  to  Wremoyed  w  o«i 
jieot^  When  tiieae  coimeetora  vre  in  theur  plaoes,  and  th^ 
aeveral  batteries  united,  the  oc^per  pole  of  the  one,  with  thc^ 
%ina  pole  of  another,  and  so  on,  the  whole  series  forms  a  de^ 
flagrator  of  eighty-eight  elements. 

The  different  arrangements  of  the  several  connectors  will 
he  readily  understood  by  a  reference  ta  the  plate,  fig.  76, 
which  exhibits  one  half  of  the  whole  amiaratus  arranged  aa  a 
deflagrator  of  forty-four  elements,  and  the  other  half  aa  « 
ofilorimotor  of  foiu:  pairs.  By  closely  inspecting  the  drawiixgii 
it  will  be  seen  that  the  connexion  in  the  upper  half  of  th^ 
figure,  if  firom  the  copper  of  the  first  element  to  the  zinc  of  thet 
next,  tyoLd  so  on  through  the  entire  series  of  forty-four  ele- 
ments»  In  the  lower  half  the  union  of  copper  and  zinc  takes^ 
l^ace  only  between  the  pojea  of  the  different  batteries;  the 
sevetal  elements  of  which  are  united  se  as  to  act  as  one  platei 
of  coi^r  and  one  of  zinc  The  four  batteries  therefore  wiU 
aet  together  as  a  calorimotor  of  four  elements.  The  arrange* 
Qtjsnt,  as  given  in  the  drawing,  is  intended  to  illustrate  by  ona 
figure  the  two  sets  of  connectors;  but  such  an  arrangement 
1iteco«nes  interesting  in  i»:actice  in  determining  the  effect  of  the 
conjoined  actions  of  batteries  producing  electricity  of  differeol 
intensities^ 

The  circuit  of  the  connexions  as  given  in  the  figure  is  coBk^ 
plete  except  at  a  6 ;  the  two  plates  at  this  point  form  the  polei^ 
of  the  battery.  A  set  of  poles,  however,  may  be  formed  afc 
a^iy  other  point  of  the  circuit,  by  making  an  interruption  at 
that  place.  In  the  same  way  two  or  mcNre  sets  may  be  formed* 
It  furnishes  an  interesting  and  instructive  experinuent  to  place* 
a  pair  of  large  decomposing  plates  at  a  6  and  another  at  c  d. 
When  only  one  of  these  is  plunged  into  a  saline  solution,  tb€l 
circuit  being  interrupted  at  the  other  pair,  no  effect  is  pixH 
djuced;  but  as  soon  as  this  other  is  plunged  into  a  similar  so- 
lution, a  copious  decomposition  simultaneously  takes  plaee  at 
bpth.  Also  the  contemporaneous  action  in  each  element  ^ 
the  battery  is  pleasingly  shown  by  placing  at  the  same  timet 
several  large  magnetic  needles  on  the  different  parts  of  the^ 
Apparatus.  These  instantly  change  their  direction  when  thoi 
second  pair  of  decomposing  plates  touch  the  solution. 

At  first  sight  it  might  be  supposed  that  there  would  be  some 
difficulty  in  entering  the  several  plates  into  their  respective 
cells,  but  this  is  obviated  by  the  precise  movement  of  the  plat- 
form on  which  the  troughs  stand.  Its  horizontal  position  is 
adjusted  by  four  screws  (c  c  fig.  ),  and  its  comers  slide  in 
grooves  in  the  upright  posts  of  the  large  frame.  Besides  thifl> 
when  the  plates  are  once  entered^  they  are  not  required  t^  bf» 


ttitirdy  withdmm  firooL  the  oell«  until  th^^  end  <4  th^  series 
<^«xperimentd ;  since  the  ftcid  descends  aa  the  plates  are  with- 
drawn^ and  finally  iGdls  but  little  more  than  three-fourths  of 
the  capacity  of  tlie  cells.  When  a  plate  accidentally  catches 
on  the  side  of  the  cell,  the  battery  to  which  it  belongs  is  gent- 
ly raised  in  its  place  and  the  plate  adjusted. 

This  £q>paratu8  readily  furnishes  the  means  of  making  oo»» 
pacative  experiments  on  the  dtiference  produced  by  partial 
and  perfect  insulation.  When  no  higher  degree  of  intensity' 
ia  required  than  that  afforded  by  eight  pairs  of  plates,  pei£»o# 
insulation  is  obtained  by  the  eight  separate  troughs.  In^ 
higher  degrees  of  intensity  the  petitions  in  the  troughs  lur> 
nish  the  means  of  perfectly  insulating  forty-eight  of  the  ela* 
ments:  this  is  effected  by  simply  charging  with  acid  every 
other  cell  in  each  of  the  troughs,  and  ccftinecting  the  corres- 
ponding element  by  conductors,  which  pass  over  the  kiterme* 
diate  elements  without  touching  them;  with  .this arrange* 
ment  we  have  six  cells  in  each  trough  sepaiated  from  one 
another  by  a  cell  without  acid,  or  in  effect  by  a  stratum  of 
air.  For  comparison  with  these  a  set  of  troughs  has  been 
oonstructed  without  partitions. 

The  want  of  perfect  insulation  is  not  very  perceptible  in 
the  common  experiments  of  the  deflagration  of  large  and  per- 
fect conductors;  but  where  the  decomposition  of  a  liquid  ia 
attempted,  or  the  battery  required  to  act  on  a  small  or  ini/* 
perfect  conductor,  the  loss  of  power  is  very  great,  the  appai- 
ratus  partially  discharging  itself  through  its  own  liquid,  and 
the  intensity  at  the  poles  does  not  increase  with  a  short  inter* 
nmdon  of  the  current. 

There  is  also  considerable  loss  on  account  of  inqierlect  in- 
sulation even  in  the  case  of  law  intensity,  and  .when  the  pole» 
are  connected  by  a  perfect  conductor.  In  one  experiment  with 
an  arrangement  of  five  pairs,  and  the  poles  united  by  a  con- 
ductor composed  of  thirty  strands  of  copper  bell  wire,  each 
forty  feet  long,  the  loss  was  found  to  be  at  least  one  seventh^ 
as  measured  by  the  quantity  of  %inc  sur&ce  required  to  be  im» 
mersed  in  order  to  produce  the  same  magnetic  effe^.  I  would 
infer  from  this  that  the  most  perfect  of  all  Dr.  Hare's  ingeni- 
ous galvanic  arrangements  is  that  in  which  the  elements  dip 
into  separate  glass  vessels,  as  this  combines  perfect  insulation 
with  the  power  of  instantaneous  immersion. 

A  variety  of  experiments  have  been  made  during  the  past 
year  with  tnis  instrument  on  several  points  of  Galvanism  and 
^eotro-Magnetism,  which  will  be  communicated  to  the  So- 
ciety as  soon  as  my  engagements  wjQl  permit  me.  to  repeat  ap4. 
a^ange  them  for  publication. 
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LII.     Contributions  to    Electricity  and  Magnetism,     By' 
Joseph  Henry,  Professor  of  Natural  Philosophy  in  the 
College  of  Kew  Jersey ^  Princeton  ;  late  of  the  Jllbany 
Academy. 

It  can  hardly  fail  to  be  gratifying  to  our  readers,  to  have 
immediate  access  to  a  description  of  Professor  Henry's  origi- 
nal experiments,  by  which  he  obtained  electric  shocks,  uid 
other  interesting  phenomena,  by  the  employment  of  a  single 
voltaic  pair ;  and  it  gives  us  great  pleasure  in  having  this 
opportunity  of  placing  the  following  authorized  account  of 
them  (from  printed  papers  just  received)  in  the  *^  Annals  of 
Electricity,  &c."  for  their  perusal. 

The  principal  fieicts  of  the  paper  on  the  influence  of  a  Spiral 
Conductor  were  commumcated  to  the  American  Philosophidal 
Society  on  the  16th  of  January,  1835,  and  an  abstract  ordered 
to  be  published^  as  will  be  seen  by  the  following  extract  from 
the  March  No.  of  the  Franklin  Journal.     Edit. 

TO   THl   COMMITTEE   ON    PUBLICATIONS. 

Gentlemen, — The  American  Philosophical  Society,  at 
their  last  stated  meeting,  authorized  the  publication  of  the 
following  abstract  of  a  verbal  communication  made  to  the 
Society  by  Professor  Henry,  on  the  16th  of  January  last.  A 
memoir  on  this  subject  has  been  since  submitted  to  the  Society 
containing  an  extension  of  the  subject,  the  primary  feiot  in 
relation  to  which  was  observed  by  Professor  Henry  as  early 
as  1832,  and  announced  by  him  in  the  American  Journal  of 
Science.  Mr.  Faraday  having  recently  entered  upon  a  simi- 
lar train  of  observations,  the  immediate  publication  of  the 
accompanying  is  important,  that  the  prior  claims  of  our  fellow 
countryman  may  not  be  overlooked. 

Very  respectfully  yours, 

A.  D.  BACHE, 
One  of  the  Secretaries  Am.  Phil.  Sac. 
.  Philadelphia,  Feb.  7th,  1835. 

Extract  from  the  proceedings  of  the  stated  mlseting  of  the 

American  Philosophical  Society,  Jantiary  16,  1835. 

[Here  follows  the  abstract.] 

On  the  Influence  of  a  Spiral  Conductor  in  increasing  the 
Intensity  oj  Electricity  from  a  Galvanic  Arrangement  of  a 
Single  Pair,  Sfc.  Read  before  the  American  Philosophical 
Society,  Febrvury  &th,  183i5. 

In  the  American  Journal  of  Science  for  July  1832,  I 
announced  a  fact  in  Galvanism  which  I  believe  had  never 
before  been  published.    The  same  fact^  however,  appears  to 
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Imve  been  since  observed  by  Mr.  Faraday,  and  has  lately 
been  noticed  by  him  in  the  November  number  of  the  London 
and  Edinburgh  Journal  of  Science  for  1834. 

The  phenomenon  as  described  by  me  is  as  follows.  "When 
B  small  battery  is  moderately  excited  by  diluted  acid,  and  its 
poles,  terminated  by  cups  of  mercury^  are  connected  by  a 
copper  wire  not  more  than  a  foot  in  length,  no  spark  is  per* 
ceived  when  the  connexion  is  either  formed  or  broken ;  but 
if  a  wire  thirty  or  forty  feet  long  be  used  instead  of  the  short 
wire,  though  no  spark  will  be  perceptible  when  the  connexion 
li  m%de,  yet  when  it  is  broken  by  drawing  one  end  of  the 
wire  from  its  cup  of  mercury,  a  vivid  spark  is  produced.  If 
the  action  of  the  battery  be  very  intense,  a  spark  will  be  given 
by  a  short  wire;  in  this  c&se  it  is  only  necessary  to  wait  a  few 
minutes  until  the  action  partiaUy  subsides,  or  no  more  sparks 
are  ^iven ;  if  the  long  wire  be  now  substituted,  a  spark  will 
again  be  obtained.  The  effect  appears  somewhat  increased 
by  coiling  the  wire  iuto  a  helix ;  it  seems  also  to  depend  in 
«ome  measure  on  the  length  and  thickness  of  the  wire.  I  can 
account  for  these  phenomena  only  by  supposing  the  long  wire 
to  become  charged  with  electricity,  which,  by  its  reaction  on 
itself,  projects  a  spark  when  the  connexion  is  broken."* 

The  above  was  published  immediately  before  my  removal 
from  Albany  to  Princeton,  and  new  duties  interrupted,  for  a 
time,  the  further  prosecution  of  the  subject.  I  have,  howevei:, 
been  able  during  the  past  year  to  resume  in  part  my  investi- 
gvitions,  and  among  others,  have  made  a  number  of  observa- 
tions and  experiments  which  develope  some  new  circumstances 
in  reference  to  this  curious  phenomenon. 

These,  though  not  as  complete  as  I  could  wish,  are  now 
presented  to  the  Society,  with  the  belief  that  they  will  be 
mteresting  at  this  time  on  account  of  the  recent  publication 
of  Mr.  Faraday  on  the  same  subject. 

The  experiments  are  not  ^ven  in  the  precise  order  in 
which  they  were  first  made,  but  in  that  which  I  deem  best 
suited  to  render  them  easily  understood ;  they  have,  however, 
been  repeated  for  publication  in  almost  the  same  order  m 
which  they  are  here  given. 

L  A  galvanic  battery,  consisting  of  a  single  plate  of  zinc 
and  copper,  and  exposing  one  and  a  half  square  feet  of  zinc 
surface,  including  both  sides  of  the  plate,  was  excited  with 
diluted  sulphuric  acid,  and  then  permitted  to  stand  until  the 
intensity  of  the  action  became  nearly  constant.     The  poles 


*  Silliman'a  Journal,  vol.  22,  page  408. 
Xo.  4,  May,  1837.  U 
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connected  by  a  piece  of  copper  bell  wire  of  the  ordinary  site 
and  five  inches  long,  gave  no  spark  when  the  contact  was 
broken. 

2.  A  long  portion  of  wire,  from  the  same  piece  with  that 
used  in  the  last  experiment,  was  divided  into  equal  lengths  of 
fifteen  feet,  by  making  a  loop  at  each  division,  which  could 
be  inserted  into  the  cups  of  mercury  on  the  poles  of  th6 
battery.  These  loops  being  amalgamated  and  dipped  in 
succession  into  one  of  the  cups  while  the  first  end  of  the  wire 
constantly  remained  in  the  other,  the  efiect  was  noted.  The 
first  length,  or  fifteen  feet,  gave  a  very  feeble  spark,  which 
was  scarcely  perceptible.  The  second,  or  thirty  feet,  produced 
a  spark  a  little  more  intense,  and  the  effect  constantly  in^ 
creased  with  each  additional  length  until  one  hundred  and 
twenty  feet  were  used ;  beyond  this  there  was  no  perceptible 
increase ;  and  a  wire  of  two  hundred  and  forty  feet  gave  a 
spark  of  rather  less  intensity.  From  other  observations  I 
infer,  that  the  length  necessary  to  produce  a  maximum  result, 
varies  with  the  intensity  of  the  action  of  the  battery,  and  also 
with  its  size. 

3.  With  equal  lengths  of  copper  wire  of  unequal  diameters, 
the  effect  was  greater  with  the  larger:  this  also  appears  to 
depend  in  some  degree  on  the  size  of  the  battery. 

4.  A  length  of  about  forty  feet  of  the  wire  used  in  expe- 
riments first  and  second,  was  covered  with  silk  and  coiled 
into  a  cylindrical  helix  of  about  two  inches  in  height  and  the 
same  in  diameter.  This  gave  a  more  intense  spark  than  the 
same  wire  when  uncoiled. 

5  A  ribbon  of  sheet  copper  nearly  an  inch  wide  and 
twenty-eight  and  a  half  feet  long,  was  covered  with  silk,  and 
rolled  into  a  flat  spiral  similar  to  the  form  in  which  woollen 
binding  is  found  in  commerce.  With  this  a  vivid  spark  was 
produced,  accompanied  by  a  loud  snap.  The  same  ribbon 
uncoiled  gave  a  feeble  speurk,  similar  in  intensity  to  that  pro- 
duced by  the  wire  in  experiment  third.  When  coiled  again 
the  snap  was  produced  as  at  first.  This  was  repeated  many 
times  in  succession,  and  always  with  the  same  result 

6.  To  test  still  farther  the  influence  of  coiling,  a  Beocmd 
ribbon  was  procured  precisely  similar  in  length  and  in  all 
other  respects  to  the  one  used  in  the  last  experiment.  TTie 
effect  was  noted  with  one  of  these  coiled  into  a  flat  spiral  and 
the  other  uncoiled,  and  again  with  the  first  uncoiled  and  the 
second  coiled.  When  uncoiled,  each  gave  a  feeble  spark  of 
apparently  equal  intensity ;  when  coiled,  a  loud  snap.  One 
of  these  ribbons  was  next  doubled  into  two  equal  strands,  and 
then  rolled  into  a  double  spiral  with  the  point  of  doubling  at 
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the  ceDtie.  By  this  arrangement  the  electricity,  in  passing 
through  the  spiral,  would  move  in  opposite  directions  in  each 
contiguous  spire,  and  it  was  supposed  that  in  this  case  the 
^posite  actions  which  might  be  produced  would  neutralize 
each  other.  The  result  was  in  accordance  with  the  antici* 
pation :  the  double  spiral  gave  no  spark  whatever,  while  the 
Other  ribbon  coiled  into  a  single  spiral  produced  as  before  a 
loud  snap.  Lest  the  effect  might  be  due  to  some  accidental 
touching  of  the  different  spires,  the  double  spiral  was  covered 
with  an  additional  coating  of  silk,  and  also  the  other  ribbon 
was  coiled  in  the  same  manner ;  the  eSect  with  both  was  the 
same. 

7.  In  order  to  increase  if  possible  the  intensity  of  the 
Spark  while  the  battery  remained  the  same,  larger  spirals 
were  applied  in  succession.  The  effect  was  increased  until 
one  of  ninety-six  feet  long,  an  inch  and  a  half  wide  and  weigh- 
ing fifteen  pounds,  was  used.  The  snap  irom  this  was  so 
load  that  it  could  be  distinctly  heard  in  an  adjoining  room 
with  the  intervening  door  closed.  Want  of  materials  has 
prevented  me  from  trying  a  larger  spiral  conductor  than  this, 
tmt  it  is  probable  that  there  as  a  length  which,  with  a  given 
quantity  and  intensity  of  galvanism,  would  produce  a  max* 
imum  effect.  When  the  size  of  the  battery  is  increased,  a 
much  greater  effect  is  produced  with  the  same  spiral.  Thus 
mben^  the  galvanic  apparatus  described  in  the  first  article  is 
Brraaged  as  a  calorimotor  of  eight  pairs,  the  snap  produced  on 
breaking  contact  with  the  spiral  last  described,  resembled  the 
discharge  of  a  small  Leyden  jar  highly  charged. 

8.  A  handle  of  thick  copper  was  soldered  on  each  end  of 
the  large  spiral  at  right  angles  to  the  ribbon,  similar  to  those 
attached  to  the  wires  in  Pixii's  magneto-eleetric  machine  for 
gtviog  shocks.  When  one  of  these  was  grasped  by  each  hand 
and  me  contact  broken,  a  shock  was  received  which  was  felt 
at  the  elbows,  and  this  was  repeated  as  often  as  the  contact 
waa  broken.  This  shock  is  rather  a  singular  phenomenon, 
since  it  appears  to  be  produced  by  a  lateral  discharge,  and  it 
iS'iherefore  important  to  determine  its  direction  in  reference 
to  the  primary  current. 

9.  A  shock  is  also  received  when  the  copper  of  the  battery 
is  grasped  by  one  hand,  and  the  handle  attached  to  the 
copper  pole  of  the  ribbon  with  the  other.  This  may  be  called 
the  direct  shock,  since  it  is  produced  by  a  part  of  the  direct 
current:  It  is,  however,  far  less  intense  than  that  produced 
by  the  lateral  discharge. 

10.  When  the  poles  were  joined  by  two  coils  connected 
by  a  cup  of  mercury  between  them,  a  spark  was  produced  by 

U2 


285  Mr.  Henry,  on  the  influence  of  a  Spiral  Conductor 

breaking  the  circuit  at  the  middle  point,  and  when  a  pair  of 
jdatina  wires  was  introduced  into  the  circuit  with  the  large 
coil  and  immersed  in  a  solution  of  acid,  decomposition  took 
place  in  the  liquid  at  each  rupture  of  contact,  as  was  shown 
by  a  bubble  of  gas  given  off  at  each  wire.  It  must  be  re- 
collected that  the  shocks  and  the  decomposition  here 
described  were  produced  by  the  electricity  from  a  single  pair 
of  plates. 

11.  The  contect  with  the  poles  of  the  battery  and  the 
large  spiral  being  broken  in  a  vessel  containing  a  mixture  of 
hyorogen  and  atmospheric  air,  an  explosion  was  produced. 

I  should  also  mention  that  the  spark  is  generally  attended 
with  a  deflagration  of  the  mercury,  and  that  when  the  end  of 
the  spiral  is  brought  in  contact  with  the  edge  of  the  co^>eF 
cup  or  the  plate  of  the  battery,  a  vivid  deflagration  of  the 
metal  takes  plax;e.  The  sides  of  the  cup  sometimes  give  a 
spark  when'  none  can  be  drawn  from  the  surfece  of  the  mer- 
cury. This  circumstance  requires  to  be  guarded  against 
when  experimenting  on  the  comparative  intensities  of  sparks 
from  different  arrangements.  If  the  battery  formerly  described 
(flg.  75  Plate  X.)  be  arranged  as  a  calorimeter,  and  one  end 
of  a  large  spiral  conductor  be  attached  to  one  pole,  and  the 
other  end  drawn  along  the  edge  of  the  connector,  fig.  79^  a 
series  of  loud  and  rapid  explosions  is  produced,  accompanied 
by  a  brilliant  deflagration  of  the  metal,  and  this  takes  place 
when  the  excitement  of  the  battery  is  too  feeble  to  heat  to 
redness  a  smaU  platina  wire. 

12.  A  number  of  experiments  were  made  to  determine 
the  effect  of  introducing  a  cylinder  of  soft  iron  into  the  axis 
of  the  flat  spiral,  in  reference  to  the  shock,  the  spark,  &c^ ; 
but  no  difference  could  be  observed  with  the  large  spiral  con* 
ductor;  the  effect  of  the  iron  was  merged  in  that  of  the  spiraL 
When,  however,  one  of  the  smaller  ribbons  was  formed  into  a 
hollow  cylindrical  helix  of  about  nine  inches  long,  and  a 
cylinder  of  soft  iron  an  inch  and  a  half  in  diameter  was  insert- 
ed, the  spark  appeared  a  little  more  intense  than  without  the 
iron.  liie  obliquity  of  the  spires  in  this  case  was  unfiEkvoor* 
able  to  their  mutual  action,  while  the  magnetism  was  greater 
than  with  the  flat  spiral,  since  the  conductor  closely  surround- 
ed the  whole  length  of  the  cylinder. 

I  would  infer,  from  these  experiments,  that  some  effects 
heretofore  attributed  to  magneto-electric  action  are  chiefly 
due  to  the  reaction  on  each  other  of  the  several  spires  of  the 
coil  which  surround  the  magnet. 

13.  One  of  the  most  singular  results  in  this  investigation 
was  first  obtained  in  operating  with  the  large  galvanic  battery 
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(JBig.  76  Plate  X).  The  whole  instrument  was  arranged  as  a 
calorimotor  of  eight  pairs^  and  a  large  spiral  conductor  in- 
troduced into  the  circuit  at  c  d,  while  a  piece  of  thick  copper 
wire  about  five  inches  long  united  the  poles  at  a  b.  In  this 
state  an  explosion  or  loud  snap  was  produced^  not  only  when 
the  contact  was  broken  at  the  spiral^  but  also  when  one  end 
of  the  short  wire  at  the  other  extremity  of  the  apparatus  was 
drawn  from  its  cup.  All  the  other  short  moveable  connectors 
ai  the  battery  gave  a  similar  result.  When  the  spiral  was 
removed  from  the  circuit  and  a  short  wire  substituted,  no 
effect  of  the  kind  was  produced.  From  this  experiment  it 
appears  that  the  influence  of  the  spiral  is  exerted  through  at 
le^t  eight  alternations  of  zinc^  acid^  and  copp^,  and  thus 
gives  to  a  short  wire  at  the  other  extremity  of  the  circuit  the 
power  of  producing  a  spark. 

14.  1  he  influence  of  the  coil  was  likewise  manifest  when 
the  zinc  and  copper  plates  of  a  single  pair  were  separated  from 
each  other  to  the  distance  of  fourteen  inches  in  a  trough  with- 
out partitions,  filled  with  diluted  acid.  Although  the  elec- 
trical intensity  in  this  case  must  have  been  very  low,  yet 
there  was  but  little  reduction  in  the  apparent  intensity  of  the 
«park. 

15.  The  spiral  conductor  produces,  however,  little  or  no 
increase  of  effect  when  introduced  into  a  galvanic  circuit  of 
considerable  intensity.  Thus  when  the  large  spiral  used  in 
experiment  seventh^  eighth,  &c.  was  made  to  connect  the 
polesof  two  Cruikshank's  troughs,  each  containing  fifty-six 
fbur-inchplates,  no  greater  effect  was  perceived  than  with  a 
short  thick  wire :  in  both  cases  in  making  the  contact  a  feeble 
spark  was  given,  attended  with  a  slight  deflagration  of  the 
mercury.  The  batteries  at  the  same  time  were  in  sufficiently 
intense  action  to  give  a  disagreeable  shock.  It  is  probable, 
however,  that  if  the  length  of  the  coil  were  increased  in  some 
proportion  to  the  increase  of  intensity,  an  increased  effect 
would  still  be  produced. 

In  operating  with  the  apparatus  described  in  the  last  expe- 
riment, a  phenomenon  was  observed  in  reference  to  the  action 
of  the  battery  itself,  which  I  do  not  recollect  to  have  seen 
mentioned,  although  it  is  intimately  connected  with  the  facts 
of  Magneto-Electricity,  as  well  as  with  the  subject  of  these 
investigations,  viz.  When  the  body  is  made  to  n>rm  a  part  of 
a  galvanic  circuit  composed  of  a  number  of  elements,  a  shock 
is,  of  course,  felt  at  the  moment  of  completing  the  circuit  If 
the  battery  be  not  very  large,  little  or  no  effect  will  be  per- 
ceived during  the  uninterrupted  circulation  of  the  ^Ivanic 
current ;  but  if  the  circuit  be  interrupted  by  breaking  the 
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contact  at  any  pointy  a  shock  will  be  felt  at  the  motoeni^) 
nearly  as  intense  as  that  given  when  the  contact  was  first) 
formed.  The  secondary  shock  is  rendered  more  evident^ 
when  the  battery  is  in  feeble  action^  by  placing  in  the  mouth 
the  end  of  one  of  the  wires  connected  with  the  poles;  a  shock 
and  flash  of  light  will  be  perceived  when  the  circuit  is  oom^ 
pleted^  and  also  the  same  when  the  contact  is  broken  at  auy 
pointy  but  nothing  of  the  kind  will  be  perceived  in  the  intet* 
mediate  time,  although  the  circuit  may  continue  uninterrupited 
for  some  minutes.  This  I  consider  an  important  fact  in  refer- 
ence to  the  action  of  the  voltaic  current. 

The  phenomena  described  in  this  paper  appear  to  be  iuti^ 
mately  connected  with  those  of  Magneto-Electricity>  and 
this  opinion  I  advanced  with  the  announcement  of  the  first 
&ct  of  these  researches  in  the  American  Journal  of  Science. 
They  may^  I  conceive,  be  all  referred  to  that  species  of  dyna- 
mical Induction  discovered  by  Mr.  Faraday,  which  produces 
the  following  phenomenon,  namely :  when  two  wire»,  A  a»d 
B,  are  placed  side  by  side,  but  not  in  contact,  and  a  voltaic 
current  is  passed  through  A,  there  is  a  current  produced  in 
B,  but  in  an  opposite  direction.  The  current  in  B  exists  only 
for  an  instant,  although  the  current  in  A  may  be  indefinitely 
continued;  but  if  the  current  in  A  be  stopped,  there  is  pro- 
duced in  B  a  second  current,  in  an  opposite  direction  however 
to  the  first  current. 

The  above  fundamental  fact  in  Magneto-Electricity  aj^ears 
to  me  to  be  a  direct  consequence  of  the  statical  principled  of 
"  Electrical  Induction**  as  mathematically  investigated  by 
Cavendish,  Poisson,  and  others.  When  the  two  wires  A  and 
B  are  in  their  natural  state,  an  equilibrium  is  sustained  by  the 
attractions  and  repulsions  of  the  two  fluids  in  each  wire;  or, 
according  to  the  theory  of  Franklin  and  Cavendish,  by  the 
attractions  and  repulsions  of  the  one  fluid,  and  the  matter  of 
the  two  wires.  If  a  current  of  free  electricity  be  passed 
through  A,  the  natural  equilibrium  of  B  will  be  disturbed  for 
an  instant,  in  a  similar  manner  to  the  disturbance  of  the 
equilibrium  in  an  insulated  conductor,  by  the  sudden  addidan 
of  fluid  to  a  contiguous  conductor.  On  account  of  the  repul- 
sive action  of  the  fluid,  the  current  in  B  will  have  an  opposite 
direction  to  that  in  A ;  and  if  the  intensity  of  action  remains 
constant,  a  new  state  of  equilibrium  will  be  assumed.  The 
second  state,  however,  of  B  may  perhaps  be  regarded  as  one 
of  tension,  and  as  soon  as  the  extra  action  ceases  in  it,  the 
fluid  in  B  will  resume  its  natural  state  of  distribution,  and 
thus  a  returning  current  for  an  instant  be  produced. 

The  action  of  the  :»piral  conductor  in  producing  sparks,  is 
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but  another  case  of  the  same  action ;  for  since  action  and  re^ 
action  are  equal  and  in  contrary  directions^  if  a  current  esta- 
blished in  A  produces  a  current  in  an  opposite  direction  in  B^ 
then  a  current  transmitted  through  B  should  accelerate  or 
increase  the  intensity  of  a  current  already  existing  in  the  same 
direction  in  A,  In  this  way  the  current  in  the  several  suc- 
cessive spires  of  the  coil  may  he  conceived  to  accelerate,  or  to 
tend  to  accelerate  each  other ;  and  when  the  contact  is 
broken^  the  fluid  of  the  first  spire  is  projected  from  it  with  in- 
tensity by  the  repulsive  action  of  the  fluid  in  all  the  succeed- 
ing spires. 

In  the  case  of  the  double  spiral  conductor^  in  experiment 
sixths  the  fluid  is  passing  in  an  opposite  direction;  and 
according  to  the  same  views^  a  retardation  or  decrease  of  in- 
tensity should  take  place. 

The  phenomenon  of  the  secondary  shock  with  the  battery, 
appears  to  me  to  be  a  consequence  of  the  law  of  Mr.  Faraday. 
The  parts  of  the  human  body  contiguous  to  those  through 
which  the  principal  current  is  passing,  may  be  considered  as 
in  the  state  of  the  second  wire  B;  when  the  principal  current 
ceases^  a  shock  is  produced  by  the  returning  current  of  the 
natural  electricity  of  the  body. 

If  this  explanation  be  correct,  the  same  principle  will 
readily  account  for  a  curious  phenomenon  discovered  several 
years  since  by  Savary,  but  which  I  believe  still  remains  an 
isolated  fact.  When  a  current  is  transmitted  through  a  wire, 
and  a  number  of  small  needles  are  placed  transverse  to  it,  but 
at  different  distances,  the  direction  of  the  magnetic  polarity 
of  t^  needles  varies  with  their  distance  from  the  conducting 
wire.  The  action  is  also  periodical ;  diminishing  as  the  dis- 
tance increases,  until  it  becomes  zero;  the  polarity  of  the 
needles  is  then  inverted,  acquires  a  maximum,  decreases  to 
zero  again,  and  then  resumes  the  first  polarity ;  several  alter- 
nations of  this  kind  being  observed.*  Now  this  is  precisely 
what  would  take  place  if  we  suppose  that  the  principal  cur- 
rent induces  a  secondary  one  in  an  opposite  direction  in  the 
air  surrounding  the  conductor,  and  this  again  another  in  an 
opposite  direction  at  a  great  distance,  and  so  on.  The  needles 
at  different  distances  would  be  acted  on  by  the  different  cur- 
rents, and  thus  the  phenomena  described  be  produced. 

The  action  of  the  spiral  is  also  probably  connected  with 
the  fact  in  common  electricity  called  the  lateral  discharge  : 
and  likewise  with  an  appearance  discovered  some  years  since 

*  Cumming's  Demonferrande,  page  247 ;  also  Edinburgh  Juur- 
nal,  October  18i6. 
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by  Nobili^  of  a  vivid  lights  produced  when  a  Leyden  jar  19 
dificharged  through  a  flat  spiral. 

The  foregoing  views  are  not  presnmed  to  be  given  as  exhi- 
biting the  actual  operation  of  nature  in  producing  the  phe- 
nomena described,  but  rather  as  the  hypothesis  which  nave 
served  as  the  basis  of  my  investigations^  and  which  may  far- 
ther serve  as  formulsB  A:om  which  to  deduce  new  consequences 
to  be  established  or  disproved  by  experiment. 

Many  points  of  this  subject  are  involved  in  an  obscurity 
which  requires  more  precise  and  extended  investigation ;  we 
may,  however,  confidently  anticipate  much  additional  light 
from  the  promised  publication  of  Mr.  Faraday's  late  re- 
searches in  this  branch  of  science. 


LIII.    Method  of  increasing  Shocks,  and  Experiments  with 
Pro/.  Henry^s  apparatus  for  obtaining  sparks  and  shocks 
from  the  Calorimoter.  By  C.  G.  Page.* 

Salem,  May  12,  1836. 
To  Professor  Silliman^ 
Dear  Sir, 

I  have  lately  constructed  an  apparatus  for  obtaining  shocks 
from  the  Calorimoter,  which  has  furnishedsome  curious  results; 
and  as  you  may,  perhaps,  deem  them  worthy  of  publication, 
I  send  you  herewith  a  sectional  drawing  of  the  apparatus, 
with  a  description. 

Fig.  80,  Plate  X.  represents  a  section  of  an  apparatus  for  ob- 
taining shocks  from  the  Calorimotor.  The  coil  of  copper  rib- 
bon, contained  in  the  box  B,  Z,  is  220  feet  long,  an  inch  wide, 
andhas  but  four  solderings  or  joints  throughout  its  length.  The 
separate  lengths  of  55  feet  each  are  cut  from  single  sheets  of 
copper.  This  is  easily  done  by  cutting  the  alternate  strins 
within  half  an  inch  to  the  edge  of  the  sheet,  and  then  bend- 
ing them  one  upon  the  other,  to  bring  them  in  the  same  line 
of  length;  in  this  way  the  integrity  of  the  circuit  is  better 
preserved  than  by  numerous  solderings.  The  ribbon  is  wound 
with  single  strips  of  list  intervening.  On  five  of  the 
coils  at  distances  indicated  by  the  figure,  are  soldered  strips 
of  copper  which  pass  through  the  cover  of  the  box  aod  are 
then  bent  down  to  receive  the  thimbles  for  the  mercury.  This 
forums  a  convenient  arrangement,  as  the  mercury  cups  are 
easily  emptied  by  straightening  the  copper  strips,  ^represents 
the  copper  tube  with  a  curved  strip  of  copper  soldered  to  its 

*  From  Silliman's  Journal,  for  Oct.,  1830.  This  number  of  Pro^ 
ff'!?sor  Sillimairs  excellent  Pliilosophical  Journal,  did  not  airive  in 
London  till  aAer  Christmas  last. 
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extremity  for  dipping  into  the  meroury  cups.     For  the  Mike 
of  brevity  in  detailing  the  experiments,  instead  of  the  oop* 

Gr  tube  of  right  or  left  handy  merely  the  words  right  and 
:t  hand  will  be  used:  and  bv  the  abbreviation,  neg.  con.  and 
pos.  con.  wiU  be  understooa  the  strips  of  cof^r  connecting 
the  cups  with  the  negative  and  positive  cups  of  the  Calori- 
motor. 

On  putting  the  pos.  con.  into  cup  1,  and  the  neg.  con.  into 
cup  2»  a  bright  spark  and  sharp  snap  are  produced,  when 
eitlier  of  the  connectors  is  raised  from  its  cup.  When  the 
neg»  con.  is  raised  from  cup  3,  the  spark  is  more  brilliant 
than  the  last,  accompanied  with  a  louder  snap. 

When  the  neg.  con.  is  raised  from  cup  4,  the  spark  is  more 
voluminous,  but  not  so  intense  as  the  last  named,  nor  is  the 
snap  so  loud 

When  the  neg.  con.  is  raised  from  cup  5,  the  spark  is  still 
less  bright,  and  the  snap  less  loud 

When  the  neg.  con.  is  raised  from  cup  6,  (220  feet)  the 
nxurk  and  snap  are  both  feeble,  even  when  compared  with 
uose  given  by  cup  3.  It  would  seem  then  from  these  results, 
that  the  limit  of  intensity  is  attained  at  cup  4,  which  gives  a 
length  of  1 10  feet ;  but  this  inference  is  somewhat  weakened 
by  the  following  facts.  The  shocks  by  no  means  obey  the 
same  law;  the  maximum  being  obtained  by  immersing  the 
copper  tubes  in  cups  6  and  1 .  For  convenience  of  arrange- 
ment^ suppose  the  positive  connector  is  in  cup  1,  and  the 
right  hand  in  cup  1.  The  left  hand  is  to  pass  along  with  the 
neg.  con.  into  cups  2,  3,  4,  5,  and  6,  and  as  con.  is  raised 
from  these  cups  successively,  the  shock  increases,  and  from 
cup  6,  is  a  maximum  with  this  apparatus.  It  will  be  seen 
from  this,  that  from  cup  4  to  6^  the  shock  is  inversely  as  the 
spark,  while  in  the  first  half  of  the  coil,  it  is  in  the  same 
ratio.  It  may  be  well  to  mention  here,  that  I  found  if  the 
surface  of  the  mercury,  where  the  contact  is  broken,  be 
covered  with  water,  the  shock  is  very  much  increased.  The 
rationale  I  am  unable  to  give,  but  such  is  the  fact.  This 
augmentation  does  not  take  place  at  every  rupture  of  contact, 
but  is  best  attained  by  strikmg  the  connector  against  the  bot- 
tom of  the  cup  and  quickly  raising  it.  The  shock  is  also  in- 
creased by  covering  the  mercury  with  naphtha  and  the  mer- 
cury appeared  to  be  oxidized,  the  naj^tha  soon  growing 
turpid. 

The  next  results  to  be  stated  are  still  more  curious,  and 
according  to  the  received  theories  of  electro-motion,  difficult 
to  explain.     The  pos.  oon.  and  right  hand  are  still  in  cup  1. 


392^       Ml*.  Puge^  M  ^^  mBtho4  qf  increaeing  ^hocSt. 

The  neg,  eozt  in.cup  2^  aj^d  the  left  band  in  cnp  3,  the  ^hook 
is  DOW  stronger  than  wh^  the  left  hand  was  in  cup  2  with  tho 
connector,  and  goes  on  increasing  as  the  left  hand  is  carri04 
into  cups  4,  5,  and  6,  in  succession.*  Let  now  the  pos.  con, 
and  right  hand  remsan  in  cup  1^  place  the  neg.  con^  in  cup  3^ 
and  the  left  hand  in  cup  4^  the  shock  goes  on  increasing  as 
before,  and  when  the  left  hand  arrives  at  cup  6^  the  shock  is 
as  strong  as  that  ohta,ined  from  the  whole  coil  (Q30  feet), 
while  the  actual  circuit  from  positive  to  negative  is  only  QO 
feet.  Let  pos.  con.  and  right  hand  remfiin  in  cup  1,  put  the  aeg« 
con.  in  cup  4,  and  left  hand  in  cup  5,  the  shock  is  now  aa 
strong  as  when  the  whole  coil  is  in  the  circuity  and  when  the 
left  hand  is  in  cup  6  the  shock  is  stronger  than  can  he  ob- 
tained from  the  apparatus  in  any  other  way.  These  last  result^ 
prove  that  the  real  maximum  as  indicated  by  the  shocks  ii 
given  by  the  direct  circuit  from  positive  to  negative,  through 
half  the  coil,  with  the  lateral  co^openttton  of  the  other  hall 

Thus  much  being  known,  we  might  reasonably  expect  tluit 
while  the  connectors  are  in  the  extreme  cups  1  and  6,  we 
should  obtain  shocks  from  any  two  intermediate  cups^  and  this 
I  found  to  be  the  case ;  but,  contrary  to  expectation,  I  obtained 
shocks  from  cups  entirely  without  the  actual  circuit.  For 
instance,  the  pos.  con.  in  cup  1,  neg.  in  3,  right  hand  in  4, 
and  left  hand  in  6.  In  this  case  the  shock  was  slight ;  hut 
by  thrusting  needles  into  the  thumb  and  fore  finger  of  the  left 
hand,  and  immersing  the  needles  in  cups  4  and  6,  the  shock 
was  extremely  painful. 

Again.  Solder  the  coroer  tube  of  the  left  hand  to  the  jic^ 
con.,  put  the  pos.  con,  and  right  hand  into  cup  1.  When  tbe 
end  of  the  neg.  con.  is  raised  from  cup  4,  no  shpck  is  felt» 
but  when  the  other  end  is  raised  from  the  cup  on  the  battery, 
a  shock  is  felt.  Other  things  remaining  the  same,  carry  the 
right  hand  from  cup  1,  out  of  the  direct  circuit  to  cup  6. 
Nearly  the  reverse  of  the  last  named  phenomena  takes  pla^oe* 
A  strong  shock  is  felt  when  the  end  of  the  neg.  cQn.  is  raised 
from  cup  4,  and  a  weaker  one  whai  the  other  end  is  raised 
from  the  cup  on  the  battery.  This  experiment  appears  still 
more  striking,  when  the  right  hand  is  carried  into  the  same 
cup  with  the  neg.  con.  cup  4:  a  shock  is  felt,  although  the  dis- 
tance by  thedirect  circuit  from  hand  to  hand  is  only  about  eight 
inches.  Having  detached  the  copper  tube  from  the  connector, 
put  the  pos.  con.  in  cup  1,  the  neg.  con.  in  cup  4,  the  right 
iMuad  in  cup  4,  and  the  left  hand  in  the  neg.  cup  on  the  bat- 

^  An  assisiant  is  necesBary  to  make  the  immenion  of  the  ooonectors. 
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tery.  It  is  iimnaterial  now  which  end  of  the  neg,  con»  m 
laisedy  hoth  producing  a  shock.  If  the  right  hand  is  now 
carried  to  cup  6,  the  shock  is  a  maximum. 

A  direct  shock  cannot  be  obtained  from  this  instrument  To 
test  this,  I  passed  fine  needles  deep  into  the  thumb  and  fore- 
finger of  the  left  hand,  and  immersed  them  in  cup  6  and 
the  negative  cup  on  the  battery,  the  positive  con.  being  in 
cup  1 ;  no  shock  was  felt  onl>reaking  or  making  circuit. 

If  a  file  or  rasp  be  inserted  into  either  of  the  cups  and  the 
eonnector  drawn  across  it,  the  shocks  become  insupportable 
from  the  rapidity  of  succession.  The  scintillations  from  the 
file  in  this  case  are  very  beautiful,  being  by  far  the  most 
briDiant  and  copious  in  cup  4.  Very  pleasing  effects  are  pro* 
duoed  by  breaking  the  circuit  with  a  revolving  spur  wheeL 
A  little  spur  wheelof  copper  is  so  nutde  that,  in  revolving,  one 
spur  shall  leave  the  mercury  before  the  next  touches.  In  this 
way  a  rapid  succession  of  sparks  and  detonations  are  obtained. 
If  bits  of  silver  leaf  are  hung  upon  the  spurs  as  the  wheel 
revolves,  the  combustion  of.  the  silver  leaf  is  very  vivid^ 
burning  with  its  peculiar  emerald  light  The  shocks  pro* 
dttced  while  the  wheel  is  revolving  are  very  disagreeable. 

The  decomposition  of  water  was  easily  effected  by  breaking 
the  circuit  under  its  surface  with  two  clean  strips  of  copper* 
On  using  two  small  platinum  wires,  they  adhered  as  with  a 
deflagrator. 

The  coil  was  tried  with  a  two-quart  Leyden  jar,  and  shocks 
were  obtained  fix)m  cups  entirely  without  the  direct  circuit. 
I  refrain  from  stating  other  results  with  the  Leyden  jar,  as 
they  must  be  rendered  somewhat  equivocal,  by  the  imperfect 
insulation  <^  the  coils. 

It  may  also  be  worth  mention,  that  by  using  the  needles  as 
before,  I  obtained  with  this  apparatus,  shocks  from  a  single 
pair  of  plates  only  four  square  inches  (single  surface).  We  have 
then  in  this  instrument  a  battery  by  itself,  from  which  shocks 
of  all  grades  can  be  obtained,  and  in  cases  of  the  medical  appli- 
cation of  Galvanism^  it  must  prove  &r  more  convenient  than 
the  ordinary  methcxls. 

Postscript. 

Salem^  June  8,  1836. 
One  of  the  most  pleasing  experiments  with  the  coil,  is 
breaking  the  circuit  with  a  revolving  spur  wheel.  In  former 
experimoito,  I  produced  the  revolution  of  the  wheel  with  a 
string,  as  in  the  wheel  tinder  box,  having  failed  to  effect  it 
with  a  magnet  But  I  have  since  invigorated  my  calorimotor, 
by  removing  and  cleaning  the  zinc  plates,  and  a  small  hprse- 


1i94        Mr.  Page,  on  the  method  of  increasing  shocks. 


shoe  magnet  is  now  sufficient  to  produce  rapid  revolntions, 
with  the  most  brilliant  results.  The  circuit  in  this  case  is 
terminated  in  cup  2,  as  the  rotations  diminish  in  proportion 
to  the  length  of  the  coil  used.  The  wheel  is  fitted  with  a 
wooden  stand  and  trough^  precisely  as  for  magnetic  rotation. 
The  deflagration  of  the  mercury  is  extremely  vivid,  giving 
copious  fumes.  If  the  experiment  is  performed  in  a  dark 
room,  it  exhibits  in  a  superb  manner  the  well  known  optical 
illusion,  of  a  wheel  in  rapid  motion  appearing  to  be  at  rest. 
As  the  wheel  is  illuminated  by  a  rapid  series  of  sparks,  it 
does  not  appear  to  be  exactly  at  rest,  but  exhibits  a  quick 
vibratory  movement.  I  have  before  alluded  to  the  nature  of 
the  shocks  given  by  the  wheel,  but  with  this  self-regolating 
apparatus,  an  assistant  can  be  dispensed  with,  and  shocks  of 
any  duration  and  degree  can  be  obtained,  by  immersing  the 
copper  handles  as  before  directed.  The  strongest  shock  being 
obtained  by  immersing  the  copper  handles  in  cup  6,  and  the 
negative  cup  of  the  battery.  This  last  experiment  is  difficult 
to  explain.  The  left  hand  being  in  cup  6,  it  is  immaterial 
whether  the  right  hand  is  carried  to  the  positive  or  negative 
cup  on  the  battery:  a  strong  shock  is  felt  in  both  cases,  but 
that  from  the  negative  cup  is  somewhat  stronger,  ai^d  is  the 
real  maximum,  if  the  circuit  terminates  with  half  the  coil. 


Explanation  of  the  Phenomena^  8fc. 

Mr.  Page's  variations  of  Professor  Henry's  original  experi- 
ments are  very  important ;  but  as  that  gentleman  has  not  ven- 
tured an  explanation  of  the  cause  of  the  phenomena,  it  may 
perhaps  be  interesting  to  many  of  our  readers  to  know  that 
the  whole  may  be  explained  upon  the  theoretical  principles 
already  placed  before  them.  In  every  instance  the  phenom- 
ena may  be  traced  to  the  collapsion  of  the  electro-magnetic 
lines.  In  some  instances  the  phenomena  proceeded  from  a 
primitive  current;  in  others,  from  9^ secondary  current;  and 
m  others  from  both  primitive  and  secondary. 

When  the  battery  circuit  embraced  portions  of  the  coil 
between  1  and  2 ; — 1  and  3 ; — 1  and  4 ;  the  remaining  part  of 
the  coil,  as  far  as  the  left  hand  enclosed  it,  became  the  circuit 
for  a  secondary  current.  When  the  battery  circuit  embraced 
half  of  the  coil ;  or  from  1  to  4,  the  other  half,  when  the  left 
hand  was  in  6,  was  traversed  by  a  secondary  current,  every 
time  the  battery  connexions  were  broken.  When  the  battery 
circuit  embraced  the  coil  from  1  to  3,  and  the  hands  in  4  and 
6 ;  the  shock  felt  was  entirely  from  the  secondary  current  of 
that  part  of  the  coil  immediately  between  the  hands. 
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At  the  time  I  vas  making  my  first  course  of  experiments 
oa  this  subject^  I  had  not  investigated  the  doctrine  of  second* 
ary  electric  currents ;  on  which  account  I  was  quite  unprepared 
to  arrange  my  coils  of  wire  to  the  best  advantage  for  producing 
effects;  hence  it  was  that  I  did  not  succeed  in  producing 
greater  shocks  from  the  two  coils  A  and  B^  fig.  16^  than  from 
one  of  them  alone.  Having  subsequently,  however^  succeeded 
in  tracing  the  whole  phenomena  which  secondaries  display,  to 
the  influence  of  electro-magnetic  excitement^  the  failure  has 
become  sufiiciently  obvious : — the  coils  are  not  within  the  in<> 
flnence  of  each  other.  I  now  obtain  shocks  fi*om  secondarie9 
alone,  by  the  employment  of  the  same  wires  ;  placing  them 
side  by  side^  from  one  end  to  the  other  in  one  compact  coil. 
No  iron  is  used.  The  ends  of  one  wire  are  connected  with 
the  battery,  charged  with  salt  water ;  the  ends  of  the  other 
wire  are  immersea  in  two  cups  of  salt  water,  one  in  each.  The 
fingers  being  placed  in  one  cup,  and  the  thumb  of  the  same 
hand  in  the  other,  a  shock  is  felt  every  time  the  battery  cir-> 
enit  is  broken.  Decompositions  are  also  accomplished  by 
those  secondary  currents. 

W.  STURGEON. 

LIV.  On  the  best  method  of  making  an  electro-magnet  for 
electrical  purposes^  and  on  the  vast  superiority  of  the 
electric  power  of  the  electro-magnet,  over  the  electric 
power  of  the  common  magneto-electric  machine.  By  the 
Rev.  N.  J.  Callan,  Professor  of  Natural  Philosophy ^ 
in  the  R.  C.  College,  JUaynooth.* 

As  often  as  the  communication  between  the  helix  of  an 
electro-magnet  and  the  voltaic  battery  is  broken,  an  electric 
current  is  made  to  flow  through  the  helix  in  a  direction  op- 
posite to  that  of  the  current  from  the  battery.  The  power 
which  produces  the  former  current,  I  call  the  electric  power 
of  the  electro*magnet:  the  attraction  of  the  magnet  for  iron, 
I  call  its  magnetic  power. 

The  electric  current  excited  in  the  helix  of  an  electro-mag. 
net  on  breaking  communication  with  the  battery,  is  capable 
of  producing  all  the  effects  of  the  most  powerM  galvanic 
battery, — the  electro-magnetical  effects,  the  ignition  and 
fusion  of  the  metals,  the  shock,  and  decomposition.  The 
magnetic  effects  and  ignition  depend  more  on  the  quantity 
than  on  the  intensity  of  electricity.  The  shock  and  decom- 
position depend  principally  on  electric  intensity. 

*  Communicated  by  the  Author. 
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I  shaU  now  detail  the  various  circumstances  which  influence 
the  intensity  of  the' electric  current  excited  in  the  magnetic 
helix. 

The  intensity  of  the  electric  current  produced  in  the  helix 
of  an  electro-magnet^  on  breaking  communication  with  th.e 
battery,  depends  on  six  things: — ^first,  on  the  magnetic  power 
of  the  electro-magnet;  secondly,  on  the  length  of  the  helix; 
thirdly,  on  the  thinness  of  the  wire  of  which  the  helix  is 
formed;  fourthly,  on  the  inverse  distance  between  the  helix 
and  iron  of  the  magnet:  fifthly,  on  the  manner  in  which  the 
wire  is  coiled  on  the  iron  bar ;  and,  sixthly,  on  the  insulation 
of  each  coil  of  wire  from  the  other  coils. 

To  ascertain  the  dependence  of  the  intensity  of  the  electric 
eurrent  excited  in  the  helix,  on  the  magnetic  power  of  the 
electro-magnet,  I  magnetized  the  same  bar  of  iron  to  different 
degrees,  and  in  a  great  variety  of  ways.  First,  by  a  pair  of 
small  plates,  and  then  by  a  pair  of  large  plates.  Secondly, 
by  several  pairs  of  large  plates,  and  afterwards  by  several 
pairs  of  small  plates.  Thirdly,  by  passing  the  voltaic  current 
round  the  bar  from  the  same  plates  through  wires  of  diffisrent 
thicknesses,  of  different  lengths,  and  at  different  distances 
from  the  iron.  In  all  these  cases,  the  intensity  of  the  electric 
current  produced  in  the  helix,  on  breaking  communication 
with  the  battery,  increased  or  decreased  according  as  the 
magnetic  power  increased  or  decreased,  and  appeared  to  in- 
crease in  proportion  to  the  magnetic  power.  I  also  compared 
the  intensities  of  electric  currents  excited  in  the  helices  of 
different  electro-magnets,  and  found  that  (cieteris  paribus) 
the  magnet  which  exhibited  the  strongest  attraction  for  the 
same  bar  of  iron,  produced  in  its  helix  the  most  intense 
electric  current.  From  these  results,  I  think  I  am  warrant^ 
in  concluding  that  the  intensity  of  the  electric  current  (all 
other  things  on  which  it  depends  being  given)  varies  as  the 
magnetic  power  of  the  electro-magnet. 

^condly,  tlie  intensity  of  the  electric  current  excited  in 
the  magnetic  helix,  on  breaking  communication  with  the  bat- 
tery, increases  with  the  length  of  the  helix.  I  have  taken 
shocks  from  wires  of  different  lengths  <;piled  on  the  same  inm 
bar,  and  have  always  found  that  (when  the  magnetic  power 
^iras  given)  the  strongest  shock  was  obtained  from  the  longest 
wire.  The  shock  increases  with  the  length  of  the  wire,  until 
the  coils  are  at  such  a  distance  from  the  iron,  that  its  mag^ 
netic  power  is  incapable  of  producing  an  electric  stat^  in  them. 

Thirdly,  the  intensity  of  the  electric  current  jwoduced  in 
the  helix,  increases  very  rapidly  with  the  thinness  of  the  wire. 
For,  if  two  wires  of  equal  lengthy  butof  different  thickness, 
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be  coiled  an  an  electro-magnet  of  given  magnetic  power^  at 
e^nal  distances  from  the  iron^  it  will  be  found  that  the  shock 
given  by  the  thin  wire,  on  breaking  communication  with  the 
battery,  is  far  stronger  than  the  shock  from  the  thick  wire. 
The  shock  appears  to  increase  in  a  higher  ratio  than  the  inverse 
diameter  of  the  wires. 

Fourthly^  the  intensity  of  the  electric  current  increases  witib 
the  inverse  distance  between  the  helix  and  iron  bar.  I  coiled 
on  an  iron  bar  three  wires  of  nearly  equal  length  and  thickness^ 
one  over  the  other^  and  left  their  ends  projecting.  The  iroik 
bar  was  magnetized  by  passing  the  voltaic  current  through 
each  wire  successively;  the  shock  was  also  taken  from  each 
ABriie  successively.  But^  whether  the  electric  current  from  the 
battery  wias  sent  through  the  firsts  second,  or  third  wire,  the 
ahock  from  the  first  wire  was,  in  all  cases,  greatest,  and  the 
shock  from  the  third  wire  was,  in  all  cases,  least*  Hence, 
the  shock  increases  with  the  inverse  distance  between  the  helix 
«uQd  iron  bar.  I  have  not  ascertained  the  rate  of  increase: 
but  I  have  reason  to  think  that  the  increase  of  electric  inten- 
sity depends  more  on  the  distance  of  the  helix  from  the  sur* 
Itoe,  than  on  its  distance  from  the  axis  of  the  iron  bar. 

Fifthly,  the  intensity  of  the  electric  current  dqiends  on  the 
direction  in  which  the  wire  is  coiled  on  the  iron  oar.  If  the 
wire  be  coiled  irregularly,  or  in  a  direction  oblique  to  the  axis 
of  the  magnet,  there  will  be  a  great  loss  of  electric  intensity. 
The  highest  intensity  will  be  obtained  when  the  wire  is  coiled 
•as  nearly  as  possible  at  right  angles  to  the  axis  of  the  magnet, 
land  when  each  coil  is  as  close  as  possible  to  the  adjoining 
txnls. 

Sixthly,  the  intensity  of  the  electric  current  excited  in  the 
'magnetic  helix  depends  on  the  insulation  of  each  coil  from  all 
the  other  coils.  However  great  the  magnetic  power  may  be, 
bowever  long  or  fine  the  wire,  however  small  its  distance 
frMn  the  iron,  and  however  perfect  the  coiling,  the  intensity 
of  the  electric  cunent  will  be  but  trifling  if  the  insulation  be 
bad.  When  hiffh  intensity  is  sought  for,  the  covering  of  the 
wire  will  not  be  sufficient  to  insulate  each  coil  from  all  the 
t>ther  coils :  a  coat  of  sealing  wax  varnish,  or  of  some  non- 
eonducting  cement,  will  be  necessary. 

•  Since,  then,  the  intensity  of  the  electric  current  produced 
in  the  helix  of  the  electro-magnet,  on  breaking  communica- 
tite  with  the  battery,  increases  with  the  magnetic  power  of 
the  electro-magnet,  with  the  length  and  thinness  of  the  wire, 
^with  its  inverse  distance  from  the  iron,  and  with  the  regularity 
t>f  the  coiling,  the  best  form  of  the  electro-magnet  for  the 
shock,  and  mr  decomposition,  is  that  by  which  the  highest 
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xoagneidG  power  can  be  obtained,  and  by  which  the  greatest 
length  of  thin  wire  can  be  coiled  on  an  iron  bar,  within  the 
smallest  distance  from  the  iron,  and  in  a  direction  at  light 
an^es  to  the  axis  of  the  bar. 

The  magnetic  power  of  an  electro-magnet  depends,  first, 
on  the  quantity  of  iron  in  the  magnet;  secondly,  on  the  quan- 
tity and  intensity  of  the  electricity  which  flows  (in  a  given 
time)  round  the  iron  bar,  and  particularly  at  the  poles ;  thirdly, 
on  the  inverse  distance  between  the  iron  and  the  electricity 
flowing  round  it;  fourthly,  on  the  direction  in  which  the  elecr 
tricity  flows  round  the  bar;  and,  fifthly,  on  the  insulation  of 
the  wire  which  carries  the  voltaic  current  round  the  magnet 

First,  the  magnetic  power  of  an  electro-magnet  depends  on 
its  mass  of  iron.  I  have  found  that  small  bars  are  nearly 
saturated  with  magnetism,  by  a  single  pair  of  small  plates, 
and  that  nearly  the  maximum  of  magnetic  power  is  given  to 
bars  of  considerable  size  by  a  few  large  plates.  The  magnetic 
power  of  iron  bars  saturated  with  magnetism  by  the  voltaic 
current  is  found  always  to  increase  with  the  size  of  the  bars. 
I  believe  every  one  will  admit  that  equal  quantities  of  iron  of 
the  same  quality  have  equal  capacities  for  magnetism,  und 
consequently,  that  the  magnetic  capacity  of  an  iron  bar  is 
proportional  to  the  quantity  of  iron  which  it  contains.  Hence 
the  magnetic  power  of  an  electro-magnet  cannot  be  great, 
unless  its  mass  of  iron  be  considerable. 

Secondly,  the  magnetic  power  of  an  electro-magnet  depends 
on  the  quantity  and  intensity  of  the  electricity  which  flows 
round  the  magnet  in  the  time  necessary  for  magneti;sation  by 
the  voltaic  current.  All  admit  that  the  magnetic  power  in* 
creases  with  the  quantity  of  electricity  which  flows  round  the 
bar  in  a  ^iven  time :  and  I  have  found  that  it  increases  very 
n^idly  with  the  intensity  of  the  electric  current,  until  t^e  iron 
bar  is  nearly  saturated  with  magnetism.  Many  are  of  opinion 
that  the  magnetic  power  is  greatly  increased  by  passing  a 
larger  quantity  of  electricity  round  the  poles,  than  round  any 
other  part  of  the  magnet. 

Thirdly,  the  magnetic  power  of  an  electro-magnet  depends 
on  the  inverse  distance  between  the  iron  bar,  and  the  electri- 
city flowing  round  it.  If  two  wires  of  equal  lengths  and  thick- 
ness, be  coiled,  one  over  the  other,  on  an  iron  bar,  and  if  a 
voltaic  current  be  passed  successively  through  each  wire,  from 
the  same  battery,  it  will  be  found  that  the  greatest  magnetic 
power  is  produced  by  the  current  which  flows  through  the  wire 
nearest  to  the  iron.  Hence  the  magnetic  power  increases 
with  the  inverse  distance  between  the  iron  bar  and  the  elec- 
tricity flowing  round  it 
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Fourthly^  the  magnetic  power  depends  on  the  direction  in 
which  the  electricity  flows  round  the  iron  bar.  If  a  voltaic 
current  be  sent  through  a  wire  coiled  on  an  iron  bar^  in  a  di- 
rection as  nearly  as  possible^  at  right  angles  to  the  axis  of  the 
bar^  the  magnetic  power  will  be  greater  than  that  which  can 
be  given  to  the  bar^  by  an  equal  current  sent  through  a  wire 
coUed  on  the  bar^  in  any  other  direction. 

Fifthly,  the  magnetic  power  of  an  electro-magnet  depends 
on  the  insulation  of  each  coO  of  wire.  If  any  two  coils  be  in 
conducting  communication  with  each  other^  the  electric  cur- 
rent, instead  of  flowing  round  the  bar,  will  pass  from  one  coil 
to  the  other  in  a  direction  parallel  to  the  axis  of  the  bar. 

If  the  iron  bar  be  straight,  the  wire  can  be  coiled  at  right 
angles  to  the  axis  of  the  bar,  with  greater  facility  than  when 
it  is  of  any  other  form.  But  a  straight  bar  is  unfit  for  exhibit- 
ing magnetic  power,  and  wire  can  be  coiled  very  regularly  on 
a  horse-shoe  bar  when  the  curvature  is  very  gradual. 

Hence  the  best  method  of  making  an  electro-magnet  for  the 
shock  and  for  decomposition,  is,  first,  to  coil  on  a  long  and 
thick  horse-shoe  bar  of  iron  of  very  slow  curvature,  at  right 
angles  to  the  axis  of  the  bar,  once  round  the  whole  length, 
and  twice  or  three  times  round  a  few  inches  at  each  pole,  a 
very  thick  copper  wire  covered  with  silk  or  cotton,  the  ends  of 
which  shall  be  left  projecting ;  secondly,  to  coil  over  this  wire 
at  right  angles  to  the  axis  of  the  magnet,  a  very  long  thin 
wire  soldered  to  the  thick  one  at  about  twelve  inches  from 
one  of  its  extremities ;  thirdly,  to  put  on  each  coil  of  wire  a 
coat  of  varnish  or  of  non-conducting  cement     Such  a  magnet 
will  have  a  great  capacity  for  magnetism,  a  large  quantity  of 
electricity  of  considerable  intensity  mav  be  transmitted  round 
the  iron  bar,  very  near  its  surface,  and  at  right  angles  to  its 
axis,  and  a  larger  quantity  may  be  sent  round  the  poles  than 
round  any  other  part  of  the  magnet,  by  connecting  the  op- 
posite ends  of  the  thick  wire  with  t^ie  opposite  ends  of  a  vol- 
taic battery  containing  ten  or  twenty  pairs  of  large  plates. 
In  consequence  of  the  great  length  and  thickness  of  the  iron 
bar,  the  remotest  coil  of  the  thin  wire  must  be  very  near  the 
iron.    The  magnetic  power,  therefore,  of  such  a  magnet  must 
be  very  great;  the  long  wire  coiled  round  the  iron  bar  is  very 
thin  and  very  near  the  iron;  the  insulation  of  the  coils  is  very 
perfect;  ana,  consequently,  the  power  of  this  electro-magnet  . 
to  produce  an  electric  current  of  high  intensity,    must  be 
immense. 

If  the  iron  bar  be  very  long  and  thick,  the  thick  wire  coiled 
once  round  the  whole  length  of  the  bar,  must  be  verv  long, 
and  consequently  the  quantity  of  electricity  transmitted  round 
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the  bar^  in  the  time  necessary  for  magnetization  by  the  voltaic 
current^  will  be  small  compared  with  the  quantity  of  iron  in 
the  magnet.  Hence,  the  magnetic  power  cannot  be  very  great. 
The  thick  wire^  therefore,  should  be  divided  into  two  or  more 
equal  lengths,  and  their  extremities  should  be  left  projecting, 
so  that  the  voltaic  current  may  be  sent  through  them  all,  at 
the  same  time,  and  in  the  same  direction.  In  our  large  mag- 
net, the  iron  bar  of  which  is  more  than  13  feet  long,  and  2^ 
inches  in  diameter,  the  thick  wire  is  divided  into  several  parts. 
The  thin  wires  may  be  of  iron.  I  have  taken  shocks  from 
equal  lengths  of  thin  iron  and  copper  wires  of  nearly  equal 
thickness,  coiled  outside  the  thick  wire,  on  equal  lengths  of 
an  electro-magnet.  The  shock  from  iron  wire  well  softened 
appeared  to  be  as  strong  as  the  shock  from  copper  wire.  The 
only  electro-magnet,  from  the  helix  of  which  1  have  got  the 
shock,  on  making  communication  with  the  battery,  is  one 
whose  helix  consists  of  about  50  feet  of  copper  wire  I- 12th. 
of  an  inch  thick,  and  of  about  1300  feet  of  iron  wire  about 
l-40th.  of  an  inch  diameter.  With  a  single  pair  of  7-incb 
plates,  the  shock  from  this  magnet  is  intolerable. 

The  quantity  of  electricity  which  is  made  to  flow  through 
the  helix  of  an  electro-magnet,  on  breaking  communication 
with  the  battery,  depends  principally  on  the  magnetic  power 
of  the  electro-magnet ;  secondly,  on  the  thickness  and  short- 
ness of  the  wire  in  which  the  electric  current  is  excited;  and 
thirdly,  on  its  inverse  distance  from  the  iron.  The  most 
powerful  current  for  ignition,  and  for  the  production  of  mag- 
netism, is  obtained  from  that  length  and  thickness  of  wire 
which  are  required  to  conduct  a  voltaic  current  capable  of 
giving  to  the  enclosed  bar  the  highest  magnetic  power  which 
the  bar  can  receive  from  the  voltaic  current. 

In  making  an  electro-magnet,  care  miist  be  taken  to  pro- 
portion the  thickness  of  the  wire  intended  to  conduct  the  vol- 
taic current  by  which  the  iron  bar  is  to  be  magnetized,  to  the 
.  size  of  the  plates  to  be  employed,  and  to  proportion  the  length 
and  thickness  of  the  iron  bar  to  the  number  and  size  of  the 
plates.  For,  if  the  thickness  of  the  wire  be  less  than  is  re- 
quired to  conduct  all  the  electricity  circulated  by  the  plates, 
tnere  will  be  a  waste  of  electricity:  if  it  be  greater,  there 
will  be  a  waste  of  wire,  and  an  unnecessary  increase  of  dis- 
tance between  the  thin  wire  and  the  iron  bar.  If  the  iron  bar 
be  so  large  that  the  voltaic  current  circulated  by  the  battery 
will  not  saturate  the  bar  with  magnetism,  there  will  be  a  waste 
of  iron;  and  if  the  bar  be  so  small  that  the  maximum  of 
magnetic  power  will  be  given  to  it  by  a  few  pairs  of  plates,  all 
the  other  plates  in  the  battery  will  be  useless. 
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The  thickness  of  wire  which  will  answer  best  for  plates  of 
given  size,  can  be  determined  only  by  experiment.  I  have 
found  that  a  copper  wire  1-lOth  of  an  inch  diameter  will  conduct 
all  the  electricity  circulated  by  a  pair  of  7-inch  plates.  An 
iron  bar  2  feet  long  and  1^  inch  thick,  will  be  strongly  mag-> 
netized  by  a  v<dtaic  current  passed  from  a  pair  of  7-inch  plates, 
through  a  wire  1-  10th  of  an  inch  diameter  coiled  once  round  the 
whole  length  of  the  bar,  and  will  be  nearly  saturated  with 
magnetism  by  an  electric  current  sent  through  the  same  wire 
from  20  pcurs  of  7-inch  plates.  I  have  made  a  small  electro- 
magnet for  the  College,  which,  with  a  single  pair  of  7-inch 
plates  gives  an  exceedingly  strong  shock.  In  this  magnet, 
the  iron  bar  is  2  feet  long,  and  If  inch  thick.  On  the 
bar,  is  coOed  a  copper  wire  l-12th  of  an  inch  diameter,  and 
about  50  feet  long ;  to  the  copper  wire  is  soldered  a  very  thin 
iron  wire  about  1300  feet  long.  The  voltaic  current,  by  which 
the  iron  bar  is  magnetized,  is  passed  only  through  the  copper 
wire.  The  shock  is  taken  by  holding  in  one  hand  a  copper 
cylinder  connected  with  the  beginning  of  the  copper  wire,  and 
in  the  other,  a  cylinder  connected  with  the  end  of  the  iron 
wire.  From  the  helix  of  the  large  electro-magnet  which  I  am 
now  making,  I  expect  to  obtain  aii  electric  current,  equal  in 
point  of  intensity  to  that  of  a  battery  containing  several  hun- 
dred thousand  voltaic  circles.  The  electric  current  produced 
by  this  electro-magnet  will  probably  be  capable  of  decom- 
posing some  of  those  bodies  which  are  now  ranked  among  the 
simple  substances.  For  the  future,  batteries  containing  a 
large  number  of  plates  wiU  be  useless ;  their  effects  may  be 
produced  by  a  battery  of  a  small  number  of  plates,  with  the 
aid  of  an  electro-magnet  and  of  my  electro-magnetic  repeater. 

To  any  one  acquainted  with  the  construction  of  the  common 
magneto-electric  machine,  and  with  all  the  circumstances  on 
which  the  electric  power  of  the  electro-magnet  depends,  it 
must  be  evident  that  the  electric  power  which  can  be  obtained 
by  an  electro-magnet,  is  infinitely  greater  than  that  of  the 
common  magneto-electric  machine.  The  electrical  effects 
produced  by  the  electro-magnet,  or  by  the  magneto-electric 
machine,  are  proportional  to  the  quantity  and  intensity  of  the 
electricity  excited  in  the  magnetic  helix,  and  to  the  number 
of  electric  currents,  obtained  in  a  given  time.  Now,  a  greater 
number  of  electric  currents  can  be  obtained,  in  any  time,  from 
the  electro-magnet,  by  means  of  my  electro-magnetic  repeat- 
er,* than  can  be  produced  in  the  same  time,  by  the  magneto- 

*  Professor  Callan's  Electro-magnetic  Repeater  will  be  found 
described  in  our  last  Number,  page  229.     Edit. 
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electric  machine.  Besides^  the  electro-magnetic  repeater  can 
be  worked  with  far  less  labour  than  that  which  the  working  of 
the  magneto-electric  machine  requires. 

Secondly^  the  quantity  and  intensity  of  the  electricity  which 
may  be  excited  in  the  helix  of  the  electro-magnet^  far  exceeds 
that  which  can  be  excited  by  the  magneto-electric  machine. 
First,  because  it  is  easy  to  produce  by  a  voltaic  current,  a 
magnetic  power  infinitely  superior  to  that  of  the  soft  iron 
enclosed  by  the  helix  belonging  to  the  magneto-electric  ma- 
chine ;  secondly,  because  a  far  greater  length  of  wire  can  be 
coiled  on  an  electro-magnet  within  a  small  distance  from  the 
iron,  than  can  be  coiled  on  the  soft  iron  surrounded  by  the 
helix  in  the  magneto-electric  machine.  For  the  electro-mag- 
net may  contain  a  large  quantity  of  iron,  but  the  mass  of  iron 
on  which  the  wire  is  coiled  in  the  magneto-electric  machine 
must  be  small.  By  a  single  pair  of  zinc  plates,  a  good  electro- 
magnet, and  an  electro-magnetic  repeater,  electrical  effects 
can  be  produced,  which  far  surpass  those  of  the  best  magneto- 
electrical  machine  ever  constructed. 


LV.    A  letter  to  the  Editor  of  the  Annals  of  Electricity , 

8fc.y  on  a  new  expemment. 

13,  Aberdeen  Place, 
Maida  Hill,  Aprd  3d,  1837. 
Dear  Sir, 

The  following  experiment  is,  I  think,  new,  and  appears  to 
offer  matter  for  speculation ;  as  to  the  true  cause  of  the  phe- 
nomenon, at  the  present  time  I  do  not  presume  to  offer  any 
explanation,  but  am  anxious,  through  the  medium  of  your 
Annals,  to  give  publicity  to  the  experiment,  with  a  view  that 
others,  more  accustomed  to  experiment  upon  these  matters, 
may  examine  the  subject. 

The  figure  will  explain  the  apparatus  employed. 

Fig.  81,  Plate  X.,  is  a  slip  of  sheet  zinc  cut  into  the  form, 
and  bent,  as  there  represented. 

Experiment.  When  the  apparatus  for  decomposing  water, 
described  by  Mr.  Clarke,  in  your  last  number,  pa^  215,  is 
charged  with  acid  and  water,  or  salt  and  water,  and  the  ends 
B,  B,  fig.  81,  are  made  to  dip  into  the  mercury  of  the  cups  of 
the  decomposing  apparatus,  fig.  51,  Plate  YII»  the  other 
end  c,  of  the  zinc  being  at  the  same  time  placed  in  the  vessel 
containing  the  platinum  wires,  the  water  immediately  under- 
goes decomposition,  both  platina  wires  giving  out  gas,  with 
this  singular  fact,  that  the  gas  evolved  from  one  of  the  platina 
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wires  is  invariBbly^  when  compared  with  the  quantity  given 
off  by  the  other,  as  2  to  1.  The  quantity  of  zinc  acted  upon 
need  not  exceed  the  l-16th  of  an  inch. 

The  volumes  of  gas  in  the  tubes,  would  naturaUy  lead  to  the 
supposition  of  one,  containing  oxygen,  and  the  other  hydrogen, 
but  from  a  series  of  experiments  carefully  repeated,  I  find  the 
gas  in  both  to  be  hydrogen  only,  although  in  every  case  the 
proportions  were  as  2  to  1. 

Dear  Sir, 

Yours  faithfully, 
GEORGE  H.  BACHHOFFNER. 
To  William  Sturgeon,  Esq.,  &c. 


LVI.  Improvement  in  the  mechanical  arrangement  of 
the  HydrO'Oxygen  Blowpipe.  By  E.  M.  Clarke, 
Philosophical  mstrumiBnt  maker. 


Dear  Sir, 

Permit  me  through  the  medium  of  your  valuable  and 
widely  circulated  Annals  to  lay  before  the  public  a  description 
of  my  improvement  in  the  hydro-K>xygen  blowpipe,  as  des- 
cribed in  yonr  last  number ;  to  do  which,  I  am  oblig^  to  send 
youadrawing,fig.  Yiq.  1. 

1,  of  that  part  of 
Professor  Dani- 
ell's  blowpipe  with 
its  two  '  stop- 
cocks A,  and  6, 
screwed  into  the 
treble  connnect- 
ing  piece  C;  on 
the  other  eaA  of 
the  cocks  are  two 
union  joints  D, 
and  E,  to  connect 
them  with  the 
pipes  which  con- 
vey the  gases  to 
the  blowpipe;  by  this  arrangement  there   are  ten  separate 

iueces  (requiring  seven  leather  washers  to  keep  them  from 
eakage,)  namely  A,  B,  C,  three  in  D,  three  in  E,  and  the 
internal  tube  which  screws  into  A.      By  my  an^ngement. 
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6g.  3,  the  two  F,g_  2. 

stopcocks  are 
cast  in  one  piece 
BO  aa  to  dis- 
pense vith  the 
necessity  of 
having  the  tre- 
ble cotmectiDg 
piece  C,  fig.  1, 
hence  1  make  j 
five  separate  < 
pieces  requiring 
only  two  leather 
washers  answer 
all  purposes, 
nam  el  y  the  piece 
A,  the  union 
joint  B,  having 
two  pieces  C, 
two  pieces 

equally  as  well 

if  not  "better.  Part  I  have  left  in  section  to  show  that  the 
internal  tube  which  conveys  the  oxygen  is  soldered  inside,  so 
as  to  remove  the  possibility  of  the  oxygen  leaking  into  the 
hydrogen  passage,  a  circumstance  neither  impossible,  nor 
improbable,  in  the  other  arrangement,  (fig.  1.)  The  keys  of 
the  stopcocks  have  the  names  of  the  respective  gaSes  which 
they  convey,  engraved  on  them.  H,  H,  H",  shows  the  passage 
of  the  hydrogen ;  O,  O',  O',  that  of  the  oxygen.  I  have 
added  a  screw  aud  nut  at  D,  so  as  to  fasteb  the  blowpipe  to  a 
clamp  stand,  fig.  3,  by  this  means  you  can  fix  the  piQ.  3. 
instrument  firmly  to  any  convenient  place,  for  \f—  -, 
know  by  experience  that  it  would  be  very  inconve-  y^ 

nient  to  screw  the  blowpipe  into  the  gas  holder  (as    ^~  "^ 
represented  in  the  third  number  of  the  Annals,  fig. 
49,  Plate  VII.)  for  these  reasons,  that  if  the  gas 
holders  are  placed  on  the  ground,  the  blowpipe  is 
inconveniently  low,  and  if  used  at  lecture,  unless  they 
are  before  the  table  would  not  be  seen,  if  they  are 
elevated  on  a  table  or  otherwiEe,  they  then  occupy 
too  much  room  and  are  as  inconveniently  too  high 
for  the  person  who  has  to  keep  the  pressure  up  by      I 
pouring  water  into  the  firnnel.     I  would  not  recom-    [L-X 
mend  using  Pepy's  gas  holderfor  this  purpose  at  all,        O 
as  I  find  that  the  gasometer  is  much  better  adapted  for  this 
purpose,  (this  was  first  pointed  out  by  my  kind  aud  intelligent 
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friend  Mr.  Cary,  whose  practical  experience  on  those  subjects 
must  be  great  indeed  after  producing  that  splendid  instrument 
which  has  ranked  him  the  first  and  best  practical  optician  of 
our  day,  namely  the  hydro-oxygen  microscope^)  by  placing 
lead  weights  on  top  of  the  bells  oi  the  gasometers^  you  at  once 
obtain  a  uniform  pressure  which  you  never  (even  with  the 
addition  of  a  ball  cock)  can  obtain  from  Pepy's  gas  holder. 

Yours,  sincerely, 

E.  M.  CLARKE, 

Magneticiaa. 
Laboratory   of  Science, 
1 1^  Lowther  Arcade, 
jipril  23, 1837. 

P.  S.  It  may  be  necessary  to  explain  that  as  I  use  the  jets 
and  lime  holder  as  originally  constructed  by  Messrs.  Cary 
and  Cooper,  for  their  hydro-oxygen  microscope,  and  are 
already  described  in  your  third  number,  it  is  superfluous  to 
add  figures  of  them  to  my.  present  paper. 
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Received  January  Q,— Read  January  23,  February  6  and  13,  1834. 

§  11.  On  Electro-chemical  Decomposition  continued.  %  iv. 
On  some  general  conditions  of  Electro-decomposition. 
If  V.  On  a  new  Measurer  of  f^oita- electricity.  IT  vi.  On 
the  primitive  or  secondary  character  of  bodies  evolved  in 
Electro-decomposition.  %  vii.  On  the  definite  nature  and 
extent  of  Electro-chemical  Decompositions.  §  13.  On  the 
absolute  qunntity  of  Electricity  associated  with  the  par- 
ticles or  atoms  of  Matter. 


Preliminary. 

661.  The  theory  which  I  believe  to  be  a  true  expression 
of  the  facts  of  electro-chemical  decomposition,  and  which  I 
have- therefore  detailed  in  a  former  series  of  these  Researches, 
is  so  much  at  vwiance  with  those  previously  advanced,  that  I 
find  the  greatest  difficulty  in  stating  results,  as  I  think,  cor- 
rectly, whilst  limited  to  the  use  of  terms  which  are  current 
with  a  certain  accepted  meaning.  Of  this  kind  is  the  term 
pole,   with  its  prefixes  of  positive  and  negative,  and  the 
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attached  ideas  of  attraction  and  repalskm.  The  general 
phraseology  is  that  the  positive  pole  (Utracts  oxygen,  ^c,  or 
more  cautiously^  that  it  determines  their  evolution  upon  the 
surface ;  and  that  the  negative  pole  acts  in  an  equal  manner 
upon  hydrogen,  combustibles,  metals,  and  bases.  According 
to  my  view,  the  determining  force  is  not  at  the  poles,  but 
within  the  decomposing  body ;  and  the  oxygen  and!^  acids  are 
rendered  at  the  negative  extremity  of  that  body,  whilst 
hydrogen,  metals,  &c.,  are  evolved  at  the  positive  extremity 
(518.524.). 

662.  To  avoid,  therefore,  confusion  and  circumlocution,  and 
for  the  sake  of  greater  precision  of  expression  than  I  can  other- 
wise obtain,  I  have  deliberately  considered  the  subject  with  two 
friends,  and  with  their  assistance  and  concurrence  in  framing 
them,  I  purpose  henceforward  using  certain  other  terms, 
which  I  will  now  define.  The  poles,  as  they  are  usually  called, 
are  only  the  doors  or  ways  by  which  the  electric  current 
passes  into  and  out  of  the  decomposing  body  (556)  ;  and  they 
of  course,  when  in  contact  with  that  body,  are  the  limits  of  its 
extent  in  the  direction  of  the  current.  The  term  has  been 
generally  applied  to  the  metal  surfaces  in  contact  with  the 
decomposing  substance ;  but  whether  philosophers  generally 
would  also  apply  it  to  the  surfaces  of  air  (465.  471.)  and 
water  (493.)  against  which  I  have  effected  electro»chemical 
decomposition,  is  subject  to  doubt.  In  place  of  the  term 
pole,  I  propose  using  that  of  Electrode*,  and  I  mean  thereby 
that  substance,  or  rather  surface,  whether  of  air,  water, 
metal,  or  any  other  body,  which  bounds  the  extent  of  the  de-> 
composing  matter  in  the  direction  of  the  electric  current, 

663.  The  surfaces  at  which,  according  to  the  common 
phraseology,  the  electric  current  enters  and  leaves  a  decom- 
posing body,  are  most  important  places  of  action,  and  require 
to  be  distinguished  apart  from  the  poles,  with  which  they  are 
mostly,  and  the  electrodes,  with  which  they  are  always,  in 
contact.  *  Wishing  for  a  natural  standard  of  electric  direction 
to  which  I  might  refer  these,  expressive  of  their  diiference  and 
at  the  same  time  free  from  all  theory,  I  have  thought  it  mi^ht 
be  found  in  the  earth.  If  the  magnetism  of  the  earth  be  due 
to  electric  currents  passing  round  it,  the  latter  must  be  in  a 
constant  direction,  which,  according  to  present  usage  of 
speech,  would  be  from  east  to  west,  or,  which  will  strengthen 
this  help  to  the  -memory,  that  in  which  the  sun  appears  to 
move.  If  in  any  case  of  electro-decomposition  we  consider 
the  decomposing  body  as  placed  so  that  the  current  passing 

^  iihtK-t^p^  and  68o(  a  way.       , 
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through  it  shall  be  in  the  same  direction,  and  parallel  to  that 
supposed  to  exist  in  the  earth,  then  the  surfaces  at  which  the 
electricity  is  passing  into  and  out'  of  the  substance  would  liave 
an  invariable  reference,  and  exhibit  constantly  the  same  rela- 
tions of  powers.  Upon  "this  notion  we  purpose  calling  that 
towards  the  east  the  anode^  and  that  towards  the  west  the 
cathode.\ ;  and  whatever  changes  may  take  place  in  our  views 
of  the  nature  of  electricity  and  electrical  action,  as  they  must 
affect  the  natural  standard  referred  to  in  the  same  direction, 
and  to  an  equal  amount  with  any  decomposing  substances  to 
which  these  terms  may  at  any  time  be  applied,  there  seems  no 
reason  to  expect  that  they  will  lead  to  confusion,  or  tend  in 
any  way  to  support  fieilse  views.  The  anode  is  therefore  that 
surface  at  which  the  electric  current,  according  to  our  present 
expression,  enters :  it  is  the  negative  extremity  of  the  decom- 
posing body;  is  where  oxygen,  chlorine,  acids,  &c.,  are 
evolved ;  and  is  against  or  opposite  the  positive  elecla'ode.  The 
cathode  is  that  surface  at  which  the  current  leaves  the  decom- 
posing body,  and  is  its  positive  extremity ;  the  combustible 
bodies,  metals,  alkalies,  and  bases,  are  evolved  there,  and  it  is 
in  contact  with  the  negative  electrode. 

664.  I  shall  have  occasion  in  these  Researches,  also,  to  class 
bodies  ^together  according  to  certain  relations  derived  from 
their  electrical  actions  (822.) ;  and  wishing  to  express  those 
relations  without  at  the  same  time  involving  the  expression  of 
any  hypothetical  views,  I  intend  using  the  following  names 
and  terms.  Many  bodies  are  decomposed  directly  by  the 
electric  current,  their  elements  being  set  free ;  these  I  propcise 
to  call  electrolytes.t  Water,  therefore,  is  an  electrolyte.  The 
bodies  which  like  nitric  or  sulphuric  acids,  are  decomposed  in 
a  secondary  manner  (752.  757.),  are  not  included  under  this 
term.  Then  for  electro-chemicmly  decomposed^  I  shall  ofiien 
use  the  term  electrolyzedy  derived  in  the  same  way,  and  im- 
plying that  the  body  spoken  of  is  separated  into  its  compo- 
nents under  the  influence  of  electricity :  it  is  analogous  in  its 
sense  and  sound  to  ancUyze,  which  is  derived  in  a  similar 
manner.  The  term  electrolyticcU  will  be  understood  at  once. 
Muriatic  acid  is  electrolytical,  boracic  acid  is  not. 

665.  Finally,  I  require  a  term  to  express  those  bodies  which 
can  pass  to  the  electrodes,  or,  as  they  are  usually  called,  the 
poles.  Substances  axe  frequently  spoken  of  aaheing  electro- 
negative, or  electro-positive,  according  as  they  go  under  the 
supposed  influence  of  a  direct  attraction  to  the  positive  or 

*  St»a  upwards^  6^  a  way  ;  the  way  which  the  sun  rises, 
f  Kona  downwards^il^  away;  the  wav  which  the  sun  sets, 
j:  ifXciCTpoy,  and  Kim  solvo.    N.  Electrolyte,  V.  Electrolyse. 
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negative  pole.  Bat  these  tenns  are  much  too  significant  for 
the  use  to  which  I  should  have  to  put  them  ;  for  though  the 
meanings  are  perhaps  right,  they  are  only  hypothetical^  and 
may  be  wrong ;  and  then^  through  a  very  imperceptible,  but 
still  very  dangerous,  because  continual,  influence,  they  do 
great  injury  to  science,  by  contracting  and  limiting  the  habi- 
tual views  of  those  engaged  in  pursuing  it.  I  propose  to  dis- 
tinguish these  bodies  by  calling  those  cmions*  which  go  to  the 
anode  of  the  decomposing  body :  and  those  passing  to  the 
oatkodcy  cations  f ;  and  when  1  have  occasion  to  speak  of  these 
together,  I  shall  call  them  ions.  Thus  the  chloride  of  lead  is 
an  electrolyte,  and  when  electrolyzed  evolves  the  two  ions, 
chlorine  and  lead,  the  former  being  an  anion,  and  the  latter  a 
cation. 

666.  These  terms  being  once  well  defined,  will,  I  hope,  in 
dieir  use  liable  me  to  avoid  much  periphrasis  and  ambiguity 
of  expression.  I  do  not  mean  to  press  them  into  service  more 
frequently  than  will  be  required,  for  I  am  fully  ^ware  that 
names  are  one  thing  and  science  another^:. 

667.  It  will  be  well  understood  that  I  am  giving  no  opinion 
respecting  the  nature  of  the  electric  current  now,  beyond  what 
I  have  done  on  a  former  occasion  (283. 517.);  and  that  though 
I  speak  of  the  current  as  proceeding  from  the  parts  which  are 
positive  to  those  which  are  negative  (663.),  it  is  merely  in 
accordance  with  the  conventional,  though  in  some  degree  tacit, 
agreement  entered  into  by  scientific  men,  that  they  may  have 
a  constant,  certain,  and  definite  means  of  referring  to  the  direc- 
tion of  the  forces  of  that  current. 

IT  iv.     On  some  general  conditions  of  Electro-chemical 

Decomposition. 

669.  From  the  period  when  electro-chemical  decomposition 
was  first  effected  to  the  present  time,  it  has  been  a  remark, 
that  those  elements  which,  in  the  ordinary  phenomena  of  che- 
mical affinity,  were  the  most  directly  opposed  to^  each  other, 
and  combined  with  the  greatest  attractive  forced  were  those 
which  were  the  most  readily  evolved  at  the  opposite  extremi- 
ties of  the  decomposing  boaies  (549.) 

670.  If  this  result  was  evident  when  water  was  supposed 

to  be  essential  to,  and  was  present,  in  almost  every  case  of 

• 
*  aywv  that  which  goes  up.  (Neuter  participle.) 

f  Kariov  that  which  goes  down. 

i  Since  this  paper  was  read,  I  have  changed  some  of  the  terms 
which  were  firrt  proposed,  that  I  might  employ  only  suoh  as  were 
at  the  same  time  simple  in  their  nature,  clear  in  their  reference,  and 
firee  from  hypothesis. 
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such  decomposition  (472. )» it  is  far  more  evident  now  that  it 
has  been  shown  and  proved  that  water  is  not  necessarily  con- 
cerned in  the  phenomena  (474.),  and  that  other  bodies  mnch 
surpass  it  in  some  of  the  effects  supposed  to  be  pe.culiar  to 
that  substance. 

671.  Water,  from  its  constitution  and  the  nature  of  its  ele- 
ments, and  from  its  frequent  presence*  in  cases  of  electrolytic 
action,  has  hitherto  stood  foremost  in  this  respect,  lliough 
a  compound  formed  by  very  powerful  affinity,  it  yields  up  its 
elements  under  the  influence  of  a  very  feeble  electric  current ; 
and  it  is  doubtfril  whether  a  case  of  electrolyzation  can  occur, 
where,  being  present,  it  is  not  resolved  into  its  first  prin- 
ciples. 

672.  The  various  oxides,  chlorides,  iodides,  and  salts 
(402.),  which  I  have  shown  are  decomposable  by  the  electric 
current  when  in  the  liquid  state,  under  the  same  general  law 
with  water,  illustrate  in  an  equally  striking  manner  the  acti- 
vity, in  such  decompositions,  of  elements  directly  and  power* 
fully  opposed  to  each  other  by  their  chemical  relations. 

673.  On  the  other  hand,  bodies  dependent  on  weak  affini- 
ties, very  rarely  give  way.  Take,  for  instance,  fflasses  :  many 
of  those  formed  of  silica,  lime,  alkali,  and  oxide  of  lead,  may 
be  considered  as  little  more  than  solutions  of  substances  one 
in  another*.  If  bottle-glass  be  fused,  and  subjected  to  the 
voltaic  pile,  it  does  not  appear  to  be  at  all  decomposed  (406.). 
If  flint-glass,  which  contains  substances  more  directly  oppos- 
ed, be  operated  upon,  it  suffers  some  decomposition ;  and  if 
borate  of  lead  glass,  which  is  a  definite  chemical  compound,  be 
expeiimented  with*  it  readily  yields  up  its  elements  (408.). 

674.  But  the  result  which  is  found  to  be  so  striking  in  the 
instances  quoted  is  not  at  all  borne  out  by  reference  to  other 
cases  where  a  similar  consequence  might  have  been  expected. 
It  may  be  said,  that  my  own  theory  of  electro-chemical  de- 
composition would  lead  to  the  expectation  that  all  compound 
bodies  should  give  way  under  the  inflaence  of  the  electric 
current  with  a  facility  proportionate  to  the  strength  of  the 
affinity  by  which  their  elements,  either  proximate  or  ultimate, 
are  combined.  I  am  not  sure  that  that  follows  as  a  conse- 
quence of  the  theory ;  but  if  the  objection  be  supposed  one 
presented  by  fieusts,  I  have  no  doubt  it  will  be  removed  when 
we  obtain  a  more  intimate  acquaintance  with,  and  precise  idea 
of,  the  nature  of  chemical  aflSnity  and  the  mode  of  action  of 
an  electric  current  over  it  (518.  524.)  :  besides  which,  it  is 
just  as  directly  opposed  to  any  other  theory  of  electro-che- 

^  Philosophical  Transactions,  1830,  p.  40.  . 
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mical  decomposition  as  the  one  I  have  propounded ;  for  if  it 
be  admitted^  as  is  generally  the  case^  that  the  more  directly 
bodies  are  opposed  to  each  other  in  their  attractive  forces^  the 
more  powerAdly  do  they  combine,  then  the  objection  applies 
irith  equal  force  to  any  of  the  theories  of  electrolyzation  which 
have  been  considered^  and  is  an  addition  to  those  which  I  have 
taken  against  them. 

675.  Amongst  powerful  compounds  which  are  not  decom- 
posed, boracic  acia  stands  prominent  (40S).  Then  again,  the 
iodide  of  sulphur,  and  the  chlorides  of  sulphur,  phosphorus, 
and  carbon,  are  not  decomposable  under  common  circum- 
stances, though  their  elements  are  of  a  nature  which  would 
lead  to  a  contrary  expectation.  Chloride  of  antimony 
(402.  690),  the  hydro-carbon,  acetic  acid,  ammonia,  and 
many  other  bodies  undecomposable  by  the  voltaic  pile,  would 
seem  to  be  formed  by  an  affinity  sufficiently  strong  to  indicate 
that  the  elements  were  so  fieir  contrasted  in  their  nature  as  to 
sanction  the  expectation  that  the  pUe  would  separate  them, 
especially  as  in  some  cases  of  mere  solution  (530.  544.), 
where  the  affinity  must  by  comparison  be  very  weak,  separa- 
tion takes  place.* 

676.  It  must  not  be  forgotten,  however,  that  much  of  this 
difficulty,  and  perhaps  the  whole,  may  depend  upon  the  ab- 
sence of  conducting  power,  which,  preventing  the  transmission 
of  the  current,  prevents  of  course  the  effects  due  to  it.  All 
known  compounds  being  non-conductors  when  solid,  but  con- 
ductors when  liquid,  are  decomposed,  with  perhaps  the  single 
exception  at  present  known  of  periodide  of  mercury  (679. 691 .)  ; 
and  even  water  itself,  which  so  easily  yields  up  its  elements 
when  the  current  passes,  if  rendered  quite  pure,  scarc^y 
sufiers  change,  because  it  then  becomes  a  very  bad  con- 
ductor. 

677.  If  it  should  be  hereafter  proved  that  the  want  of  de- 
composition in  those  cases  where,  from  chemical  considera- 
tions, it  might  be  so  strongly  expected  (669.  674.  672.),  is 
due  to  the  absence  or  deficiency  of  conducting  power,  it  would 
also  be  proved,  at  the  same  time,  that  decomposition  depends 
upon  conduction,  and  not  the  latter  upon  the  former  (413.)  ; 
and  in  water  this  seems  to  be  very  nearly  decided.  On  the 
other  hand,  the  conclusion  is  almost  irresistible,  that  in  elec- 
trolytes the  power  of  transmitting  the  electricity  across  the 
substance  is  dependent  upon  their  capability  of  sufiering 

» 

*  With  regard  to  solution,  I  have  met  with  some  reasons  for 
supposiiig  that  it  will  probably  disappear  as  a  cause  of  transference, 
and  intend  resuming  tne  consideration  at  a  convenient  opportunity. 


e 
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decomposition ;  taking  place  only  whilst  they  are  decom- 
posing^ and  being  proportionate  to  the  quantity  of  elements 
separated  (821.).  i  may  not,  however,  stop  to  discuss  this 
point  experimentally  at  present. 

678.  When  a  compound  contains  such  elements  as  are 
known  to  pass  towards  the  opposite  extremities  of  the  voltaic 

lie,  still  the  proportions  in  which  they  are  present  appear  to 
intimately  connected  with  capability  in  the  compound  of 
suffering  or  resisting  decomposition.  Thus,  the  protochloride 
of  tin  readily  conducts,  and  is  decomposed  (402.),  but  the  per- 
chloride  neither  conducts  nor  is  decomposed  (406.).  The 
protiodide  of  tin  is  decomposed  when  fluid  (402.)  ;  the  perio- 
dide  is  not  (405.).  llie  periodide  of  mercury  when  fused  is 
not  decomposed  (691 .),  even  though  it  does  conduct.  I  was 
unable  to  contrast  it  with  the  protiodide,  the  latter  being 
converted  into  mercury  and  periodide  by  heat. 

679.  These  important  differences  induced  me  to  look  more 
closely  to  certain  binary  compounds,  with  the  view  of  ascer- 
taining whether  a  law  regulating  the  decomposability  $tccord- 
ing  to  some  relation  of  the  proportionals  or  equivalents  of 
the  elements,  could  be  discovered.  The  proto  compounds 
only,  amongst  those  just  referred  to,  were  decomposable ;  and 
on  referring  to  the  substances  quoted  to  illustrate  the  force 
and  generality  of  the  law  of  conduction  and  decomposition 
which  I  discovered  (402.),  it  will  be  found  that  all  the  oxides, 
chlorides,  and  iodides  subject  to  it,  except  the  chloride  of 
antimony  and  the  periodide  of  mercury,  (to  which  may  now 
perhaps  be  added  corrosive  sublimate),  are  also  decompo- 
sable, whilst  many  per  compounds  of  the  same  elements,  not 
subject  to  the  law,  were  not  so  (405.  406.). 

680.  The  substances  which  appeared  to  form  the  strongest 
exceptions  to  this  general  result  were  such  bodies  as  the  sul- 
phuric, phosphoric,  nitric,  arsenic,  and  other  acids. 

681.  On  experimenting  with  sulphuric  acid,  I  found  no 
reason  to  believe  that  it  was  by  itself  a  conductor  of,  or  de- 
composable by,  electricity,  although  I  had  previously  been  of 
that  opinion  (552.).  When  very  strong  it  is  a  much  worse 
conductor  than  if  diluted*.  If  then  subjected  to  the  action 
of  a  powerful  battery,  oxygen  appears  at  the  anode,  or  posi- 
tive electrode,  although  much  is  absorbed  (72S.),  and  hy- 
drogen and  sidphur  appear  at  the  cathode,  or  negative  elec- 
trode. Now  the  hydrogen  has  with  me  always  been  pure,  not 
sulphuretted,  and  has  been  deficient  in  proportion  to  the  suU 
phur  present,  so  that  it  is  evident  that  when  decomposition 

*  De  LA  Rite. 
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occurred^  water  must  have  been  decomposed.  I  endeavoared 
to  make  the  experiment  with  anhydrous  sulphuric  acid.  It 
appeared  to  me  that  in  that  state^  when  fused,  sulphuric  acid 
was  not  a  conductor,  nor  decomposed ;  but  I  had  not  enough 
of  the  dry  acid  in  my  possession  to  allow  me  to  decide  the 
point  satisfactorily.  My  belief  is,  that  when  sulphur  appears 
by  the  action  of  the  pile  on  sulphuric  acid^  it  is  the  result  of  a 
secondary  action,  and  that  the  acid  itself  is  not  electrolyza- 

ble(757.). 

682.  Phosphoric  acid  is,  I  believe,  also  in  the  same  con- 
dition ;  but  I  have  found  it  impossible  to  decide  the  point, 
because*  of  the  difficulty  of  operating  on  fused  anhydrous 
phosphoric  acid.  Phosphoric  acid  which  has  once  obtained 
water  cannot  be  deprived  of  it  by  heat  alone.  When  heated, 
the  hydrated  acid  volatilizes.  Upon  subjecting  phosphoric 
acid,  fused  upon  the  ring  end  of  a  wire  (401.),  to  the  action 
of  the  voltaic  apparatus,  it  conducted,  and  was  decomposed; 
but  gas,  which  I  believe  to  be  hydrogen,  was  always  evolved 
at  the  negative  electrode,  and  the  wire  was  not  affected,  as 
would  have  happened  had  phosphorus  been  separated.  Gas 
was  also  evolved  at  the  positive  electrode.  From  all  the  facts, 
I  conclude  it  was  the  water  and  not  the  acid  which  was  de* 
composed. 

683.  Arsenic  acid.  This  substance  conducted,  and  was 
decomposed ;  but  it  contained  water,  and  I  was  unable  at  the 
time  to  press  the  investigation  so  as  to  ascertain  whether  a 
fusible  anhydrous  arsenic  acid  could  be  obtained.  It  forms, 
therefore,  at  present  no  exception  to  the  general  result. 

684.  Nitrous  acid,  obtained  by  distilling  nitrate  of  lead, 
and  keeping  it  in  contact  with  strong  sulphuric  acid,  was 
found  to  conduct  and  decompose  slowly.  But  on  examination 
there  were  strong  reasons  for  believing  that  water  was  pre- 
sent, and  that  the  decomposition  and  conduction  depended 
upon  it.  I  endeavoured  to  prepare  a  perfectly  anhydrous  por- 
tion, but  could  not  spare  the  time  required  to  procure  an 
unexceptionable  result. 

685.  Nitric  acid  is  a  substance  which  I  believe  is  not  de- 
composed directly  by  the  electric  current.  As  I  want  the 
facts  in  illustration  of  the  distinction  existing  between  pri- 
mary and  secondary  decomposition,  I  will  merely  refer  to 
them  in  this  place  (752.). 

686.  That  these  mineral  acids  should  confer  facility  of 
conduction  and  decomposition  on  water,  is  no  proof  that  they 
are  competent  to  favour  and  suffer  these  actions  in  themselves. 
Boracic  acid  does  the  same  thing,  though  not  decomposable. 
M.  De  la  Rive  has  pointed  out  that  chlorine  has  this  power 
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also ;  but  being  to  us  an  elementary  substance,  it  cannot  be 
due  to  its  capability  of  suffering  decomposition. 

687.  Chloride  of  sulphur  does  not  conduct,  nor  is  it  de- 
composed. It  consists  of  single  proportionals  of  its  elements, 
but  is  not  on  that  account  an  exception  to  the  rule  (679.), 
which  does  not  affirm  that  all  compounds  of  single  propor- 
tionals of  elements  are  decomposable,  but  that  such  as  are 
decomposable  are  so  constituted. 

688.  Protochloride  of  phosphorus  does  not  conduct  nor 
become  decomposed. 

689.  Protochloride  of  carbon  does  not  conduct  nor  suffer 
decomposition.  In  association  with  this  substance,  I  sub- 
mitted the  hydro-chloride  of  carbon  from  olefiant  gas  and 
chlorine  to  the  action  of  the  electric  current ;  but  it  also  re- 
fused to  conduct  or  yield  up  its  elements. 

690.  With  regard  to  the  exceptions  (679.),  upon  closer  ex* 
amination,  .some  of  them  disappear.  Chloride  of  antimony 
(a  compound  of  one  proportional  of  antimony  and  one  and  a 
half  of  chlorine)  of  recent  preparation  was  put  into  a  tube  (fig. 
82,  Plate  XI.)  (789.),  and  submitted  when  fused  to  the  action 
of  the  current,  the  positive  electrode  being  of  plumbago.  No 
electricity  passed,  and  no  appearance  of  decomposition  was 
visible  at  first ;  but  when  the  positive  and  negative  electrodes 
were  brought  very  near  each  other  in  the  chloride,  then  a 
feeble  action  occurred  and  a  feeble  current  passed.  The 
effect  altogether  was  so  small  (although  quite  amenable  to 
the  law  before  given),  and  so  unlike  the  decomposition  and 
conduction  occurring  in  all  the  other  cases,  that  I  attribute 
it  to  the  presence  of  a  minute  quantity  of  water,  (for  which 
this  and  many  other  chlorides  have  strong  attractions,  pro- 
ducing hydrated  chlorides,)  or  perhaps  of  a  true  protochloride 
consisting  of  single  proportionals  (695.  796.). 

691.  Periodide  of  mercury  being  examined  in  the  same 
manner,  was  found  most  distinctly  to  insulate  whilst  solid, 
but  conduct  when  fluid,  according  to  the  law  of  liquido-con- 
duction  (402.)  ;  but  there  was  no  appearance  of  decomposi- 
tion. No  iodine  aj^ared  at  the  anode,  nor  mercury  or  other 
substance  at  the  cathode.  The  case  is,  therefore,  no  excep- 
tion to  the  rule,  that  only  compounds  of  single  proportionals 
are  decomposable ;  but  it  is  an  exception,  and  I  think  the 
only  one,  to  the  statement,  that  all  bodies  subject  to  the  law 
of  liquido-conduction  are  decomposable.  I  incline,  however, 
to  believe,  that  a  portion  of  protiodide  of  mercury  is  retained 
dissolved  in  the  periodide,  and  that  to  its  slow  decomposition 
the  feeble  conducting  power  is  due.  Periodide  would  be 
formed,  as  a  secondary  result,  at  t}ie  anode ;  and  the  mer- 
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cury  at  the  cathode  would  also  form^  as  a  secondary  result, 
protiodide  Both  these  bodies  would  mingle  with  the  fluid 
mass,  and  thus  no  final  separation  appear,  notwithstanding 
the  continued  decomposition. 

692.  When  perchloride  of  mercury  was  subjected  to  the 
voltaic  curret|t,  it  did  not  conduct  in  the  solid  state,  but  it 
did  conduct  when  fluid.  I  think,  also,  that  in  the  latter  case 
it  was  decomposed ;  but  there  are  many  interfering  circum- 
stances which  require  examination  before  a  positive  conclu- 
sion can  be  drawn. 

693.  When  the  ordinary  protoxide  of  antimony  is  sub- 
jected to  the  voltaic  current  in  a  fused  state,  it  also  is 
decomposed,  although  the  effect  from  other  causes  soon 
ceases  (402.  802.).  This  oxide  consists  of  one  proportional 
of  antimony  and  one  and  a  half  of  oxygen,  ^nd  is  therefore 
an  exception  to  the  general  law  assumed.  But  in  working 
with  this  oxide  and  the  chloride,  I  observed  facts*  which  lead 
me  to  doubt  whether  the  compounds  usually  called  the  pro- 
toxide and  .the  protochloride  do  not  often  contain  other  com- 
pounds, consisting  of  single  proportions,  which  are  the  true 
proto  compounds,  and  which,  in  the  case  of  the  oxide,  might 
give  rise  to  the  decomposition  above  described. 

694.  The  ordinary  sulphuret  of  antimony  is  considered  as 
being  the  compound  with  the  smallest  quantity  of  sulphur, 
and  analogous  in  its  proportions  to  the  ordinary  protoxide. 
But  I  find  that  if  it  be  fused  with  metallic  antimony,  a  new 
sulphuret  is  formed,  containing  much  more  of  the  metal  than 
the  former,  and  separating  distinctly,  when  fused,  both  firom 
the  pure  metal  on  the  one  hand,  and  the  ordinary  grey  sul- 
phuret on  the  other.  In  some  rough  experiments,  the  metal 
thus  taken  up  by  the  ordinary  sulpnuret  of  antimony  was  equal 
to  half  the  proportion  of  that  previously  in  the  sulphuret,  in 
which  case  the  new  sulphuret  would  consist  of  single  pro- 
portionals. 

695.  When  this  new  sulphuret  was  dissolved  in  muriatic 
acid,  although  a  little  antimony  separated,  yet  it  appeared  to 
me  that  a  true  protochloride,  consisting  ci  single  proportion- 
als, was  formed,  and  from  that,  by  alkalies,  &c.,  a  true  pro- 
toxide^ consisting  also  of  single  proportionals  was  obtainable. 
But  I  could  not  stop  to  ascertain  this  matter  strictly  by 
analysis. 

696.  f  believe,  however,  that  there  is  such  an  oxide  ;  that 
it  is  often  present  in  variable  proportions  in  what  is  com- 
monly called  protoxide,  throwing  uncertainty  upon  the  results 
of  its  analysis,  and  causing  the  electrolytic  decomposition 
above  described. 
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697.  Upon  the  whole,  it  appears  probable  that  all  those 
binary  compounds  of  elementary  bodies  which  are  capable  of 
being  electrolyzed  when  fluid,  but  not  whilst  solid,  according 
to  the  law  of  liquido^conduction  (394.),  consist  of  single  pro- 
portionals of  their  elementary  principles;  and  it  may  be 
because  of  their  departure  from  this  simplicity  of  composition, 
that  boracic  acid,  ammonia,  perchlorides,  periodides,  and 
many  other  direct  compounds  of  elements,  are  indecompo- 
sable. 

698.  With  regard  to  salts  and  combinations  of  compound 
bodies,  the  same  simple  relation  does  not  appear  to  hold  good. 
I  could  not  decide  tms  by  bisulphates  of  the  alkalies,  for  as 
long  as  the  second  proportion  of  acid  remained,  water  was 
retained  with  it.  The  fused  salt,  therefore,  conducted,  and 
was  decomposed ;  but  hydrogen  always  appeared  at  the  nega- 
tive electrode. 

699.  A  biphosphate  of  soda  was  prepared  by  heating,  and 
ultimately  fusing,  the  ammoniate-phosphate  of  soda.  In  this 
case  the  fused  bisalt  conducted,  and  was  decomposed ;  but  a 
little  gas  appeared  at  the  negative  electrode,  and  though  I 
believe  the  salt  itself  was  electrolyzed,  I  am  not  quite  satisfied 
that  water  was  entirely  absent. 

•  700.  Then  a  biborate  of  soda  was  prepared ;  and  this  I 
think,  is  an  unobjectionable  case.  The  salt,  whenfused,  con- 
ducted, and  was  decomposed,  and  gas  appeared  at  both  elec- 
trodes: even  when  the  boracic  acid  was  increased  in  three 
proportionals  the  same  effect  took  place. 

701.  Hence  this  class  of  compound  combinations  does  not 
seem  to  be  subject  to  the  same  simple  law  as  the  former  class 
of  binary  combinations.  Whether  we  may  find  reason  to 
consider  them  as  mere  solutions  of  the  compound  of  single 
proportionals  in  the  excess  of  acid,  is  a  matter  which,  with 
some  apparent  exceptions  occurring  amongst  the  sulphurets, 
must  be  left  for  decision  by  future  examination. 

702.  In  any  investigation  of  these  points,  great  care  must 
be  taken  to  exclude  water ;  for  if  present,  secondary  effects 
are  so  frequently  produced  as  often  seemingly  to  indicate  an 
electro-decomposition  of  substances,  when  no  true  result  of 
the  kind  has  occurred  (742.  &c.). 

703.  It  is  evident  that  all  the  cases  in  which  decomposition 
does  not  occur  may  depend  upon  the  want  of  conduction  (677. 
413.);  but  that  does  not  at  all  lessen  the  interest  excited  by 
seeing  the  great  difference  of  effect  due  to  a  change,  not  in 
the  nature  of  the  elements,  but  merely  in  their  proportions, 
especially  in  any  attempt  which  may  be  made  to  elucidate 
and  expound  the  beautiful  theory  put  forth  by  Sir  Humphry 

Ao.  4,  May,  1837.  Y 
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Davy*9  and  illustrated  by  Berzelius  and  other  eminent  phi- 
losophers, that  ordinary  chemical  affinity  is  a  mere  result  of 
the  electrical  attraction  of  the  particles  of  matter. 

^  V.     On  a  new  measurer  of  Volta^electricity. 

704.  I  have  already  said,  when  engaged  in  reducing  com- 
mon and  voltaic  electricity  to  one  standard  of  measurement 
(377.),  and  again  when  introducing  my  theory  of  electro- 
chemical decomposition  (501.  505.  510.),  that  the  chemical 
decomposing  action  of  a  current  is  constant  for  a  constant 
quantity  of  electricity,  notwithstanding  the  greatest  vari- 
ations in  its  sources,  in  its  intensity,  in  the  size  of  the  elec- 
trodes used,  in  the  nature  of  the  conductors  (or  non-conduc- 
tors (307.)  through  which  it  is  passed,  or  in  other  circum- 
stances. The  conclusive  proofs  of  the  truth  of  these  state- 
ments shall  be  given  almost  immediately  (783,  &c.). 

705.  I  endeavoured  upon  this  law  to  construct  an  instru- 
ment which  should  measure  out  the  electricity  passing  through 
it^  and  which,  being  interposed  in  the  course  of  the  current 
used  in  any  particular  experiment,  should  serve  at  pleasure^ 
either  as  a  comparative  standard  of  effect^  or  as  a  positive 
measurer  of  this  subtile  agent. 

706.  There  is  no  substance  better  fitted,  under  ordinary 
circumstances,  to  be  the  indicating  body  in  such  an  instrument 
than  water ;  for  it  is  decomposed  with  facility  when  rendered 
a  better  conductor  by  the  addition  of  acids  or  salts;  its  ele- 
ments may  in  numerous  cases  be  obtained  and  collected 
without  any  embarrassment  from  secondary  action,  and,  being 
gaseous,  they  are  in  the  best  physical  condition  for  separation 
and  measurement.  Water,  therefore,  acidulated  by  sulphuric 
acid,  is  the  substance  I  shall  generally  refer  to,  although  it 
may  become  expedient  in  peculiar  cases  or  forms  of  experi- 
ment to  use  other  bodies  (843.). 

707.  The  first  precaution  needful  in  the  construction  of  the 
instrument  was  to  avoid  the  recombination  of  the  evolved' 
gases,  an  effect  which  the  positive  electrode  has  been  found 
so  capable  of  producing  (57 1.).  For  this  purpose  various  forms 
of  decomposing  apparatus  were  used.  The  first  consisted  of 
straight  tubes,  each  containing  a  plate  and  wire  of  platina 
soldered  together  by  gold,  and  fixed  hermetically  in  the  ^^ass 
at  the  closed  extremity  of  the  tube  (Plate  XI.  fig.  83.).  The 
tubes  were  about  eight  inches  long,  0*7  of  an  inch  in  diamet^, 
and  graduated.     The  platina  plates  were  about  an  inch  long, 

*  Philosophical  TranBactions,  1807,  pp.  32,39;  also  1826,  pp. 
387,  389. 
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Bs  wide  as  the  tubes  would  permit,  and  adjusted  as  near  to 
the  mouths  of  the  tubes  as  was  consistent  with  the  safe  collec- 
tion of  the  gases  evolved.  In  certain  cased,  where  it  was 
required  to  evolve  the  elements  upon  as  small  a  surface  as 
possible,  the  metallic  extremity,  instead  of  being  a  plate,  con- 
sisted of  the  wire  bent  into  the  form  of  a  ring  (fig.  84.).  When 
these  tubes  were  used  as  measurers,  they  were  filled  With  the 
dilute  sulphuric  acid,  and  inverted  in  a  basin  of  the  same 
liquid  (fig.  85.),  being  placed  in  an  inclined  position,  with  their 
mouths  near  to  each  other,  that  as  little  decomposing  matter 
should  intervene  as  possible ;  and  also,  in  such  a  direction 
that  the  platina  plates  should  be  in  vertical  planes  (720.). 

708.  Another  form  of  apparatus  was  that  delineated  (fig.  86). 
The  tube  is  bent  in  the  middle ;  one  end  is  closed ;  in  that 
end  is  fixed  a  wire  and  plate,  a,  proceeding  so  far  downwards, 
that,  when  in  the  position  figured,  it  shall  be  as  near  to  the 
aogle  as  possible,  consistently  with  the  collection,  act  the 
closed  extremity  of  the  tube,  of  all  the  gas  evolved  against  it. 
The  plane  of  this  plate  is  also  perpendicular  (720.).  The  other 
metallic  termination,  6,  is  introduced  at  the  time  decomposi- 
tion is  to  be  effected,  being  brought  as  near  the  angle  as  possi- 
We,  without  caasing  any  gas  to  pass  from  it  towards  the  closed 
end  of  the  instrument.  The  gas  evolved  against  it  is  allowed 
to  escape. 

709.  The  third  form  of  apparatus  contains  both  electrodes 
in  the  same  tube ;  the  transmission,  therefore,  of  the  electri- 
city, and  the  consequent  decomposition,  is  far  more  rapid  than 
in  the  Separate  tubes.  The  resulting  gas  is  the  sum  of  the 
portions  evolved  at  the  two  electrodes,  and  the  instrument  is 
better  adapted  than  either  of  the  former  as  a  measurer  of  the 

Juantity  of  voltaic  electricity  transmitted  in  ordinary  cases, 
t  consists  of  a  straight  tube  (fig.  87.)  closed  at  the  upper 
extremity,  and  graduated,  through  the  sides  of  which  pass  the 
platina  wires  (being  fused  into  the  glass),  which  are  connected 
with  two  plates  within.  The  tube  is  fitted  by  grinding  into 
one  mouth  of  a  double  necked  bottle.  If  the  latter  be  one 
half  or  two  thirds  full  of  the  dilute  sulphuric  acid,  it  will,  upon 
upon  inclination  of  the  whole,  flow  into  the  tube  and  fill  it. 
When  an  electric  current  is  passed  through  the  instrument, 
the  gases  evolved  against  the  plates  collect  in  the  upper  por- 
tion of  the  tube,  and  are  not  subject  to  the  recombining  power 
of  the  platina. 

710.  Another  form  of  the  instrument  is  given  at  fig.  88. 

711.  A  fifth  form  is  delineated  (fig.  89.)  This  I  have  found 
exceedingly  useful  in  experiments  continued  in  succession  for 
days  together,  and  where  large  quantities  of  indicating  gas 

Y2 


318    Mr.  Faraday^  on  electro-chemical  decomposition. 

were  to  be  collected.  It  is  fixed  on  a  weighted  foot,  and  has 
the  form  of  a  small  retort  containing  the  two  electrodes :  the 
neck  is  narrow,  and  sufficiently  long  to  deliver  gas  issuing  froni 
it  into  a  jar  placed  in  a  small  pneumatic  trough.  The  elec- 
trode chamber*  sealed  hermetically  at  the  part  held  in  the 
stand,  is  five  inches  in  length,  and  0*6  of  an  inch  in  diameter ; 
the  neck' about  nine  inches  in  length,  and  Q'4  of  an  inch  in 
diameter  internally.  The  figure  will  fully  indicate  the  con- 
struction. 

712.  It  can  hardly  be  requisite  to  remark,  that  in  the 
arrangement  of  any  of  these  forms  of  apparatus,  they,  and  the 
wires  connecting  them  with  the  substance,  which  is  collateral- 
ly subjected  to  the  action  of  the  same  electric  current,  should 
be  so  far  insulated  as  to  ensure  a  certainty  that  all  the  elec- 
tricity which  passes  through  the  one  shall  also  be  transmitted 
through  the  other. 

713.  Next  to  the  precaution  of  collecting  the  gases,  if  min- 
gled, out  of  contact  with  the  platinum,  was  the  necessity  of 
testing  the  law  of  a  definite  electrolytic  action,  upon  water 
at  least,  under  all  varieties  of  condition;  that,  with  a  con- 
viction of  its  certainty,  might  also  be  obtained  a  knowledge 
of  those  interfering  circumstances  which  would  require  to  be 
practically  guarded  against. 

714.  The  first  point  investigated  was  the  influence  or  in- 
diflerence  of  extensive  variations  in  the  size  of  the  electrodes, 
for  which  purpose  instruments  like  those  last  described  (709. 
710.  711.)  were  used.  One  of  these  had  plates  0*7  of  an  inch 
wide,  and  nearly  four  inches  long ;  another  had  plates  0*5  of 
an  inch  wide,  and  0*8  of  an  inch  long ;  a  third  had  wires  0*02 
of  an  inch  in  diameter,  and  three  inches  long :  and  a  fourth 
similar  wires  only  half  an  inch  in  length.  Yet  when  these 
were  filled  with  dilute  sulphuric  acid,  and,  being  placed  in 
succession,  had  one  common  current  of  electricity  passed 
through  them,  very  nearly  the  same  quantity  of  gas  was  evol- 
ved in  all.  The  cUiference  was  sometimes  in  favour  of  one, 
and  sometimes  on  the  side  of  another ;  but  the  general  result 
was  that  the  largest  quantity  of  gases  was  evolved  upon  the 
smaller  surface  of  the  wires. 

715.  Experiments  of  a  similar  kind  were  made  with  the 
single-plate,  straight  tubes  (707.),  and  also  with  the  carved 
tubes  (708.),  with  similar  consequences;  and  when  these, 
with  the  former  tubes,  were  arranged  together  in  various 
ways,  the  result,  as  to  the  equality  of  action  of  large  and  small 
metallic  surfaces  when  delivering  and  receiving  the  same 
current  of  electricity,  was  constantly  the  same.  As  an  illus- 
tration, the  following  numbers  are  given.     An  instrument 
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irith  two  wires  evolved  74*3  volumes  of  mixed  gases ;  another 
with  plates  73*25  volumes  ;  whilst  the  sum  of  the  oxygen  and 
hydrogen  in  two  separate  tubes  amounted  to  73*65  volumes. 
In  an  other  experiment  the  volumes  were  55*3, 55*3,  and  54*4. 

716.  But  it  was  observed  in  these  experiments,  that  in 
8ingle-plat€  tubes  (707.)  more  hydrogen  was  evolved  at  the 
negative  electrode  than  was  proportionate  to  the  oxygen  at 
the  positive  electrode ;  and  generally,  also,  more  than  was 
proportionate  to  the  oxygen  and  hydrogen  in  a  double-plate 
tube.  Upon  more  minutelv  examining  these  effects,  I  was 
led  to  refer  them,  and  also  the  differences  between  wires  and 
plates  (714.^,  to  the  solubility  of  the  gases  evolved,  especially 
at  the  positive  electrode. 

717.  When  the  positive  and  negative  electrodes  are  equal 
in  surface,  the  bubbles  which  rise  from  them  in  dilute  sul- 
phuric acid  are  always  different  in  character.  Those  from  the 
positive  plate  are  exceedingly  small,  and  separate  instantly 
from  every  part  of  the  surface  of  the  metal,  in  consequence  of 
its  perfect  cleanliness  (633.) ;  whilst  in  the  liquid  they  give  it 
a  hazy  appearance,  from  their  number  and  minuteness ;  are 
easily  carried  down  by  currents ;  and  therefore  not  only  pre- 
sent far  greater  surface  of  contact  with  the  liquid  than  larger 
bubbles  would  do,  but  are  retained  a  much  longer  time  in 
mixture  with  it.  But  the  bubbles  at  the  negative  surface, 
though  they  constitute  twice  the  volume  of  the  gas  at  the 
positive  electrode,  are  nevertheless  very  inferior  in  number. 
They  do  not  rise  so  universally  from  every  part  of  the  surface, 
but  seem  to  be  evolved  at  different  points :  and  though  so 
much  larger,  they  appear  to  cling  to  the  metal,  separating 
with  difficulty  from  it,  and  when  separated,  instantly  rising  to 
the  top  of  the  liquid.  If,  therefore,  oxygen  and  hyc&ogen  had 
equal  solubility  m,  or  powers  of  combining  with,  water  under 
similar  circumstances,  still  under  the  present  conditions  the 
oxygen  would  be  fer  the  most  liable  to  solution ;  but  when  to 
these  is  added  its  well  known  power  of  forming  a  compound 
with  water,  it  is  no  longer  surprising  that  such  a  compound 
should  be  produced  in  smaU  quantities  at  the  positive  elec- 
trode ;  and  indeed  the  bleaching  power  which  some  philoso- 
phers have  observed  in  a  solution  at  this  electrode,  when 
chlorine  and  similar  bodies  have  been  carefully  excluded,  is 
probably  due  to  the  formation  there,  in  this  manner,  of  oxy- 
water. 

718.  That  more  gas  was  collected  from  the  wires  than  from 
the  plates,  I  attribute  to  the  circumstance,  that  as  equal  quan- 
tities were  evolved  in  equal  times,  the  bubbles  at  the  wires 
having,  been  more  rapidly  produced,  in  relation  to  any  part  of 
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the  surface,  must  have  been  much  larger:  have  been  therefore 
in  contact  with  the  fluid  by  a  much  smaller  surface,  and  for  a 
much  shorter  time  than  those  at  the  plates :  hence  less  solu- 
tion and  a  greater  collection. 

,  719.  There  was  also  another  effect  produced,  especially  by 
the  use  of  large  electrodes,  which  was  both  a  consequence  and 
a  proof  of  the  solution  of  part  of  the  gas  evolved  there.  The 
collected  gas,  when  examined,  was  found  to  contain  small 
portions  of  nitrogen.  This  I  attribute  to  the  presence  of  air 
dissolved  in  the  acid  used  for  decomposition.  It  is  a  well- 
known  fact,  that  when  bubbles  of  a  gas  but  slightly  soluble  in 
water  or  solutions  pass  through  them,  the  portion  of  this  gas 
which  is  dissolved  displaces  a  portion  of  that  previously  in 
union  with  the  liquid :  and  so,  in  the  decompositions  under 
consideration,  as  the  oxygen  dissolves,  it  displaces  a  part  of 
the  air,  or  at  least  of  the  nitrogen,  previously  united  to  the 
acid;  and  this  proceeds  most  extensicely  with  large  plates, 
because  the  gas  evolved  at  them  is  in  the  most  favourable 
condition  for  solution. 

720.  With  the  intention  of  avoiding  this  solubility  of  the 
gases  as  much  as  possible,  I  arranged  the  decomposing  plates 
in  a  vertical  position  (707.  708.),  that  the  bubbles  might 
quickly  escape  upwards,  and  that  the  downward  currents  in 
the  fluid  should  not  meet  ascending  currents  of  gas.  This 
precaution  I  found  to  assist  greatly  in  producing  constant 
results,  and  especially  in  experiments  to  be  hereafter  referred 
to,  in  which  other  liquids  than  dilute  sulphuric  acid,  as  for  in- 
stance solution  of  potash,  were  used. 

721.  The  irregularities  in  the  indications  of  the  measurer 
proposed,  arising  from  the  solubility  just  referred  to,  are  but 
small,  and  may  be  very  nearly  corrected  by  comparing  the 
results  of  two  or  three  experiments.  They  may  also  be  almost 
entirely  avoided  by  selecting  that  solution  which  is  found  to 
fevour  them  in  the  least  degree  (72Si.) ;  and  still  further  by 
collecting  the  hydrogen  only,  and  using  that  as  the  indicating 
gas  ;  for  being  much  less  soluble  than  oxygen,  being  evolved 
with  twice  the  rapidity  and  in  larger  bubbles  (717.),  it  can 
be  collected  more  perfectly  and  in  greater  purity. 

722.  From  the  foregoing  and  many  other  experiments,  it 
results  that  variatiofi  in  the  size  of  the  electrodes  causes  no 
variation  in  the  chemical  action  of  a  given  quantity  of  elec- 
tricity upon  water, 

723.  The  next  point  in  regard  to  which  the  principle  of 
constant  electro-chemical  action  was  tested,  was  variation  of 
intensity.  In  the  first  place,  the  preceding  experiments  were 
repeated,  using  batteries  of  an  equal   number  of   plates. 
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strongly  and  tceakly  charged;  but  the  results  were  alike. 
They  were  then  repeated,  using  batteries  sometimes  contain- 
ing forty,  and  at  other  times  only  five  pairs  of  plates  :  but  the 
results  were  still  the  same.  Variations  therefore  in  the  in- 
tensity,  caused  by  difference  in  the  strength  of  charge,  or  in 
the  number  of  alternations  used,  produced  no  difference  as  to 
the  eqtial  action  of  large  and  small  electrodes, 

724.  Still  these  results  did  not  prove  that  variation  in  the 
intensity  of  the  current  was  not  accompanied  by  a  correspond- 
ing variation  in  the  electro- chemical  effects,  since  the  actions 
at  all  the  surfaces  might  have  increased  or  diminished 
together.  The  deficiency  in  the  evidence  is,  however,  com- 
pletely supplied  by  the  former  experiments  on  different-sized 
electrodes :  for  with  variation  in  the  size  of  these,  a  variation 
in  the  intensity  must  have  occurred.  The  intensity  of  an  elec- 
tric current  traversing  conductors  alike  in  their  nature,  quality, 
and  length,  is  probably  as  the  quantity  of  electricity  passing 
through  a  given  sectional  area  perpendicular  to  the  current, 
divided  by  the  time  (360.  note) ;  and  therefore  when  large 
plates  were  contrasted  with  wires  separated  by  an  equal  length 
of  the  same  decomposing  conductor  (714.),  whilst  one  current 
of  electricity  passed  through  both  arrangements,  that  electri- 
city must  have  been  in  a  very  different  state,  as  to  tension^  be- 
tween the  plates  and  between  the  wires ;  yet  the  chemical 
results  were  the  same, 

725.  The  difference  in  intensity,  under  the  circumstances 
described,  may  be  easily  shown  practically,  by  arranging  two 
decomposing  apparatus  as  in  fig.  90,  where  the  same  fluid  is 
subjected  to  the  decomposing  power  of  the  same  current  of 
electricity,  passing  in  the  repel  A.  between  large  platina 
plates,  and  in  the  vessel  B.  between  small  wires.  If  a  third 
decomposing  apparatus,  such  as  that  delineated  fig.  89.  (711.), 
be  connected  with  the  wires  at  a  b,  fig.  90.  it  will  serve  suffi- 
ciently well,  by  the  degree  of  decomposition  occurring  in  it,  to 
indicate  the  relative  state  of  the  two  plates  as  to  intensity ; 
and  if  it  then  be  applied  in  the  same  way,  as  a  test  of  the  state 
of  the  wires  at  a*  b\  it  will,  by  the  increase  of  decomposition 
within,  show  how  much  greater  the  intensity  is  there  than 
at  the  former  points.  The  connexions  of  P  and  N  with  the 
voltaic  battery  are  of  course  to  be  continued  during  the 
whole  time. 

726.  A  third  form  of  experiment  in  which  difference  of  in- 
tensity was  obtained,  for  the  purpose  of  testing  the  principle 
of  equal  chemical  action,  was  to  arrange  three  volta-electro- 
meteiB,  so  that  after  the  electric  current  had  passed  through 
one,  it  should  divide  into  two  parts,  which,  after  traversing 
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each  one  of  the  remaining  instruments,  should  reunite*  The 
sum  of  the  decomposition  in  the  two  latter  vessels  was  always 
equal  to  the  decomposition  in  the  former  vessel.  But  the  m- 
tensity  of  the  divided  current  could  not  be  the  same  as  that  it 
had  in  its  original  state ;  and  therefore  variation  of  intensity 
has  no  inRuence  on  the  results  if  the  qtiantity  of  electricity 
remain  the  same.  The  experiment,  in  fact,  resolves  itself 
simply  into  an  increase  in  the  size  of  the  electrodes  (725.). 

727.  The  third  point,  in  respect  to  which  the  principle  t)f 
equal  electro-chemical  action  on  water  was  tested,  was  varia^ 
tion  oj  the  strength  of  the  solution  used.  In  order  to  render 
the  water  a  conductor^  sulphuric  acid  had  been  added  to  it 
(707.)  ;  and  it  did  not  seem  unlikely  that  this  substance,  with 
many  others,  might  render  the  water  more  subject  to  decom- 
position, the  electricity  remaining  the  same  in  quantity.  But 
such  did  not  prove  to  be  the  case.  Diluted  sulphuric  acid,  of 
different  strengths,  was  introduced  into  different  decomposing 
apparatus^  and  submitted  simultaneously  to  the  action  of  the 
same  electric  current  (714.).  Slight  differences  occurred,  as 
before,  sometimes  in  one  direction,  sometimes  in  another ;  but 
the  final  result  was,  that  exactly  the  same  qtiantity  of  water 
was  decomposed  in  all  the  solutions  by  the  same  quantity  of 
electricity,  though  the  sulphuric  acicl  in  some  was  seventy- 
fold  what  it  was  in  others.  The  strength  used  were  of  spe- 
cific  gravity  1.495,  and  downwards. 

728.  When  an  acid  having  a  specific  gravity  of  about  1  '336 
was  employed,  the  results  were  most  uniform,  and  the  oxygen 
and  hydrogen  (716.)  most  constantly  in  the  right  proportion 
to  each  other.  Such  an  acid  gave  more  gas  than  one  much 
weaker  acted  upon  by  the  same  current,  apparently  because 
it  had  less  solvent  power.  If  the  acid  were  very  strong,  th^n 
a  remarkable  disappearance  of  oxygen  took  place ;  thus,  one 
made  by  mixing  two  measures  of  strong  oil  of  vitriol  with  one 
of  water,  gave  forty-two  volumes  of  hydrogen,  but  only 
twelve  of  oxygen.  The  hydrogen  was  very  nearly  the  same 
with  that  evolved  from  acid  of  the  specific  gravity  1*232.  I 
have  not  yet  had  time  to  examine  minutely  the  circumstances 
attending  the  disappeqtrance  of  the  oxygen  in  this  case,  but 

.  imagine  it  is  due  to  the  formation  of  oxy water,  which  Thenard 
has  shown  is  favoured  by  the  presence  of  aci<L 

729.  Although  not  necessary  for  the  practical  use  of  the 
instrument  I  am  describing,  yet  as  connected  with  the  im- 

fortant  point  of  constant  electro- chemical  action  upon  water, 
now  investigated  the  effects  produced  by  an  electric  current 
passing  through  aqueous  solutions  of  acids,  salts,  and  com- 
pounds, exceedingly  different  from  each  other  in  their  nature, 
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and  found  them  to  yield  astonishingly  uniform  residts.  But 
many  of  them  which  are  connected  with  a  secondary  action 
will  be  more  usefully  described  hereafter  (778.). 

730.  When  solutions  of  caustic  potassa  or  soda,  or  sulphate 
of  magnesia,  or  sulphate  of  soda,  were  acted  upon  by  the  elec- 
tric current,  just  as  much  oxygen  and  hydrogen  was  evolved 
from  them  as  from  the  diluted  sulphuric  acid,  with  which  they 
were  compared.  When  a  solution  of  ammonia,  rendered  a 
better  conductor  by  sulphate  of  ammonia  (^554.),  or  a  solution 
of  subcarbonate  of  potassa  was  experimented  with,  the  hy- 
drogen evolved  was  in  the  same  quantity  as  that  set  free  from 
the  diluted  sulphuric  acid  with  which  they  were  compared 
Hence  changes  in  the  nature  of  the  solution  do  not  alter  tihe 
constancy  of  electrolytic  action  upon  water, 

731.  I  have  already  said,  respecting  large  and  small  elec- 
trodes, that  change  of  order  caused  no  change  in  the  general 
effect  (715.)'  The  same  was  the  case  with  different  solu- 
tions, or  with  different  intensities ;  and  however  the  circum- 
stances of  an  experiment  might  be  varied,  the  results  came 
forth  exceedingly  consistent,  and  proved  that  the  electro- 
chemical action  was  still  the  same. 

732.  I  cousider  the  foregoing  investigation  as  sufficient  to 
prove  the  very  extraordinary  and  important  principle  with  re- 
spect to  WATER,  that  when  subjected  to  the  in^uence  of  the 
electric  current y  a  quantity  of  it  is  decomposed  exactly  pro- 
portionate to  the  quantity  of  electricity  which  has  passed, 
notwithstanding  the  thousand  variations  in  the  conditions 
and  circumstances  under  which  it  may  at  the  time  be  placed ; 
and  further,  that  when  the  interference  of  certain  secondary 
effects  (742.  &c.),  together  with  the  solution  or  recombina- 
tion of  the  gas  and  the  evolution  of  air,  are  guarded  against, 
the  products  oj  the  decomposition  may  be  collected  with 
suth  accuracy,  as  to  afford  a  very  excellent  and  valuable 
measurer  of  the  electricity  concerned  in  their  evolution. 

733.  The  forms  of  instrument  which  I  have  given,  figs. 
87,  88,89.  (709.  710.  711.),  are  probably  those  which  will  be 
found  most  useful,  as  they  indicate  the  quantity  of  electricity 
by  the  largest  volume  of  gases,  and  cause  the  least  obstruc- 
tion to  the  passage  of  the  current  The  fluid  which  my 
present  experience  leads  me  to  prefer,  is  a  solution  of  sulphuric 
acid  of  specific  gravity  about  1*336,  or  from  that  to  specific 
gravity  1*25 ;  but  it  is  very  essential  that  there  should  be  no 
organic  substance,  nor  any  vegetable  acid,  nor  other  body, 
which,  by  being  liable  to  the  action  of  the  oxygen  or  hydro- 
gen evolved  at  the  electrodes  (773.  &c.)^  shall  diminish  their 
quantity^  or  add  other  gases  to  them. 
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'734.  In  many  cases  when  the  instrument  is  used  as  a 
comparative  standard,  or  even  as  a  measurer,  it  may  be  de- 
sirable to  collect  the  hydrogen  only^  as  being  less  liable  to 
absorption  or  disappearance  in  other  ways  than  the  oxygen  ; 
whilst  at  the  same  time  its  volume  is  so  large^  as  to  render  it 
a  good  and  sensible  indicator.  In  such  cases  the  first  and  se- 
cond form  of  apparatus  have  been  used^  figg.  85. 86.  (707. 708.) 
The  indications  obtained  were  very  constant^  the  variations 
being  much  smaller  than  in  those  forms  of  apparatus  collect- 
ing both  gases  ;  and  they  can  also  be  procured  when  solutions 
are  used  in  comparative  experiments^  which,  yielding  no  oxy- 
gen or  only  secondary  results  of  its  action,  can  give  no  indi- 
cations if  the  educts  at  both  electrodes  be  collected.  Such  is 
the  case  when  solutions  of  ammonia,  muriatic  acid^  chlorides, 
iodides,  acetates,  or  other  vegetable  salts,  &c.,  are  em- 
ployed. 

735.  In  a  few  cases,  as  where  solutions  of  metallic  salts 
Kable  to  reduction  at  the  negative  electrode  are  acted  upon, 
the  oxygen  may  be  advantageously  used  as  the  measuring 
substance.  This  is  the  case,  for  instance,  with  sulphate  of 
copper. 

736.  There  are  therefore  two  general  forms  of  the  instru- 
ment which  I  submit  as  a  measurer  of  electricity.  One,  in 
which  both  the  gases  of  the  water  decomposed  are  collected 
(709.  710.  711.):  and  the  other,  in  which  a  single  gas,  as  the 
hydrogen  only,  is  used  (707.  708.).  When  referred  to  as  a 
comparative  instrument,  (a  use  I  shall  now  make  of  it  very 
extensively,)  it  will  not  often  require  particular  precaution  in 
the  observation ;  but  when  used  as  an  absolute  measurer,  it 
will  be  needful  that  the  barometric  pressure  and  the  temper- 
ature be  taken  into  account,  and  that  the  graduation  of  the 
instruments  should  be  to  one  scale ;  the  hundredths  and 
smaller  divisions  of  a  cubical  inch  are  quite  fit  for  this  purpose, 
and  the  hundredth  may  be  very  conveniently  taken  as  indi- 
cating a  DEGREE  of  electricity. 

737.  It  can  scarcely  be  needful  to  point  out  further  than 
has  been  done  how  this  instrument  is  to  be  used.  It  is  to  be 
introduced  into  the  course  of  the  electric  current,  the  action 
of  which  is  to  be  exerted  anywhere  else,  and  if  GOP  or  70^  of 
electricity  are  to  be  measured  out,  either  in  one  or  several  por- 
tions, the  current,  whether  strong  or  weak,  is  to  be  continued 
until  the  gas  in  the  tube  occupies  that  number  of  divisions  or 
hundredths  of  a  cubical  inch.  Or  if  a  quantity  competent  to 
produce  a  certain  effect  is  to  be  measured,  the  effect  is  to  be 
obtained,  and  then  the  indication  read  off.  In  exact  experi- 
ments it  is  necessary  to  correct  the  volume  of  gas  for  changes 
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in  temperature  and  pressure,  and  especially  for  moisture.* 
For  the  latter  object  the  volta-electrometer  (fig.  89.)  is  most 
accurate,  as  its  gas  can  be  measured  over  water^  whilst  the 
others  retain  it  over  acid  or  saline  solutions. 

738.  I  have  not  hesitated  to  apply  the  term  de^ee,  in  ana- 
logy with  the  use  made  of  it  with  respect  to  another  most  im- 
portant imponderable  agent,  namely,  heat;  and  as  the  definite 
expansion  of  air,  water,  mercury,  &c.,  is  there  made  use  of  to 
measure  heat,  so  the  equally  definite  evolution  of  gases  is  here 
turned  to  a  similar  use  for  electricity. 

739.  The  instrument  offers  the  only  actual  measurer  of 
voltaic  electricity  which  we  at  present  possess.  For  without 
being  at  all  affected  by  variations  in  time  on  intensity,  or 
alterations  in  the  current  itself,  of  any  kind,  or  from  any 
cause,  or  even  of  intermissions  of  action,  it  takes  note  with 
accurficy  of  the  quantity  of  electricity  which  has  passed 
through  it,  and  reveals  that  quantity  by  inspection ;  I  have 
therefore  named  it  a  Volta-electrometer. 

740.  Another  mode  of  measuring  volta-electricity  may  be 
adopted  with  advantage  in  many  cases,  dependent  on  the 
quantities  of  metals  or  other  substances  evolved  either  as  pri- 
mary or  as  secondary  results ;  but  I  refrain  from  enlarging  on 
this  use  of  the  products,  until  the  principles  on  which  their 
constancy  depends  have  been  fully  established  (791.  843.). 

741.  By  the  aid  of  this  instrument  I  have  been  able  to 
establish  the  definite  character  of  electro- chemical  action  in 
its  most  general  sense ;  and  I  am  persuaded  it  will  become  of 
the  utmost  use  in  the  extensions  of  the  science  which  these 
views  afford.  I  do  not  pretend  to  have  made  its  detail  per- 
fect, but  to  have  demonstrated  the  truth  of  the  principle,  and 
the  utility  of  the  application. 

%  vi.     On  the  primary  or  secondary  character  of  the  bodies 

evolved  at  the  Electrodes. 

742.  Before  the  volta-electrometer  could  be  employed  in 
determining,  as  a  general  law,  the  constancy  of  electro-aecom- 
position,  it  became  necesf^ary  to  examine  a  aistinction,  already 
recognised  among  scientific  men,  relative  to  the  products  of 
that  action,  namely,  their  primitive  or  secondary  character ; 
and,  if  possible,  by  some  general  rule  or  principle,  to  decide 
when  they  were  of  the  one  or  the  other  kind.  It  will  appear 
hereafter    that   great  mistakes  respecting  electro-chemical 

*  For  a  Rimple  table  of  correction  for  moisture,  I  may  take  the 
liberty  of  referring  to  my  Clieniical.  Manipulation,  edition  of  1830, 
p.  376. 
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action  and  its  consequences,  have  arisen  from  confounding 
these  two  classes  of  results  together. 

743.  When  a  substance  under  decomposition  yields  at  the 
electrodes  those  bodies  uncombined  and  unaltered  which  the 
electric  current  has  separated,  then  they  may  be  considered 
as  primary  results,  even  though  themselves  compounds.  Thus 
the  oxygen  and  hydrogen  from  water  are  primary  results ;  and 
so  also  are  the  acid  and  alkali  (themselves  compound  bodies) 
evolved  from  sulphate  of  soda.  But  when  the  substances  sepa- 
rated by  the  current  are  changed  at  the  electrodes  before 
their  appearance,  then  they  eive  rise  to  secondary  results, 
although  in  many  cases  the  bodies  evolved  are  elementary. 

744.  These  secondary  results  occur  in  two  ways,  being 
sometimes  due  to  the  mutual  action  of  the  evolving  substance 
and  the  matter  of  the  electrode,  and  sometimes  to  its  action 
upon  the  substances  contained  in  the  decomposing  conductor 
itself.  Thus,  when  carbon  is  made  the  positive  electrode  in 
dilute  sulphuric  acid,  carbonic  oxide  and  carbonic  acid  appear 
there  instead  of  oxygen ;  for  the  latter,  acting  upon  the  mat- 
ter of  the  electrode,  produces  these  secondary  results.  Or 
if  the  positive  electrode,  in  a  solution  of  nitrate  or  acetate  of 
lead,  be  platina,  then  peroxide  of  lead  appears  there,  equally 
a  secondary  result  with  the  former,  but  now  depending  upon 
an  action  of  the  oxygen  on  a  substance  in  the  solution. 
Again,  when  ammonia  is  decomposed  by  platina  electrodes, 
nitrogen  appears  at  the  anode*  >  but  though  an  elementary 
body,  it  is  a  secondary  result  in  this  case,  being  derived  from 
the  chemical  action  oi  the  oxygen  electrically  evolved  there, 
upon  the  ammonia  in  the  surrounding  solution  (554  ).  In  the 
same  manner  when  aqueous  solutions  of  metallic  salts  are  de- 
composed by  the  current,  the  met^s  evolved  at  the  cathode, 
though  elements,  are  always  secondary  results,  and  not  im-, 
mediate  consequences  of  the  decomposing  power  of  the 
electric  current. 

745.  Many  of  these  secondary  results  are  extremely  valu- 
able ;  for  instance,  all  the  interesting  compounds  which  M. 
Becquerel  has  obtained  by  feeble  electric  currents  are  of  this 
nature ;  but  they  are  essentially  chemical,  and  must,  in  the 
theory  of  electrolytic  action,  be  carefully  distinguished  from 
those  which  are  directly  due  to  the  action  of  the  electric 
current. 


To  be  continued. 


*  Annales  de  Chimie,  1804,  tom.  li.  p.  167. 
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Extract  from  a  letter  to  Mr.  Sturgeon. 

Sir, 

I  am  a  subscriber  to  your  excellent  periodical,  for  which  h 
take  the  present  opportunity  of  rendering  you  my  thanks,  as- 
I  find  great  instruction  from  several  of  the  valuable  articles*  it^ 
contains.     I  have  for  some  time  been  experimenting  in  Elec- 
tro-magnetism and  Magnetic-electricity,  and  am  at  present 
engaged  in  fitting  up  a  magnetic-electrical  machine;   for, 
although  an  amateur  mechanician,  I  make  several  of  my  own. 
apparatus,  and  am  now  desirous  of  having  one  of  these  ma- 
chmes  of  my  own  construction.     As,  however,  I  am  still  in 
want  of  information  on  some  particular  points,  and  I  suppose, 
many  of  your  readers  are  equally  so,  I  should  be  glad  to  see 
the  following  subjects  treated  on  in  an  early  number  of  your 
work.     In  what  manner  is  a  jar  to  be  charged,  and  the  gold 
leaves  of  an  electroscope  to  be  deflected  by  a  magnetic-elec- 
trical machine? 

It  is  stated  in  your  first  number  that  Mr.  Crosse  has  a 
"  round  conductor  for  a  minimum  of  power,  instead  of  a  com- 
bination of  flat  or  parallel  ones  for  a  maximum."  Does  this 
imply  that  a  compound  prime  conductor  formed  of  a  number 
of  thin,  flat,  and  parallel  plates  will  strike  a  more  powerful 
spark  than  the  cylindrical  form  usually  employed?  I  have  al- 
ways supposed  the  cylindric  form  with  rounded  ends  the  best. 
Mr.  Brookes  found  that  a  combination  of  small  cylinders  ar- 
ranged like  the  bars  of  a  gridiron  not  near  so  good.  I  hope 
that  some  of  your  correspondents  will  treat  scientifically  on 
this  subject  in  an  early  number  of  your  Annals,  as  I  am  sure 
it  will  be  interesting  to  many  of  your  readers. 

I  will  now  mention  a  little  improvement  which  occurred  to 
me  some  time  since  in  making  an  electro- magnet.  These 
magnets  are  usually  made  (as  at  the  Adelaide  Gallery)  by 
soldering  all  the  ends  of  the  several  wires,  at  each  end  of  the 
compound  helix,  to  a  thick  piece  of  wire,  which,  of  course, 
becomes  thus  permanently  fixed.  Thus  the  magnet  has  al- 
ways two  long  clumsy  dangling  wires  fixed  to  it :  which,  in 
point  of  portability,  is  very  awkward.  I  have  therefore  fixed 
two  little  cups  of  copper  tube,  one  on  each  branch  of  the 
magnet.  In  these  cups  are  placed  portions  of  mercury,  in 
which  are  immersed  all  the  extremities  of  the  coil  wires. 
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The  thick  copper  wires  then  are  separate,  and  bent  at  the 
ends  into  a  right  angle,  so  that  they  may  fit  into  the  cups 
both  at  the  magnet  and  at  the  battery.  The  lower  ends  of  the 
cups  at  the  magnet  have  slips  of  copper,  by  which  they  are 
bound  down  by  the  green  silk  ribband  wound  over  the  whole 
when  finished,  which  gives  to  the  apparatus  a  very  neat  ap- 
pearance. This  plan  is  equally  good  in  efiect,  and  incompar- 
ably better  in  convenience,  as  the  magnet  can  now  be  put 
arway  into  a  small  drawer  or  box,  which  otherwise  would  not 
contain  it  by  some  feet.  This  plan  may  possibly  have  oc- 
curred to  others,  but  if  so  I  have  never  heard  of  it. 

I  am,  Sir, 
Your  most  obedient, 

J. 
Exeter,  Feb.  la  1837. 


Aurora  Borealis,  of  April  22, 1836,  seen  by  J.  Mc.  Caffrey, 
cpi  St.  Mary^s  College,  Emmitsburgh, 

"  We  had  the  good  fortune  to  witness,  on  the  night  of  the 
22d,  asad  morning  of  the  23d,  April,  a  most  magnificent  dis- 
play of  the  Northern  Lights.  This  phenomenon  is  but  rarely 
seen  in  our  latitude,  and  more  rarely  still,  appears  to  us  in 
its  highest  splendour.  As  accurate  a  description,  therefore, 
88  may  be  given  of  its  late  remarkable  appearance,  with  a 
statement  of  such  fiicts,  as  may  tend  in  any  degree  to  eluci* 
date  the  questions  which  it  presents,  cannot  be  unacceptable, 
and  may  prove  useful.  I  begin  by  noting  the  state  of  the 
weather  at  the  time :  although  I  am  not  aware  that  the  Aurora 
either  influences  it,  or  is  affected  by  it.  The  day  was  fair 
during  the  whole  of  the  22d.  A  high  wind  blew  from  the 
north-west  until  mid-day,  when  it  became  calm.  At  night- 
fall, the  wind  again  arose,  and  increased  gradually  so  as  to  be 
moderately  high  by  two  o'Clock  the  next  morning.  At  dusk 
it  had  shifted  to  the  west.  The  temperature*  was  39^  at  sun- 
rise of  the  22d,  and  53°  at  three  o'Clock  P.  M.  From  ten 
o'clock  that  night  until  two  the  following  morning,  the  ther- 
mometer stood  at  3S°;  the  barometer  remained  stationary  at 
30*00  throughout  the  evening  and  night. 

**  About  seven  o'Clock  of  the  evening  of  the  22d,  it  was 
noticed  that  a  large  part  of  the  northern  heavens  was  covered 
with  a  thin  vapour-like  appearance — white  at  the  base — of  a 
pale  red  at  the  upper  edges,  and  of  a  deeper  hue,  red  and  yellow 
intermixed,  about  the  middle.  It  spread  through  an  arc  <3i 
60^  near  the  horizon,  and  extended  halfway  up  to  the  zenitli. 
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Before  nine  o*CIoek  it  had  disappeared,  leaving  nothing  but  a 
bank  of  white  auroral  vapour,  stretching  along  the  north  and 
north-east  horizon.     At  fifteen  minutes  after  ten,  on  looking 
towards  the  north,  I  perceived  a  few  well-defined  colonma, 
shooting  up  a  short  distance,  each  of  them  appearing  and 
vanishing  momentarily ;  yet  so  that  to  a  careless  observer, 
they  might  seem  to  remain  permanently  before  the  view. 
Some  of  my  friends  were  now  called  up  to  enjoy  the  spectacle^ 
and  subsequently  all  the  Professors  and  Tutors,  and  many 
students  of  the  college,   were  witnesses  of  the  phenomena. 
Gradually  the  northern  streamers  increased  both  in  nomber 
and  in  length,  as  new  ones  sprung  east  and  west  of  those 
originallyobserved.  Stars  could  be  seen  dimly  shining  through 
them.     The  colour  of  these   corruscations  was  of  a  blueish 
white  near  their  base :  farther  up  it  was  of  a  brighter  and 
more  silvery  hue.     Those  nearest  the  moon,  which  was  then 
in  her  first  quarter,  and  gave  a  strong  light,  assumed  for  a  very 
short  time  a  pale  green,  then  a  bright  orange  colour ;  and  one 
which  shot  up  to  a  great  length,  became  particularly  remark- 
able by  its  brilliant  redness.     The  whole  scene  was  still  fiir- 
ther  enlivened  by  a  beautiful  play  of  crimson  light  gracefully 
undulating  upwards  along  the  streamers.    The  long  rays  con* 
tinued  to  shoot  up  higher  and  higher,  until  they  all  converged 
at  a  point  on  or  near  the  meridian,  about  midway  betweea 
Arcturusand  BLeonis.     The  right  ascension  of  the  focus^ 
was  found,  on  reference  to  a  globe,  to  be  194^  20^  and  its 
declension  18^  north.     It  is  not,  however,  pretended  that  its 
position  was  determined  with  perfect  accuracy.  At  this  pointy 
the  streamers  which  magnificently  decorated  the  whole  north- 
em   hemisphere,  reddening  as  they    converged,  formed    a 
superb  oval  crown  of  deep  crimson  light.     This  crown,  which 
seemed  like  a  lake  of  blood,  extended  east  and  west,  about 
fifteen  degrees,  and  ten  or  twelve  in  the  opposite  direction. 
It  had  such  a  preturnatural  aspect,  and,  viewed  in  connexion 
with  the  accompanying  phenomena,  one  of  such  overpower- 
ing sublimity,  as  to  inspire  a  profound  feeling  of  religious 
awe.  It  lasted  from  about  five  mmutes  before  Eleven  o'Clock, 
until  five  minutes  after.     Gradually  the  redness  faded  away ; 
the  corruscations,  which  had  lately  met  and  mingled  in  the 
colour  of  blood,  no  longer  entirely  converged ;  round  the  focus 
was  left  a  black  space  of  very  irregular  outline;  south  of  it 
were  seen  the  broken  ofi^  extremities  of  the  most  northern 
rays :  while  all  the  rays  near  the  convergence,  had  a  peculiar 
brushy  appearance.     At  the  latter  periods^  the  point  of  con- 
vergence^ as  well  as  it  could  be  determined,  was  found  nearer 
and  nearer  to  Arcturus,  indicating  that  the  whole  meter 
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moved  with  the  earth.  During  the  most  brilliant  stages  of 
the  phenomenon^  the  stars  looked  very  dim;  and  the  moon, 
previous  to  her  setting,  shorn  of  more  than  half  her  lustre, 
had  a  sickly,  pallid  aspect  For  the  space  of  two  hours  after 
the  disappearing  of  the  Auroral  crown,  the  illuminated  por- 
tion of  the  heavenly  dome,  exhibited  in  great  brilliancy  and 
variety,  the  phenomenon  &ncifully  called  the  *'  merry  dan- 
cers." It  was  the  incessant  play  of  a  flickering  light,  not  so 
bright  as  the  Vespertine,  which,  in  some  respects  it  resembled, 
glancing  about  in  various  directions,  but  chiefly  towards  the 
Zenith,  over  the  vast  expanse.  Its  motions  were  far  too  vari- 
ed and  fantastic,  to  admit  of  description.  In  general,  one 
flash  seemed  to  chase  another,  as  they  rose  in  graceful  uudu- 
lations,  or  rather  darted  up  the  sky,  along  and  between  the 
white  auroral  columns.  At  half- past  eleven,  the  spectacle 
began  to  lose  its  attractive  brOliancy.  Still  later,  the  lumi- 
nous rays  were  intersected  by  two  irregular  belts  of  white 
vapour,  which  appeared  successively  in  the  north  and  north- 
east. One  of  them  spanning  an  arc  of  about  thirty,  the  other  of 
forty  or  forty-five  degrees.  There  were  a  few  other  nebulous 
masses  of  the  same  substance,  but  of  less  extent.  About  twelve 
o'clock,  the  merry  dancers  renewed  the  splendour  of  their 
exhibition,  and  continued  it  with  less  and  less  brilliancy  for 
an  hour.  Between  eleven  and  twelve,  a  dark  cloud  had  arisen 
in  the  north  east ;  before  two,  the  wind  was  blowing  from  the 
south,  and  the  sky  was  so  far  overcast,  as  to  hide  completely 
from  our  view  all  that  remained  of  that  magnificence  and 
splendour,  on  which  we  had  gazed  for  hours,  and  would 
willingly  have  gazed  at,  much  longer. 

*^  The  magnetic  needle  was  observed  to  oscillate  during  the 
phenomenon.  Its  perceived  variation  was  forty-five  seconds 
westward ;  but  we  have  reason  to  suppose  that  a  greater 
variation  might  have  been  detected,  had  we  been  able  to 
ascertain  it  with  more  perfect  accuracy. 

**  The  morning  of  the  23d  was  cloudy,  with  a  very  high 
south-east  wind.  The  thermometer  at  sunrise,  stood  at  42°, 
the  barometer  at  29'98.  It  was  fair  at  noon.  At  three 
o'clock  P.  M .  the  thermometer  indicated  62^,  the  barometer 
29*83.  The  wind  had  now  fallen,  and  a  perfect  calm  ensued. 
At  half-past  eight,  P.  M.  of  the  same  day,  a  streak  of  red 
light  was  seen  towards  the  north.  Later,  there  were  a  few 
other  faint  indications  of  an  aurora ;  but  the  hopes  excited  by 
them  were  disappointed."     '       Silliman^s  Journal. 
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S  11.  On  ElectrO'chemical  Decomposition  continued,  IT  iv. 
On  some  general  conditions  o/*  Electro-decomposition. 
If  V.  On  a  new  Measurer  of  Folta- electricity.  If  vi.  On 
the  primitive  or  secondary  character  of  bodies  evolved  in 
Electro-decomposition,  if  vii.  On  the  definite  nature  and 
extent  of  Electro-^chemical  Decompositions.  §  13.  On  the 
absolute  quantity  of  Electricity  associated  with  the  par- 
ticles or  atoms  o/ Matter. 

("  Continued  from  page  326.  J 

746.  The  nature  of  the  substances  evolved  will  often  lead 
to  a  correct  judgment  of  their  primary  or  secondary  character, 
but  is  not  sufficient  alone  to  establish  that  point.  Thus, 
nitrogen  is  said  to  be  attracted  sometimes  by  the  positive  and 
sometimes  by  the  negative  electrode,  according  to  the  bodies 
with  which  it  may  be  combined  (554.  555.),  and  it  is  on  such 
occasions  evidently  viewed  as  a  primary  result* ;  but  I 
think  I  shuU  show,  that,  when  it  appears  at  the  positive  elec- 
trode, or  rather  at  the  anode,  it  is  a  secondary  result.  (748.) 
Thus,  also.  Sir  Humphry  DAVY,t  and  with  him  the  great  body 
of  chemical  philosophers,  (including  myself,)  have  given  the 
appearance  of  copper,  lead,  tin,  silver,  gold,  &c.,  at  the  negative 
electrode,  when  their  aqueous  solutions  were  acted  upon  by 
the  voltaic  current,  as  proofs  that  the  metals,  as  a  class,  were 

*  Annales  de  Chimie ;  1804;  torn.  li.  p.  172. 
+  Elements  of  Chemical  Philosophy,  pp.  144.  161. 
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attracted  to  that  surface ;  thus  assuming  the  metal  in  each 
case  to  be  a  primary  result.  These,  however,  I  expect  to 
prove,  are  all  secondary  results ;  the  mere  consequence  of 
chemical  action,  and  no  proofs  of  the  attraction  or  the  law  an- 
nounced.* 

747.  But  when  we  take  to  our  assistance  the  law  of  con- 
stant electro-chemical  actio?i  already  proved  with  regard  to 
water  (733.),  and  which  I  hope  to  extend  satisfactorily  to  all 
bodies  (821.),  and  consider  the  quantities  as  well  as  the 
nature  of  the  substances  set  free,  a  generally  accurate  judg- 
ment of  the  primary  or  secondary  character  of  the  results 
may  be  formed :  and  this  important  point,  so  essential  to  the 
theory  of  electro-decomposition,  since  it  decides  what  are  the 
particles  directly  under  the  influence  of  the  current,  (distin- 
guishing them  from  such  as  are  not  affected,)  and  what  are 
the  results  to  be  expected,  may  be  established  with  such  de- 
spree  of  certainty  as  to  remove  innumerable  ambiguities  and 
doubtful  considerations  from  this  branch  of  the  science. 

748.  LfCt  us  apply  these  principles  to  the  case  of  ammonia, 
and  the  supposed  determination  of  nitrogen  to  one  or  th^ 
other  electrode  (554.  555.)*  A  pure  strong  solution  of  am- 
monia is  as  bad  a  conductor,  and  therefore  as  little  liable 
to  electro^decomposition,  as  pure  water  ;  but  when  sulphate  of 
ammonia  is  dissolved  in  it,  the  whole  becomes  a  conductor  ; 
nitrogen  almost  and  occasionally  quite  pure  is  evolved  at  the 
anode^  and  hydrogen  at  the  cathode  ;  the  ratio  of  the  volume 
of  the  former  to  that  of  the  latter  varying,  but  being  as  1  to 
about  3  or  4.  This  result  would  seem  at  first  to  imply  that 
the  electric  current  had  decomposed  ammonia,  and  that  the 
nitrogen  had  been  determined  towards  the  positive  electrode. 
But  when  the  electricity  used  was  measured  out  by  the  volta- 
electrometer  (707.  736.),  it  was  found  that  the  hydrogen  ob- 
tained was  exactly  in  the  proportion  which  would  have  been 
supplied  by  decomposed  water,  whilst  the  nitrogen  had  no 
certain  or  constant  relation  whatever.  When,  upon  multiply- 
ing experiments,  it  was  found  that,  by  using  a  stronger  or 
weaker  solution,  or  a  more  or  less  powerful  battery^  the  gas 
evolved  at  the  anode  was  a  mixture  of  oxygen  and  nitrogen, 
varying  both  in  proportion  and  absolute  quantity,  whilst  the 

*  It  is  remarkable  that  up  to  1804  it  was  the  received  opinion 
thut  the  metals  were  reduced  by  the  nascent  hydrogen.  At  that 
date  the  general  opinion  was  reversed  by  Hi^inger  and  Berzelius 
(Aunales  de  Chimie,  1804,  tom.  li.  p.  174.),  who  stated  that  the 
inetals  were  evolved  directly  by  the  electricity  :  in  which  opinion  it 
appears,  from  that  time,  Davy  coincided.  (Philoeophical  Trans- 
actions, 1846^  p.  388.). 
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hydrogen  at  the  cathode  remained  constant,  no  doubt  could 
be  entertained  that  the  nitrogen  at  the  anode  was  a  secondary 
result^  depending  upon  the  chemical  action  of  the  nascent 
oxygen^  determined  to  that  surfece  by  the  electric  current, 
upon  the  ammonia  in  solution.  It  was  the  water^  therefore, 
which  was  electrolyzed,  not  the  ammonia.  Further,  the  ex* 
periment  gives  no  real  indication  of  the  tendency  of  the  ele-  < 
ment  nitrogen  to  either  one  electrode  of  the  other ;  nor  do  I 
know  of  any  experiment  with  nitric  acid,  or  other  com- 
pounds of  nitrogen,  which  shows  the  tendency  of  this  ele- 
ment, under  the  influence  of  the  electric  current,  to  pai^s  in 
either  direction  along  its  course. 

749.  As  another  illustration  of  secondary  results,  the 
effects  on  a  solution  of  acetate  of  potassa  may  be  quoted. 
When  a  very  strong  solution  was  used,  more  gas  was  evolved 
at  the  anode  than  at  the  cathode,  in  the  ptoportion  of  4  to  3 
nearly  :  that  from  the  anode  was  a  mixture  of  carbonic  ojude 
and  carbonic  acid;  that  from  the  cathode  pure  hydrogen. 
When  a  much  weaker  solution  was  used,  less  gas  was  evolved 
at  the  anode  than  at  the  cathode,*  and  it  now  contained  car^^ 
buretted  hydrogen,  as  well  as  carbonic  oxide  and  carbonic 
acid.  This  result  of  carburetted  hydrogen  at  the  positive 
electrode  has  a  very  anamolous  appearance,  if  considered  as 
an  immediate  consequence  of  the  decomposing  power  of  th^ 
current.  It,  however,  as  well  as  the  carbonic  oxide  and  acid, 
is  only  a  secondary  result ;  for  it  is  the  water  alori^  which 
suffers  electro-decomposition,  and  it  is  the  oxygen  eliminated 
at  the  anode  which,  reacting  on  the  acetic  acid,  in  the  midst 
of  which  it  is  evolved,  produces  those  substances  that  finally 
appear  there.  This  is  fully  proved  by  experiments  with  the 
voita-electrometer  (707.) ;  for  then  the  hydrogen  evolved 
from  the  acetate  at  the  cathode  is  always  found  to  be  definite, 
being  exactly  proportionate  to  the  electricity  which  has  passed 
through  the  solution,  and,  in  quantity,  the  same  as  the  hydro- 
gen evolved  in  the  volta-electrometer  itself.  The  appearance 
of  the  carbon  in  combination  with  the  hydrogen  at  the  posi- 
tive electrode,  and  its  non-appearance  at  the  negative  elec- 
trode, are  in  curious  contrast  with  the  results  which  might 
have  been  expected  from  the  law  usually  accepted  respecting 
the  final  places  of  the  elements. 

750.  If  the  salt  in  solution  be  an  acetate  of  lead,  then  the 
results  at  both  electrodes  are  secondary,  and  cannot  be  used 
to  estimate  or  express  the  amount  of  electro- chemical  action, 
except  by  a  circuitous  process  (843.).  In  place  of  oxygen,  or 
even  the  gases  already  described  (749.),  peroxide  of  lead  now 
appears  at  the  positive,  and  lead  itself  at  the  negative  elec- 

Z2 
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txode.  When  other  metallic  solutions  are  used,  containing, 
for  instance,  peroxides,  as  that  of  copper,  combined  with  this 
or  any  other  decomposable  acid,  still  more  complicated  results 
will  he  obtained ;  which,  viewed  as  direct  results  of  the 
electro-chemical  action,  will,  in  their  proportions,  present 
nothing  but  confusion,  but  will  appear  perfectly  harmonious 
and  simple  if  they  be  considered  as  secondary  results,  and 
will  accord  in  their  proportions  with  the  oxygen  and  hydrogen 
evolved  from  water  by  the  action  of  a  definite  quantity  of  elec- 
tricity. 

751.  I  have  experimented  upon  many  bodies,  with  a  view 
to  determine  wheuier  the  results  were  primary  or  secondary. 
I  have  been  surprised  to  find  how  many  of  them,  in  ordinary 
cases,  are  of  the  latter  class,  and  how  frequently  water  is  the 
only  body  electrolyzed  in  instances  where  other  substances 
have  been  supposed  to  give  way.  Some  of  these  results  I  will 
give  in  as  few  words  as  possible. 

752.  Mtric  acid. — ^When  very  strong,  it  conducted  well, 
and  yielded  oxygen  at  the  positive  electrode.  No  gas  appear- 
ed at  the  negative  electrode ;  but  nitrous  acid,  and  apparently 
nitric  oxide,  were  formed  there,  which,  dissolving,  rendered 
the  acid  yellow  or  red,  and  at  last  even  effervescent,  from  the 
spontaneous  separation  of  nitric  oxide.  Upon  diluting  the 
acid  with  its  bulk  or  more  of  water,  gas  appeared  at  the  neg- 
ative electrode.  Its  quantity  could  be  varied  by  variations 
either  in  the  strength  of  the  acid  or  of  the  voltaic  current : 
for  that  acid  from  which  no  gas  separated  at  the  cathode^  with 
a  weak  voltaic  battery,  did  evolve  gas  there  with  a  stronger  ; 
and  that  battery  which  evolved  no  gas  there,  with  a  strong 
acid,  did  cause  its  evolution  with  an  acid  more  dilute.  The 
ffas  at  the  anode  was  always  oxygen ;  that  at  the  cathode  hy- 
orogen.  When  the  quantity  of  products  was  examined  by 
the  volta-electrometer  (707.),  the  oxygen,  whether  from  strong 
or  weak  acid,  proved  to  be  in  the  same  proportion  as  from 
water.  When  the  acid  was  diluted  to  specific  gravity  1*24, 
or  less,  the  hydrogen  also  proved  to  be  the  same  in  quantity 
as  from  water.  Hence  I  conclude  that  the  nitric  acid  does 
not  undergo  electro-chemical  decomposition,  but  the  water 
only ;  that  the  oxygen  at  the  anode  is  always  a  primary  result, 
but  that  the  products  at  the  cathode  are  often  secondary,  and 
duo  to  the  reaction  of  the  hydrogen  upon  the  nitric  acio. 

753.  Aitre. — A  solution  of  this  salt  yields  very  variable 
results,  according  as  one  or  other  form  of  tube  is  used,  or  as 
the  electrodes  are  large  orsmalL  Sometimes  the  whole  of 
the  hydrogen  of  the  water  decomposed  may  be  obtained  at 
the  negative  electrode ;  at  other  times,  only  a  part  of  it,  be- 
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cause  of  the  ready  formation  of  secondary  results.      The 
solution  is  a  very  excellent  conductor  of  electricity. 

754.  ATitrate  o/ ammonia,  in  aqueous  solution,  gives  rise 
to  secondary  results  very  varied  and  uncertain  in  their  pro- 
portions. 

755.  Sulphurous  acid. — Pure  liquid  sulphurous  acid  does 
not  conduct  nor  suffer  decomposition  by  the  voltaic  current*, 
but,  when  dissolved  in  water,  the  solution  acquires  conducting 
power,  and  is  decomposed,  yielding  oxygen  at  the  anode,  and 
hydrogen  and  sulphur  at  the  cathode, 

756.  A  solution  containing  sulphuric  acid  in  addition,  was 
a  better  conductor.  It  gave  very  little  gas  at  either  elec- 
trode :  that  at  the  anode  was  oxygen,  that  at  the  cathode 
pure  hydrogen.  From  the  cathode  also  rose  a  white  turbid 
stream,  consisting  of  diffiised  sulphur,  which  soon  rendered 
the  whole  solution  milky.  The  volumes  of  gases  were  in  no 
regular  proportion  to  the  quantities  evolved  from  water  in  the 
volta-electrometer.  I  conclude  that  the  sulphurous  acid  was 
not  at  all  affected  by  the  electric  current  in  any  of  these  cases^ 
and  that  the  water  present  was  the  only  body  electro-che- 
mically  decomposed ;  that,  at  the  anode,  the  oxygen  from 
the  water  converted  the  sulphurous  acid  into  sulphuric  acid, 
and,  at  the  cathode,  the  hydrogen  electrically  evolved  de- 
composed the  sulphurous  acid,  combining  with  its  oxygen, 
and  setting  its  sulphur  free.  I  conclude  that  the  sulphur  at 
the  negative  electrode  was  only  a  secondary  result ;  and,  in 
feet,  no  part  of  it  was  found  combined  with  the  small  portion 
of  hydrogen  which  escaped  when  weak  solutions  of  sulphurous 
acid  were  used. 

757.  Sulphuric  acid. — I  have  already  given  my  reasons 
for  concluding  that  sulphuric  acid  is  not  electrolyzable,  i.  e. 
not  decomposable  directly  by  the  electric  current,  but  oc- 
casionally suffering  bv  a  secondary  action  at  the  cathode  from. 
the  hydrogen  evolved  there  (681.).  In  the  year  1800,  Davy 
considered  the  sulphur  from  sulphuric  acid  as  the  result  of  the 
action  of  the  nascent  hydrogenf.  In  1804,  Hisinger  and 
Berzelius  stated  that  it  was  the  direct  result  of  the  action 
of  the  voltaic  pilet ;  an  opinion  which  from  that  time  Davy 
seems  to  have  adopted,  and  which  has  since  been  commonly 
received  by  aU.  The  change  of  my  own  opinion  requires  that 
I  should  correct  what  \  have  already  said  of  the  decomposition 

*  See  abo  Db  la  Rivb.  Bibliotheque  Universelle,  torn.  xl.  p. 
205 ;  or  Quarterly  Journal  of  Science,  vol.  xxv ii.  p.  407. 
+  Nicholson's  Quarterly  Journal,  vol.  iv.  pp.  ^80, 281. 
t  Annalesde  Chimie,  1804,  tom.li.  p.  173.  MDCCCXXXIV. 
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of  Bulpburic  acid  in  a  former  series  of  these  Researches 
(552.) :  I  do  not  now  think  that  the  appearance  of  the  sulphur 
at  the  negative  electrode  is  an  immediate  consequence  of 
electrolytic  action. 

758.  Muriatic  acid. — A  strong  solution  gave  hydrogen  at 
the  negative  electrode,  and  chlorine  only  at  the  positive  elec- 
trode ;  of  the  latter,  a  part  acted  on  the  platina  and  a  part 
was  dissolved.  A  minute  bubble  of  gas  remained ;  it  was 
not  oxygen y  but  probably  air  previously  held  in  solution. 

759.  It  was  an  important  matter  to  determine  whether  the 
chlorine  was  a  primary  result,  or  only  a  secondary  product, 
due  to  the  action  of  the  oxygen  evolved  from  water  at  the 
anode  upon  the  muriatic  acid ;  i.  e.  whether  the  muriatic 
acid  was  electrolyzable,  and  if  so,  whether  the  decomposition 
was  definite. 

760.  The  muriatid  acid  was  gradually  diluted.  One  part 
with  six  of  water  gave  only  chlorine  at  the  anode.  One  part 
with  eight  of  water  gave  only  chlorine ;  with  nine  of  water,  a 
little  oxygen  appeared  with  the  chlorine  :  but  the  occurrence 
or  non-occurrence  of  oltygen  at  these  strengths  depended,  in 
part,  on  the.  strength  of  the  voltaic  battery  used.  With 
fifteen  parts  of  water,  a  little  oxygen,  with  much  chlorine, 
was  evolved  at  the  anode.  As  the  solution  was  now  becom- 
ing a  bad  conductor  of  electricity,  sulphuric  acid  was  added 
to  it ;  this  caused  more  ready  decomposition, but  did  not  sen- 
sibly alter  the  proportion  of  chlorine  and  oxygen. 

761.  The  muriatic  acid  was  now  diluted  with  100  times  its 
volume  of  dilute  sulphuric  acid.  It  still  gave  a  large  propor- 
tion of  chlorine  at  the  anode,  mingled  with  oxygen ;  and  the 
result  was  the  same,  whether  a  voltaic  battery  of  40  pairs  of 
plates  or  one  containing  only  5  pairs  were  used.  With  acid 
of  this  strength,  the  oxygen  evolved  at  the  anode  was  to  the 
hydrogen  at  the  cathode,  in  volume,  as  17  is  to  64;  and 
therefore  the  chlorine  would  have  been  30  volumes,  had  it  not 
been  dissolved  by  the  fluid. 

762.  Next,  with  respect  to  the  (quantity  of  elements  evolved. 
On  using  the  volta-electrometer,  it  was  found  that,  whether 
the  strongest  or  the  weakest  muriatic  acid  were  used,  whether 
chlorine  alone,  or  chlorine  mingled  with  oxygen  appeared  at 
the  anode,  still  the  hydrogen  evolved  at  the  cathode  was  a 
constant  quantity,  i.  e.  exactly  the  same  as  the  hydrogen 
which  the  same  quantity  of  electricity  could  evolve  from 
water. 

763.  This  constancy  does  not  decide  whether  the  muriatic 
acid  is  electrolyzed  or  not,  although  it  proves  that  if  so,  it 
must  be  in  definite  proportions  to  the  quantity  of  electricity 
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uaed.  Other  considerations  may,  however^  be  allowed  to  de- 
cide the  point.  The  analogy  between  chlorine  and  oxygen, 
in  their  relations  to  hydrogen,  is  so  strong,  as  to  lead  almost 
to  the  certainty,  that,  when  combined  with  that  element,  they 
would  perform  similar  parts  in  the  process  of  electro-decom- 
position. They  both  unite  with  it  in  single  proportional  or 
equivalent  quantities ;  and,  the  number  of  proportionals  ap- 
pearing to  have  an  intimate  and  important  relation  to  the 
decomposability  of  abody  (697.),  those  in  muriatic  acid^  as 
well  as  in  water,  are  the  most  favourable,  or  those,  perhaps 
even  necessary,  to  decomposition.  In  other  binary  compounds 
of  chlorine  also,  where  nothing  equivocal  depending  on  the 
simultaneous  presence  of  it  and  oxygen  is  involved,  the  chlo-> 
rine  is  directly  eliminated  at  the  anode  by  the  electric  current. 
Such  is  the  case  with  the  chloride  of  lead  (395.),  which  may 
be  justly  compared  with  protoxide  of  lead  (402.),  and  standis 
in  the  same  relation  to  it  as  muriatic  acid  to  water.  The 
chlorides  of  potassium,  sodium,  barium,  &c.,  are  in  the  same 
relation  to  the  protoxides  of  the  same  metals,  and  present  the 
same  results  under  the  influence  of  the  electric  current  (402). 

764.  From  all  the  experiments,  combined  with  these  con- 
siderations, I  conclude  that  muriatic  acid  is  decomposed  by 
the  direct  influence  of  the  electric  current,  and  that  the  quan- 
tities evolved  are,  and  therefore  the  chemical  action  is,  defi^ 
nite  for  a  definite  quantity  of  electricity.  For  though  I 
have  not  collected  and  measured  the  chlorine,  in  its  separate 
state,  at  the  anode,  there  can  exist  no  doubt  as  to  its  being 
proportional  to  the  hydrogen  at  the  cathode  ;  and  the  results 
are  therefore  suflicient  to  establish  the  general  law  of  constant 
electrochemical  action  in  the  case  of  muriatic  acid. 

765.  In  the  dilute  acid  (761.),  I  conclude  that  a  part  of  the 
water  is  electro-chemically  decomposed,  giving  origin  to  the 
oxygen,  which  appears  mingled  with  the  chlorine  at  the  anode. 
The  oxygen  maybe  viewed  as  a  secondary  result ;  but  I  in- 
cline to  believe  that  it  is  not  so :  for,  if  it  were,  it  might  be 
expected  in  largest  proportion  from  the  stronger  acid,  whereas 
the  reverse  is  the  fact.  This  consideration,  with  others,  also 
leads  me  to  conclude  that  muriatic  acid  b  more  easily  decom- 
posed by  the  electric  current  than  water;  since,  even  when 
dilttted  with  eight  or  nine  times  its  quantity  of  the  latter  fluid, 
it  alone  gives  way,  the  water  remainmg  unaffected. 

766.  Chlorides. — On  using  solutions  of  chlorides  in  water, 
for  instance,  the  chlorides  of  sodium  or  calcium,  there  was 
evolution  of  chlorine  only  at  the  positive  electrode,  and  of  hy- 
drogen, with  the  oxide  of  the  base,  as  soda  or  lime,  at  the 
negative  electrode.    The  process  of  decomposition  may  be 
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viewed  as  proceeding  in  two  or  three  ways,  all  terminating  in 
the  same  results.  Perhaps  the  simplest  is  to  consider  the 
chloride  as  the  substance  electrolyzed^  its  chlorine  being  deter- 
mined to  and  evolved  at  the  anodcy  and  its  metal  passing  to 
the  cathode,  w^ere^  finding  no  more  chlorine,  it  acts  upon  the 
water,  producing  hydrogen  And  an  oxide  as  secondary  results. 
As  the  discussion  would  detain  me  from  more  important  mat- 
ter, and  is  not  of  immediate  consequence,  I  shall  defer  it  for 
the  present.  It  is,  however,  of  great  consequence  to  state, 
that,  on  using  the  volta-electrometer,  the  hydrogen  in  both 
cases  was  definite ;  and  if  the  results  do  not  prove  the  definite 
decomposition  of  chlorides,  (which  shall  be  proved  elsewhere, 
789.  794.  814.,)  they  are  not  in  the  slightest  degree  opposed 
to  such  a  conclusion,  and  do  support  the  general  law, 

767.  Hydriodic  acid, — A  solution  of  hydriodic  acid  was 
affected  exactly  in  the  same  manner  as  muriatic  acid.  When 
strong,  hydrogen  was  evolved  at  the  negative  electrode,  in 
definite  proportion  to  the  quantity  of  electricity  which  had 
passed,  i.  e.  in  the  same  proportion  as  was  evolved  by  the 
same  current  from  water ;  and  iodine  without  any  oxygen  waa 
evolved  at  the  positive  electrode.  But  when  diluted,  small 
quantities  of  oxygen  appeared  with  the  iodine  at  the  anode ^ 
the  proportion  of  hydrogen  at  the  cathode  remaining  undis- 
turbed. 

768.  I  believe  the  decomposition  of  the  hydriodic  acid  in 
this  case  to  be  direct,  for  the  reasons  already  given  respecting 
muriatic  acid  (763.  764.). 

769.  Iodides. — A  solution  of  iodide  of  potassium  being 
subjected  to  the  voltaic  current,  iodine  appeared  at  the  positive 
electrode  (without  any  oxygen),  and  hydrogen  with  free  alkali 
at  the  negative  electrode.  The  same  observations  as  to  the 
mode  of  decomposition  are  applicable  here  as  were  made  in 
relation  to  the  chlorides  when  in  solution  (766.). 

770.  Hydro-Jluoric  acid  and  fluorides. — Solution  of  hydro-  ♦ 
fluoric  acia  did  not  appear  to  be  decomposed  under  the  in- 
fluence of  the  electric  current ;  it  was  the  water  which  gave 
way  apparently.  The  fiised  fluorides  were  electrolyzed  (417.); 
but  having  during  these  actions  obtained  fluorine  in  the 
separate  state,  I  tUnk  it  better  to  refer  to  a  future  series  of 
these  Researches,  in  which  I  purpose  giving  a  fuller  account 
of  the  results  than  would  be  consistent  with  propriety  here. 

771.  Hydrocyanic  acid  in  solution  conducts  very  badly. 
The  definite  proportion  of  hydrogen  (equal  to  that  from  water) 
was  set  free  at  the  cathode^  whilst  at  the  anode  a  small  quan- 
tity of  oxygen  was  evolved  and  apparently  a  solution  of  cyano- 
gen formea.    1  he  action  altogether  corresponded  with  that 
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on  a  dilute  muriatic  or  hydriodic  acid.  When  the  hydro- 
cyanic acid  was  made  a  better  conductor  by  sulphuric  acid^ 
the  same  results  occurred. 

Cyanides. — With  a  solution  of  the  cyanide  of  potassium, 
the  result  was  precisely  the  same  as  with  a  chloride  or  iodide. 
No  oxygen  was  evolved  at  the  positive  electrode,  but  a  brown 
solution  formed  there.  For  the  reasons  given  when  speaking 
of  the  chlorides  (766.)>  and  because  a  fused  cyanide  of  potas* 
sium  evolves  cyanogen  at  the  positive  electrode/  I  inclme  to 
believe  that  the  cyanide  in  solution  is  directly  decomposed. 

772.  Ferro^yanic  acid  and  the  ferro-cyanides^  as  also 
stUpho-cyanic  acid  and  the  sulpho-cyanides,  presiented  results 
corresponding  with  those  just  described  (771.). 

773.  Acetic  acid.  Glacial  acetic  acid,  when  fused  (405.), 
is  not  decomposed  by,  nor  does  it  conduct,  electricity.  On 
adding  a  little  water  to  it,  still  there  were  no  signs  of  action ; 
on  adding  more  water,  it  act«d  slowly  and  about  as  water 
alone  would  do.  Dilute  sulphuric  acid  was  added  to  it  in 
order  to  make  it  a  better  conductor;  then  the  definite  propor- 
tion of  hydrogen  was  evolved  at  the  cathode^  and  a  mixture  of 
oxygen  in  very  deficient  quantity,  with  carbonic  acid,  and  a 
little  carbonic  oxide,  at  tne  anode.  Hence  it  appears  that 
acetic  acid  is  not  electrolyzable,  but  that  a  portion  of  it  is  de- 
composed by  the  oxygen  evolved  at  the  anode,  producing 
secondary  results,  varying  with  the  strength  of  the  acid,  the 
intensity  of  the  current,  and  other  circumstances. 

774.  Acetates. ^One  of  these  has  been  referred  to  already, 
as  affording  only  secondary  results  relative  to  the  acetic  acid 
(749.).  With  many  of  the  metallic  acetates  the  results  at 
both  electrodes  are  secondary  (746.  750.). 

Acetate  of  soda  fused  and  anhydrous  is  directly  decom- 
posed, being,  as  I  believe,  a  true  electrolyte,  and  evolving 
soda  and  acetic  acid  at  the  cathode  and  anode.  These,  how- 
ever, have  no  sensible  duration,  but  are  immediately  resolved 
into  other  substances ;  charcoal,  sodiuretted  hydrogen,  &c., 
being  set  free  at  the  former,  and  as  far  as  I  could  iu^e  under 
the  circumstances,  acetic  acid  mingled  with  carbonic  oxide, 
carbonic  acid,  &c.,  at  the  latter. 

775.  Tartaric  add. — Pure  solution  of  tartaric  acid  is  al* 
most  as  bad  a  conductor  as  pure  water.  On  adding  sulphuric 
acid  to  it,  it  conducted  well,  the  results  at  the  positive  elec- 

*  It  is  a  very  remarkable  thing  to  see  carbon  and  nitrogen  in  this 
case  determmed  powerfully  towards  the  positive  Bur&ce  of  the  vol* 
laic  battery ;  but  it  is  perfi^tly  in  harmony  with  the  theory  of 
electro-cfaeroical  decomposition  which  I  have  advanced. 
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Irode  being  primary,  or  secondary  in  diflferent  proportions, 
according  to  variations  in  the  strength  of  the  acid  and  the 
power  of  the  electric  current  (752.).  Alkaline  tartrates  gave 
a  large  proportion  of  secondary  results  at  the  positive  elec- 
trode. The  hydrogen  at  the  negative  electrode  remained 
constant  unless  certain  metallic  salts  were  used. 

776.  Solutions  of  salts  containing  other  vegetable  acids,  as 
the  benzoates ;  of  sugar,  gum,  &c.,  dissolved  in  dilute  sul- 
phuric acid ;  of  resin,  albumen,  &c.,  dissolved  in  alkalies, 
were  in  turn  submitted  to  the  electrolytic  power  of  the  voltaic 
current.  In  all  these  cases,  secondary  results  to  a  greater  or 
smaller  extent  were  produced  at  the  positive  electrode. 

777.  In  concluding  this  division  of  these  Researches,  it 
cannot  but  occur  to  the  mind  that  the  final  result  of  the 
action  of  the  electric  current  upon  substances  placed  between 
the  electrodes,  instead  of  being  simple  may  be  very  com- 
plicated. There  are  two  modes  by  which  these  substances 
may  be  decomposed,  either  by  the  direct  force  of  the  electric 
current,  or  by  the  action  of  bodies  which  that  current  may 
evolve.  There  are  also  two  modes  by  which  new  compound^ 
may  be  formed,  i.  e.  by  combination  of  the  evolving  sub- 
stances whilst  in  their  nascent  state  (658.),  directly  with  the 
matter  of  the  electrode ;  or  else  their  combination  with  those 
bodies,  which  being  contained  in,  or  associated  with,  the  de- 
composing conductor,  are  necessarily  present  at  the  anode 
and  cathode.  The  complexity  is  rendered  still  greater  by  the 
circumstance  that  two  or  more  of  these  actions  may  occur 
simultaneously,  and  also  in  variable  proportions  to.  each  other. 
But  it  may  in  a  great  measure  be  resolved  by  attention  to  the 
principles  already  laid  down  (747.). 

778.  When  a^t^eoi^  solutions  of  bodies  are  used,  secondary 
results  are  exceedingly  frequent.  Even  when  the  water  is  not 
{HPesent  in  large  quantity,  but  is  merely  that  of  combination, 
still  secondary  results  often  ensue;  for  instance,  it  is  very 

Possible  that  in  Sir  Humphry  Davy's  decomposition  of  the 
ydrates  of  potassa  and  soda,  a  part  of  the  potassium  pro^ 
duced  was  the  result  of  a  secondary  action.  Hence,  also,  a 
frequent  cause  for  the  disappearance  of  the  oxygen  and  hy* 
drogen  which  would  otherwise  be  evolved :  and  when  hydrogen 
does  not  appear  at  the  cathode  in  an  aqueous  soltUion^  it 
perhaps  always  indicates  that  a  secondary  action  has  takei^ 
place  there.  No  exception  to  this  rule  has  as  yet  occurred 
to  my  observation. 

779.  Secondary  actions  are  not  confined  to  €iqwous  solu^ 
tionSy  or  cases  where  water  is  present.  For  instance,  various 
chlorides  acted  upon  when  fused  (4Q3.),  by  platina  electrodes, 
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have  the  chlorine  determined  electrically  to  the  anode.  In 
many  cases,  as  with  chlorides  of  lead,  potassium,  barium.  Sec, 
the  chlorine  acts  on  the  platina  and  forms  a  compound  with 
it,  which  dissolves ;  but  when  protochloride  of  tin  is  used, 
the  chlorine  at  the  anode  does  not  act  upon  the  platina,  but 
upon  the  chloride  already  there,  forming  a  percfaloride  which 
rises  in  vapour  (790.  804.)-  These  are,  therefore,  instances 
of  secondary  actions  of  both  kinds^  produced  in  bodies  con- 
taining no  water. 

780.  The  production  of  boron  from  fiised  borax  (402.  417.) 
is  also  a  case  of  secondary  action ;  for  boracic  acid  is  not 
decomposable  by  electricity  (406.),  and  it  was  the  sodium 
evolved  at  the  cathode  which,  reacting  on  the  boracic  acid 
around  it,  took  oxygen  from  it  and  set  boron  free  in  the  ex<- 
periments  formerly  described^ 

781.  Secondary  acticms  have  already,  in  the  hands  of  M. 
Bbcquerel,  produced  many  interesting  results  in  the  fcnrma* 
tion  of  compounds :  some  of  them  new,  others  imitaticms  of 
those  occurring  naturally*.  It  is  probable  they  may  prove 
equally  interesting  in  an  opposite  direction,  i.  e.  as  afibrding 
cases  of  analytic  decomposition.  Much  information  regard- 
ing the  composition,  and  perhaps  even  the  arrangement  of 
the  particles  of  such  bodies  as  the  vegetable  acids  and  alka- 
lies, and  organic  compounds  generally,  will  probably  be 
obtained  by  submitting  them  to  the  action  of  nascent  oxygen, 
hydrogen,  chlorine,  &c.,  at  the  electrodes ;  and  the  action 
seems  the  more  promising,  because  of  the  thorough  com^ 
mand  which  we  possess  over  attendant  circumstances,  such  as 
the  strength  of  the  current,  the  size  of  the  electrodes,  the 
nature  of  the  decomposing  conductor,  its  strength,  &c.,  all 
of  which  may  be  expected  to  have  their  corresponding  influ- 
ence upon  the  final  result. 

782.  It  is  to  me  a  great  satisfiiction  that  the  extreme 
variety  of  secondary  results  have  presented  nothing  opposed 
to  the  doctrine  of  a  constant  and  definite  eleotaro-chemical 
action,  to  the  particular  consideration  of  which  I  shall  now 
proceed. 

%  vii.  On  the  definite  nature  and  extent  of  Electro- 
chemical Decomposition. 

783.  In  the  third  series  of  these  Researches,  after  proving 
the  identity  of  electricities,  derived  from  different  sources,  and 
showing,  by  actual  measurement,  the  extraordinary  quantity 

*  Annates  de  Chimie^  tom.xzzv.p.  11 3* 


342     Dr.  Faraday^  on  electro-chemical  decomposition. 

of  electricity  evolved  by  a  very  feeble  voltaic  arrangement 
(371.  376. )>  I  announced  a  law^  derived  from  experiment^ 
which  seemed  to  me  of  the  utmost  importance  to  the  science 
of  electricity  in  general,  and  that  branch  of  it  denominated 
electro-chemistry  in  particular.  The  law  was  expressed 
thus  :  The  chemical  power  of  a  current  of  electricity  is  in 
direct  proportion  to  the  absolute  quantity  of  electricity 
which  passes  (377.). 

784.  In  the  further  progress  of  the  successive  investigations, 
I  have  had  frequent  occasion  to  refer  to  the  same  law,  occa- 
sionally in  circumstances  offering  powerfiil  corroboration  of  its 
truth  (456.  504.  505.);  and  the  present  series  already  supplies 
numerous  new  cases  in  which  it  holds  good  (704.  722.  726. 
732.).  It  is  now  my  object  to  consider  this  great  principle 
more  closely,  and  to  develope  some  of  the  consequences  to 
which  it  leads.  That  the  evidence  for  it  may  be  the  more 
distinct  and  applicable,  I  shall  quote  cases  of  decomposition 
subject  to  as  few  interferences  from  secondary  results  as  pos- 
sible, effected  upon  bodies  very  simple,  yet  very  definite  in 
their  nature. 

785.  In  the  first  place,  I  cpnsider  the  law  as  so  fully  esta- 
blished with  respect  to  the  decomposition  of  water,  and  under 
so  many  circumstances  which  might  be  supposed,  if  anything 
could,  to  exert  an  influence  over  it,  that  I  may  be  excusea 
entering  into  further  detail  respecting  that  substance,  or  even 
summing  up  the  results  here  (732).  I  refer,  therefore,  to  the 
whole  of  the  subdivision  of  this  series  of  Researches  which 
contains  the  account  of  the  volta^electrometer, 

786.  In  the  next  place,  I  also  consider  the  law  as  established 
with  respect  to  muriatic  acid  by  the  experiments  and  reason- 
ing already  advanced,  when  speaking  of  that  substance,  in  the 
subdivision  respecting  primary  and  secondary  results  (758, 
&c.). 

787.  I  consider  the  law  as  established  also  with  regard  to 
hydriodic  add  by  the  experiments  and  considerations  already 
advanced  in  the  preceding  division  of  this  series  of  Researches 
(767.  768.). 

788.  Without  speaking  with  the  same  confidence,  yet  from 
the  experience  described,  and  many  others  not  described,  re- 
lating to  hydro-flupric,  hydro-cyanic,  ferro-cyanic,  and  sulpho- 
cyanic  acids  (770.  771.  772.),  and  from  the  close  analogy 
which  holds  between  these  bodies  and  the  hydro-acids  of 
chlorine,  iodine,  bromine,  &c.,  I  consider  these  also  as  com- 
ing under  subjection  to  the  law,  and  assisting  to  prove  its 
truth. 

789.  In  the  preceding  cases,  except  the  first,  the  water  is 


I 


Dr.  Faraday,  on  electro  chemical  decomposition.      MS. 

believed  to  be  inactive ;  but  to  avoid  any  ambiguity  arising 
from  itspresence,  I  sought  for  substances  from  which  it  should 
be  absent  altogether ;  and^  taking  advantage  of  the  law  of 
conduction  already  developed  (380.  &c.)»  soon  found  abund- 
ance^ amongst  which  protochloride  of  tin  was  first  subjected 
to  decomposition  in  the  following  manner.  A  piece  of  platina 
wire  had  one  extremity  coiled  up  into  a  small  knob,  and  hav- 
ing been  carefully  weighed,  was  sealed  hermetically  into  a 
piece  of  bottle-glass  tube,  that  the  knob  should  be  at  the  bottom 
of  the  tube  within  (fig.  82.  pi.  xi.).  The  tube  was  suspended  by 
a  piece  of  platina  wire,  so  that  the  heat  of  a  spirit-lamp  could 
be  applied  to  it.  Recently  fiised  protochloride  of  tin  was  in- 
troduced in  sufficient  quantity  to  occupy,  when  .melted,  about 
one  half  of  the  tube;  the  wire  of  the  tube  was  connected  with 
a  volta-electrometer  (7ll.)»  which  was  itself  connected  with 
the  negative  end  of  a  voltaic  battery ;  and  a  platina  wire  con- 
nected with  the  positive  end  of  the  same  battery  was  dipped 
into  the  fused  chloride  in  the  tube ;  being,  however,  so  bent, 
that  it  could  not  by  any  shake  of  the  hand  or  apparatus  touch 
the  negative  electrode  at  the  bottom  of  the  vessel.  The 
whole  arrangement  is  delineated  fig.  91. 

790.  Under  these  circumstances  the  chloride  of  tin  was 
decomposed :  the  chlorine  evolved  at  the  positive  electrode 
formed  bichloride  of  tin  (779.),  which  passed  away  in  fumes^ 
and  the  tin  evolved  at  the  negative  electrode  combined  with 
the  platina,  forming .  an  alloy,  fusible  at  the  temperature  to 
which  the  tube  was  subjected,  and  therefore  never  occasion- 
ing metallic  communication  entirely  through  the  decomposing 
chloride.  When  the  experiment  had  been  continued  so  long 
as  to  yield  a  reasonable  quantity  of  gas  in  the  volta-electro- 
meter,  the  battery  connexion  was  broken,  the  positive  elect- 
rode removed,  and  the  tube  and  remaining  chloride  allowed 
to  cool.  When  cold,  the  tube  was  broken  open,  the  rest  of 
the  chloride  and  the  glass  being  easily  separable  from  the 
platina  wire  and  its  button  of  alloy.  The  latter  when  washed 
was  then  reweighed,  and  the  increase  gave  the  weight  of  the 
tin  reduced. 

791.  I  will  give  the  particular  results  of  one  experiment,  in 
illustration  of  the  mode  adopted  in  this  and  others,  the  results 
of  which  I  shall  have  occasion  to  qupte.  The  negative  elect- 
rode weighed  at  first  20  grains ;  after  the  experiment  it,  with 
its  button  of  alloy,  weighed  23*2  grains.  The  tin  evolved  by 
the  electric  current  at  the  cathode  weighed,  therefore,  3*2 
grains.  The  quantity  of  oxygen  and  hydrogen  collected  in 
the  volta-electrometer  =  3'85  cubic  inches.  As  100  cubic 
inches  of  oxygen  and  hydrogen,  in  the  proportions  to  form 
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water,  may  be  considered  as  weighing  12'99  grains,  the  3-85 
cubic  inches  would  weigh  0*49742  of  a  grain;  Uiat  being, 
therefore,  the  weight  of  water  decomposed  by  the  same  electric 
current  as  was  able  to  decompose  such  weight  of  protochloride 
of  tin  as  could  yield  3*2  grains  of  metal.  Now  049742 :  3*2 : :  9 
the  equivalent  of  water  is  to  57*9,  which  should  therefore  be 
equivalent  of  tin,  if  the  experiment  bad  been  made  without  the 
error,  and  if  the  electro-chemical  decomposition  is  in  this 
ease  also  definite.  In  some  chemical  works  58  is  given  as 
the  chemical  equivalent  of  tin,  in  others  57*9.  Both  are  so 
near  to  the  result  of  the  experiment,  and  the  experiment  itself 
is  so  subject  to  slight  causes  of  variation  (as  from  the  absorp- 
tion of  gas  in  the  volta-electrometer  (716.)9  &c.)9  that  the 
numbers  leave  little  doubt  of  the  applicability  of  the  fat^o/* 
definite  action  in  this  and  all  similar  oases  of  electro-decom- 
position, 

792.  It  is  not  often  I  have  obtained  an  accordance  in  num- 
bers so  near  as  that  I  have  just  quoted.  Four  experiments 
were  made  on  the  protochloride  of  tin,  the  quantities  of  gas 
evolved  in  the  voUa-electrometer  being  from  2*05  to  10*:^ 
cubic  inches.  The  average  of  the  four  experiments  gave 
58*53  as  the  electro-chemical  equivalent  for  tin. 

793.  The  chloride  remaining  after  the  experiment,  was 
pare  protochloride  of  tin ;  and  no  one  can  doubt  for  a  moment 
that  the  equivalent  of  chlorine  had  been  evolved  at  the  anods\ 
and  having  formed  bichloride  of  tin  as  a  secondary  result,  had 
passed  away. 

794.  Chloride  of  lead  was  experimented  upon  in  a  manner 
exactly  similar,  except  that  a  change  was  made  in  the  nature 
of  the  positive  electrode ;  for  as  the  chlorine  evolved  at  the 
anode  forms  no  perchloride  of  lead,  but  acts  directly  upon  the 
platina,  if  that  metal  be  used,  it  produces  a  solution  of  chlo- 
ride of  platina  in  the  chloride  of  lead ;  in  consequence  of  whidi 
a  portion  of  platina  can  pass  to  the  cathode^  and  will  produce 
a  vitiated  result.  I  therefore  sought  for,  and  found  in  plum- 
bago, another  substance,  which  could  be  used  safely  as  the 
positive  electrode  in  such  bodies  as  chlorides,  iodides,  &c. 
The  chlorine  or  iodine  does  not  act  upon  it,  but  is  evolved  in 
the  free  state ;  and  the  plumbago  has  no  reaction,  under  the 
circumstances,  upon  the  fused  chloride  or  iodide  in  which  it  is 
plunged.  Even  if  a  few  particles  of  plumbago  should  separate 
by  the  heat  or  the  mechanical  action  of  the  envolved  gas« 
they  can  do  no  harm  in  the  chloride. 

795.  The  mean  of  three  experiments  gave  the  number  of 
100*85  as  the  equivalent  for  lead.  The  chemical  equivalent 
is  103*5.    The  deficiency  in  my  experiments  I  attribute  to 
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tbe  solution  of  part  of  the  gas  (716.)  in  the  volta-electrottidter; 
but  the  results  leave  no  doubt  on  my  mind  that  both  the  lead 
and  the  chlorine  are,  in  this  case,  evolved  in  definite  quantities 
by  the  action  of  a  given  quantity  of  electricity  (814.  &c.). 

796.  Chloride  of  antimony, — It  was  in  endeavouring  t« 
obtain  the  electro-chemical  equivalent  of  antimony  from  the 
chloride  that  I  found  reasons  for  the  statement  I  nave  made 
respecting  the  presence  of  water  in  it  in  an  earlier  part  of 
these  Researches  (690.  693.  &c.). 

797.  1  endeavoured  to  experiment  upon  the  oxide  of  lead 
obtained  by  fusion  and  ignition  of  the  nitrate  in  a  platina 
crucible,  but  found  great  difficulty,  from  the  high  tempera*- 
ture  required  for  perfect  fusion,  and  the  powerful  fluxing 

S|ualities  of  the  substance.  Green  glass  tubes  repeatedly 
iEuled.  I  at  last  fused  the  oxide  in  a  small  porcelain  crucible, 
heated  fully  in  a  charcoal  fire ;  and  as  it  was  essentia]  that 
the  evolution  of  the  lead  at  the  cathode  should  take  place  be- 
neath the  surface,  the  negative  electrode  was  guarded  by  a 
green  glass  tube,  fused  around  it  in  such  a  manner  as  to  ex- 
pose only  the  knob  of  platina  at  the  lower  end  (fig.  92.),  so 
that  it  could  be  plunged  beneath  the  surface^  and  thus  exclude 
contact  of  air  or  oxygen  with  the  lead  reduced  there.  A 
platina  wire  was  employed  for  the  positive  electrode,  that  me- 
tal not  being  subject  to  any  action  firom  the  oxygen  evolved 
against  it.     The  arrangement  is  given  fig.  93.        * 

798.  In  an  experiment  of  this  kind  the  equivalent  for  the 
lead  came  out  93*17,  which  was  very  much  too  small.  This, 
I  believe,  was  because  of  the  small  interval  between  the  posi- 
tive and  negative  electrodes  in  the  oxide  of  lead,  so  that  it 
was  not  unlikely  that  some  of  the  froth  and  bubbles  formed 
by  the  oxygen  at  the  anode  should  occasionally  even  touch 
the  lead  reduced  at  the  cathode,  and  re-oxidia^  it.  When  I 
endeavoured  to  correct  this  by  having  more  litharge,  the 
greater  heat  required  to  keep  it  all  fluid  caused  a  quicker 
action  on  the  crucible,  which  was  soon  eaten  through^  and 
the  experiment  stopped. 

799.  In  one  experiment  of  this  kind  I  used  borate  of  lead 
(408.  673.).  It  evolves  lead,  Under  the  influence  of  the 
electric  current,  at  the  anode,  and  oxygen  at  the  cathode ; 
and  as  the  boracic  acid  is  not  either  directly  (408.)  or  inci- 
dentally decomposed  during  the  operation,  I  expected  a  result 
dependent  on  the  oxide  of  lead,  ihe  borate  is  not  so  violent 
a  flux  as  the  oxide,  but  it  requires  a  higher  temperature  t6 
make  it  quite  liquid;  and  if  not  very  hot,  the  bubbles  of 
oxygen  cling  to  the  positive  electrode,  and  retard  the  transfer 
of  electricity.    The  number  for  lead  came  out  101-29,  which 
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is  so  near  to  103*5  as  to  show  that  the  action  of  the  current 
had  been  definite. 

800.  Oxide  of  bismuth, — I  found  this  substance  required 
too  high  a  temperature,  and  acted  too  powerfully  as  a  flux,  to 
allow  of  any  experiment  being  made  on  it,  without  the  appli- 
cation of  more  time  and  care  than  I  could  give  at  present. 

801.  The  ordineLTy  protoxide  of  antimony,  which  consists 
of  one  proportional  of  metal  and  one  andf  a  half  of  oxygen, 
was  subjected  to  the  action  of  the  electric  current  in  a  green 
glass  tube  (789.),  surrounded  by  a  jacket  of  platina  foil,  and 
heated  in  a  charcoal  fire.  The  decomposition  began  and  pro- 
ceeded very  well  at  first,  apparently  indicating,  according  to 
the  general  law  (679.  697.),  that  this  substance  was  one  con- 
taining such  elements  and  in  such  proportions  as  made  it 
amenable  to  the  power  of  the  electric  current.  This  effect  I 
have  already  given  reasons  for  supposing  may  be  due  to  the 
presence  of  a  true  protoxide,  consisting  of  single  proportionals 
(696.  693.).  The  action  soon  diminished,  and  finally  ceased, 
because  of  the  formation  of  a  higher  oxide  of  the  metal  at  the 
positive  electrode.  This  compound,  which  was  probably  the 
peroxide^  being  infiisible  and  insoluble  in  the  protoxide, 
formed  a  crystalline  crust  around  the  positive  electrode; 
and  thus  insulating  it,  prevented  the  transmission  of  the 
electricity.  Whether  if  it  had  been  fusible  and  still  im- 
miscible it  would  have  decomposed,  is  doubtful,  because  of 
its  departure  from  the  required  composition  (697.).  It  was 
a  very  natural  secondary  product  at  the  positive  electrode 
(779.).  On  opening  the  tube  it  was  found  that  a  little  anti< 
mony  had  been  separated  at  the  negative  electrode ;  but  the 
quantity  was  too  small  to  allow  of  any  quantita.tive  result 
being  obtained. 

802.  Iodide  of  lead. — This  substance  can  be  experimented 
with  in  tubes  heated  by  a  spirit-lamp  (789.) ;  but  I  obtained 
no  good  results  from  it,  whether  I  used  positive  electrodes  of 
platina  or  plumbago.  In  two  experiments  the  numbers  for 
the  lead  came  out  only  75'46  and  73'45,  instead  of  103*5. 
This  I  attribute  to  the  formation  of  a  periodide  at  the  posi- 
tive electrode,  which  dissolving  in  the  mass  of  liquid  iodide, 
came  in  contact  with  the  lead  evolved  at  the  negative  elec- 
trode, and  dissolved  part  of  it,  becoming  itself  again  proti- 
odide.  Such  a  periodide  does  exist ;  and  it  is  very  rarely 
that  the  iodide  of  lead  formed  by  precipitation,  and  weU 
washed,  can  be  fused  without  evolving  much  iodine,  from  the 
presence  of  this  percompound ;  nor  does  crystallization  from 
its  hot  aqueous  solution  free  it  from  this  substance.  Even 
when  a  little  of  the  protiodide  and  iodine  are  merely  rubbed 
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together  in  a  mortar^  a  portion  of  the  periodide  is  formed. 
And  though  it  is  decomposed  hy  being  fused  and  heated  to 
dull  redness  for  a  few  minutes,  and  the  whole  reduced  to  pro- 
tiodide,  yet  that  is  not  at  all  opposed  to  the  possibility,  that  a 
little  of  that  which  is  formed  in  great  excess  of  iodine  at  the 
anode,  should  be  carried  by  the  rapid  currents  in  the  liquid 
into  contact  with  the  cathode. 

803.  This  view  of  the  results  was  strengthened  by  a  third 
experiment^  where  the  space  between  the  electrodes  was  in- 
creased to  one  third  of  an  inch ;  for  now  the  interfering 
eflfects  were  much  diminished,  and  the  number  of  the  lead 
came  out  89.04 ;  and  it  was  fully  confirmed  by  the  results 
obtained  in  the  cases  of  transfer  to  be  immediately  described 
(818.). 

The  experiments  on  iodide  of  lead,  therefore,  offer  no 
exception  to  the  general  law  under  consideration,  but,  on  the 
contrary,  may,  from  general  considerations,  be  admitted  as 
included  in  it. 

804.  Protiodide  of  tin, — This  substance,  when  fused 
(402.  )>  conducts  and  is  decomposed  by  the  electric  current, 
tin  is  evolved  at  the  anode,  and  periodide  of  tin  as  a  second- 
ary result  (779.  790.)  at  the  cathode.  The  temperature 
required  for  its  fusion  is  too  high  to  allow  of  the  production 
of  any  results  fit  for  weighing. 

805.  Iodide  of  potassium  was  subjected  to  electrolytic 
action  in  a  tube,  fig.  82.  (789.).  The  negative  electrode  was 
a  globule  of  lead,  and  I  hoped  in  this  way  to  retain  the  potas- 
sium, and  obtain  results  that  could  be  weighed  and  compared 
with  the  volta-electrometer  indication;  but  the  difficulties 
dependent  upon  the  high  temperature  required,  the  action 
upon  the  glass,  the  fiisibility  of  the  platina  induced  by  the 
presence  of  the  lead,  and  other  circumstances,  preventeid  me 
from  obtaining  such  results.  The  iodide  was  decomposed 
with  the  evolution  of  iodine  at  the  anode,  and  of  potassium 
at  the  cathode,  as  in  former  cases. 

806.  In  some  of  these  experiments  several  substances  were 
placed  in  succession,  and  decomposed  simultaneously  by  the 
same  electric  current:  thus,  protochloride  of  tin,  chloride  of 
lead,  and  water,  were  thus  acted  on  at  once.  It  is  needless  to 
say  that  the  results  were  comparable,  the  tin,  lead,  chlorine, 
oxygen,  and  hydrogen  evolved  being  definite  in  quantity  and 
electro-chemical  equivalents  to  each  other. 

807.  Let  us  turn  to  another  kind  of  proof  of  the  definite 
chemical  action  of  electricity.  If  any  circumstances  could 
be  supposed  to.  exert  an  influence  over  the  quantity  of  the 
matters  evolved  during  electrolytic  action,  one  would  expect 
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them  to  be  present  when  electrodes  of  different  substancel^y 
and  possessing  very  different  chemical  affinities  for  the  evolv- 
ing bodies,  were  used.  Platina  has  no  power  in  dilute  sul- 
phuric acid  of  combining  with  the  oxygen  at  the  anode, 
though  the  latter  be  evolved  in  the  nascent  state  against  it. 
Copper^  on  the  other  hand,  immediately  unites  to  the  oxygen, 
as  tne  electric  current  sets  it  free  from  the  hydrogen ;  and 
zinc  is  not  only  able  to  combine  with  it,  but  can,  without  any 
help  from  the  electricity,  abstract  it  directly  from  the  water, 
at  the  same  time  setting  torrents  of  hydrogen  free^  Yet  in 
cases  where  these  three  substances  were  used  as  the  positive 
electrodes  in  three  similar  portions  of  the  same  dilute  sul- 
phuric acid,  specific  gravity  1  '336,  precisely  the  same  quantity 
of  water  was  decomposed  by  the  electric  current,  and  pre- 
cisely the  same  quantity  of  hydrogen  set  free  at  the  cathodes 
of  the  three  solutions. 

808.  The  experiment  was  made  thus.  Portions  of  the 
dilute  sulphuric  acid  were  put  into  three  basins.  Three  volta^ 
electrometer  tubes  of  the  form  figg.  83,85.  were  filled  with  the 
same  acid,  and  one  inverted  in  each  basin  (707.).  A  zinc 
plate  connected  with  the  positive  end  of  a  voltaic  battery, 
was  dipped  into  the  first  basin,  forming  the  positive  electrode 
there,  the  hydrogen,  which  was  abundantly  evolved  from  it 
by  the  direct  action  of  the  acid,  being  allowed  to  escape.  A 
copper  plate,  which  dipped  into  the  acid  of  the  second  basin, 
was  connected  with  the  negative  electrode  of  the^rt^  basin  ; 
and  a  platina  plate,  which  dipped  into  the  acid  of  the  third 
basin,  was  connected  with  the  negative  electrode  of  the  ^ecoiuif 
basin.  The  negcUive  electrode  of  the  third  basin  was  con- 
nected with  a  volta-electrometer  (711.),  and  that  with  the 
negative  end  of  the  voltaic  battery. 

809.  Immediately  that  the  circuit  was  complete,  the  ehe^ 
iroHfhemical  action  commenced  in  all  the  vessels.  The  hy» 
drogen  still  rose  in,  apparently,  undiminished  quantities  from 
the  positive  zinc  electrode  in  the  first  basin.  No  oxygen  was 
evolved  at  the  positive  copper  electrode  in  the  second  basin, 
but  a  sulphate  of  copper  was  formed  there ;  whilst  in  the  third 
basin  the  positive  platina  electrode  evolved  pure  oxygen  gas, 
and  was  itself  unaffected  But  in  all  the  basins  the  hydrogen 
liberated  at  the  negative  platina  electrodes  was  the  same  in 
quaniitiff  and  the  same  with  the  volume  of  hydrogen  evolved 
in  the  volta-electrometer,  showing  that  in  all  the  vessels  the 
current  had  decomposed  an  equal  quantity  of  water.  In  this 
trying  case  therefore,  the  chemical  action  of  electricity  proved 
to  be  perfectly  definite* 

810.  A  similar  experiment  was  made  with  muriatic  acid 
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diluted  with  its  bulk  of  water.  The  three  poiitive  electrodes 
were  zinc,  silver,  and  platina ;  the  first  being  able  to  separate 
and  combine  with  the  chlorine  without  the  aid  of  the  cur- 
rent ;  the  aecond  combining  with  the  chlorine  only  after  the 
current  had  set  it  free :  and  the  third  rejecting  almost  the 
whole  of  it.  The  three  negative  electrodes  were,  as  before, 
piatina  plates  fixed  within  glass  tubes.  In  this  e^^periment* 
as  in  the  former,  the  quantity  of  hydrogen  evolved  at  the 
cathode$  was  the  same  for  lUl,  and  the  same  as  the  hydrogen 
evolved  in  the  volta-electrometer.  I  have  already  ^iven  my 
reasons  for  believing  that  in  these  experiments  it  is  the 
muriatic  acid  which  i?  directly  decomposed  by  the  electricity 
(764.) ;  and  the  results  prove  that  the  quantities  so  decom- 
posed are  perfectly  definite  and  proportionate  to  the  quantity 
of  electricity  which  has  passed. 

811.  In  this  experiment  the  chloride  of  silver  formed  in 
the  second  basin  retarded  the  passage  of  the  cuiTent  of  elec- 
tricity, by  virtue  of  the  law  of  conduction  before  described 
(394.),  so  that  it  had  to  be  cleaned  off  four  or  five  times 
during  the  course  of  the  experiment ;  but  this  caused  na 
difierence  between  the  results  of  that  vessel  and  the  others. 

81!^.  Charcoal  was  used  as  (he  positive  electrode  in  both 
sulphuric  and  muriatic  acids  (808.810.);  but  this  change 
produced  no  variation  ci  the  results.  A  zinc  positive  elec- 
trode, in  sulphate  of  soda  or  solution  of  common  salt,  gave 
the  same  constancy  of  operation. 

813.  Experiments  of  a  similar  kind  were  then  made  with 
bodies  altogether  in  a  different  state,  i  e.  \fi\\i  fused  chlorides, 
iodides,  &c.  I  have  already  described  an  experiment  with 
fused  chloride  of  silver,  in  which  the  electrodes  were  of  n^- 
tallio  silver,  the  one  rendered  negative  becoming  increased 
and  lengthened  by  the  addition  of  metal,  whilst  the  other  was 
dissolved  and  eaten  away  by  its  abstraction.  This  experi- 
ment was  repeated,  twp  weighed  pieces  of  silver  wire  being 
used  as  the  electrodes,  and  a  volta-electrometer  included  in 
the  circuit.  Great  care  was  taken  to  withdraw  the  negative 
electrode  so  regularly  and  steadily  that  the  crystals  of  reduced 
silver  should  not  form  a  metallic  communication  beneath  the 
surface  of  the  fiised  chloride.  On  concluding  the  experiment 
the  positive  electrode  was  re-weighed,  and  its  loss  ascertained. 
The  mixture  of  chloride  of  silver,  and  metal,  withdrawn  in 
successive  portions  at  the  negative  electrode,  was  digested  in 
solution  of  ammonia,  to  remove  the  chloride,  and  the  metallic 
silver  remaining  also  weighed :  it  was  the  reduction  at  the  ca- 
ihode,  and  exactly  equalled  the  solution  at  the  anode ;  and 
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each  portion  was  as  nearly  as  possible  the  equivalent  to  the 
'water  decomposed  in  the  volta-electrometer. 

814.  The  infusible  condition  of  the  silver  at  the  tempera- 
ture used,  and  the  length  and  ramifying  character  of  its  crys* 
tals,  render  the  above  experiment  difficult  to  perform,  and 
uncertain  in  its  results.  1  therefore  wrought  with  a  chloride 
of  lead,  using  a  green  glass  tube,  formed  as  in  fig.  94.  A 
weighed  platina  wire  was  fused  into  the  bottom  of  a  small 
tube  as  before  described  (789.).  The  tube  was  then  bent 
to  an  angle,  at  about  half  an  inch  distance  from  the  closed 
end ;  and  the  part  between  the  angle  and  the  extremity  beinp^ 
softened,  was  forced  upward,  as  in  the  figure,  so  as  to  form  a 
bridge,  or  rather  separation,  producing  two  little  depressions 
or  basins  a,  b,  within  the  tube.  This  arrangement  was  sus- 
pended by  a  platina  wire,  as  before,  so  that  the  heat  of  a 
spirit-lamp  could  be  applied  to  it,  such  inclination  being  given 
to  it  as  would  allow  all  air  to  escape  during  the  fusion  of  the 
chloride  of  lead.  A  nositive  electrode  was  then  provided, 
by  binding  up  the  ena  of  a  platina  wire  into  a  knob,  and 
fusing  about  twenty  grains  of  metallic  lead  on  to  it,  in  a  small 
closed  tube  of  glass,  which  was  afterwards  broken  away. 
Being  so  furnished,  the  wire  with  its  knob  was  weighed,  and 
the  weight  recorded. 

815.  Chloride  of  lead  was  now  introduced  into  the  tube, 
and  carefully  fused.  The  leaded  electrode  was  also  intro- 
duced :  after  which  the  metal,  at  its  extremity,  soon  melted. 
In  this  state  of  things  the  tube  was  filled  up  to  c  with  melted 
chloride  of  lead;  the  end  of  the  electrode  to  be  rendered 
negative  was  in  the  basin  b,  and  the  electrode  of  melted  lead 
was  retained  in  the  basin  a,  and,  by  connexion  with  the  proper 
conducting  wire  of  a  voltaic  battery,  was  rendered  positive. 
A  volta-electrometer  was  included  in  the  circuit. 

816.  Immediately  upon  the  completion  of  the  communica- 
tion with  the  voltaic  battery,  the  current  passed,  and  decom- 
position proceeded.  No  cUorine  was  evolved  at  the  positive 
electrode;  but  as  the  fused  chloride  was  transparent,  a  button 
of  alloy  could  be  observed  gradually  forming  and  increasing^ 
in  size  at  b,  whilst  the  lead  at  a  could  also  be  seen  gradually 
to  diminish.  After  a  time,  the  experiment  was  stopped;  the 
tube  allowed  to  cool,  and  broken  open ;  the  wires,  with  their 
buttons,  cleaned  and  weighed ;  and  their  change  in  weight 
compared  with  the  indication  of  the  volta-electromeier. 

817.  In  this  experiment  the  positive  electrode  had  lost  just 
as  nmch  lead  as  the  negative  one  had  gained  (795.),  and  the 
loss  or  gain  was  very  nearly  the  equivalent  of  the  water  de- 
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composed  in  the  volta-electrometer,  giving  for  lead  the  num« 
ber  101*5.  It  is  therefore  evident,  in  this  instance,  that 
causing  a  strong  affinity,  or  no  affinity,  for  the  substance 
evolved  at  the  anode,  to  be  active  during  the  experiment 
(807.),  produces  no  variation  in  the  definite  action  of  the 
electric  current. 

818.  A  similar  experiment  was  then  made  with  iodide  of 
lead,  and  in  this  manner  all  confusion  from  the  formation  of 
aperiodide  avoided  (803.).  No  iodine  was  evolved  during 
the  whole  action,  and  finally  the  loss  of  lead  at  the  anode  was 
the  same  as  the  gain  at  the  cathode,  the  equivalent  number, 
by  comparison  with  the  result  in  the  volta-electrometer,  be- 
ing 103-5. 

819.  Then  protochloride  of  tin  was  subjected  to  the  electric 
current  in  the  same  manner,  using,  of  course,  a  tin  positive 
electrode.  No  bichloride  of  tin  was  now  formed  (779.790.). 
On  examining  the  two  electrodes,  the  positive  had  lost  pre- 
cisely as  much  as  the  negative  had  gained;  and  by  comparison 
with  the  volta-electrometer,  the  number  for  tin  came  out  59. 

820.  It  is  quite  necessary  in  these  and  similar  experiments 
to  examine  the  interior  of  the  bulbs  of  alloy  at  the  ends  of  the 
conducting  wires ;  for  occasionally,  and  especially  with  those 
which  have  been  positive,  they  are  cavernous,  and  contain 

Eortions  of  the  chloride  or  iodide  used,  which  must  be  removed 
efore  the  final  weight  is  ascertained.     This  is  more  usually 
the  case  with  lead  than  tin. 

821.  All  these  facts  combined  into,  I  think,  an  irresistible 
mass  of  evidence,  proving  the  truth  of  the  important  proposi- 
tion which  I  at  first  laid  down,  namely,  that  the  chemical 
power  of  a  current  of  electricity  is  in  direct  proportion  to 
the  absolute  quantity  of  electricity  which  passes  (377.  783.). 
They  prove,  too,  that  this  is  not  merely  true  with  one  sub- 
stance, as  water,  but  generally  with  all  electrolytic  bodies  ;  and, 
further,  that  the  results  obtained  with  any  one  substance  do  not 
merely  agree  amongst  themselves,  but  also  with  those  obtain- 
ed from  other  substances,  the  whole  combining  together  into 
one  series  of  definite  electro-chemical  actions  (505.).  I  do  not 
mean  to  say  that  no  exceptions  will  appear :  perhaps  some 
may  arise,  especially  amongst  substances '  existing  only  by 
weak  affinity ;  but  I  do  not  expect  that  any  will  seriously  dis- 
turb the  result  announced,  if,  in  the  well  considered,  well 
examined,  and,  I  may  surely  say,  well  ascertained  doctrines  of 
the  definite  nature  of  ordinary  chemical  affinity,  such  excep- 
tions occur,  as  they  do  in  abundance,  yet,  without  being 
allowed  to  disturb  our  minds  as  to  the  general  conclusion, 
they  ought  also  to  be  allowed  if  they  should  present  them- 
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selves  at'this^  the  opening  of  a  new  view  of  electro-chetnical 
action ;  not  being  held  up  as  obstructions  to  those  who  may 
be  engaged  in  rendering  that  view  more  and  more  perfect, 
but  laid  aside  for  a  while,  in  hopes  that  their  perfect  and  con- 
sistent explanation  will  &ially  appear. 


822.  The  doctrine  of  definite  electro-chemical  action  just 
laid  down,  and,  I  bdieve>  established,  leads  to  some  new 
views  of  the  relations  and  classifications  of  bodies  associated 
with  or  subject  to  this  action.  Some  of  these  I  shall  proceed 
to  consider. 

823.  In  the  first  place,  compound  bodies  may  be  separated 
into  two  great  classes,  namely,  those  which  are  decomposable 
by  the  electric  current,  and  those  which  are  not.  Of  the 
latter,  some  are  conductors,  others  non-conductors,  of  voltaic 
electricity*.  The  former  do  not  depend  for  their  decompos- 
ability,  upon  the  nature  of  their  elements  only ;  for,  of  the 
same  two  elements,  bodies  tnay  be  formed,  of  which  one  shall 
belong  to  one  class  ahd  aiiother  to  the  other  class ;  but 
probably  on  the  proportions  also  (697.).  It  is  farther  re- 
markable, that  with  very  few,  if  any,  exceptions  (414.  691.), 
these  decomposable  bocQes  are  exactly  those  governed  by  the 
remarkable  law  of  cbnduction  I  have  before  ddscrib^d  (394.)  ; 
for  that  law  does  not  extend  to  the  many  compound  fasibte 
substances  that  are  excluded  from  this  class.  I  propose  to  call 
bodies  of  this,  the  decomposable  class.  Electrolytes  (Jd64t.). 

824.  Then,  again,  the  substances  into  which  these  divide, 
under  the  influence  of  the  dectric  current,  form  to  exceed- 
ingly important  general  class.  They  are  combining  bodies ; 
are  directly  associated  with  the  fand&mental  parts  of  the 
doctrine  of  chemical  affinity ;  and  have  each  a  definite  pro- 
portion, in  which  they  are  always  evolved  during  electrolytic 
action.  I  have  proposed  to  call  these  bodies  generally  ion^, 
or  particularly  anton«  and  cafionj,  according  as  they  appear  at 
the  anode  or  cathode  (665.);  ahd  the  numbers  representing  the 
proportions  in  which  they  are  evolved  ^fec^ro-cA^tnica/  equiva^ 
lents.  Thus  hydrogen,  oxygen,  chlorine,  iodine,  lead,  tin, 
are  ions ;  the  three  former  are  anions,  the  two  metkis  are 
cations y  and  1,  8,  36, 125,  104,  58,  are  their  electro-chemical 
equivalents  nearly. 

825.  A  summary  of  Certain  points  already  ascertained  re-^ 
specting  electrolytes,  ions,  and  electro-chemical  equivalentSy 

*  I  mean  here  by  voltaic  electricity,  merely  electricity  firom  a 
most  abundant  source,  but  having  very  small  intensity. 
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may  be  given  in  the  following  general  form  of  propositions, 
withoat,  I  hope,  including  any  serious  error. 

826.  L  A  single  ton,  i.  e.  one  not  in  combination  with 
another,  will  have  no  tendency  to  pass  to  either  of  the  elec- 
trodes, and  will  be  perfectly  indifierent  to  the  passing  current, 
unless  it  be  itself  a  compound  of.  more  elementary  ions,  and 
so  subject  to  actual  decomposition.  Upon  this  fistct  is  founded 
much  of  the  proof  adduced  in  favour  of  the  new  theory  of 
electro-chemical  decomposition,  which  I  put  forth  in  a  former 
series  of  these  Researches  (518.  &c.). 

827.  ii.  If  one  ton  be  combined  in  ri^ht  proportions  (697.) 
with  another  strongly  opposed  to  it  in  its  ordinary  chemical 
relations,  L  e.  if  an  antoa  be  combined  with  a  cation,  then 
both  will  travel,  the  one  to  the  anode,  the  other  to  the  cathode, 
of  the  decomposing  body  (530.  542.  547.). 

828.  iii.  If,  th€^fore,  an  ton  pass  towards  one  of  the  elec- 
trodes^  another  ton  must  also  be  passing  simultaneously  to  the 
other  electrode,  although,  from  secondary  action,  it  may  not 
make  its  appearance  (743.). 

.  829.  iv.  A  body  decomposable  directly  by  the  electric 
current,  i.  e.  an  electrolyte,  must  consist  of  two  ions,  and 
must  also  render  them  up  during  the  act  of  decomposition. 

830.  V.  There  is  but  one  electrolyte  composed  of  the  same 
two  elementary  ions ;  at  least  sucn  appears  to  be  the  fact 
(697),  dependent  upon  a  law,  that  only  single  electrochemical 
equivalents  of  elementary  ions  can  go  to  the  electrodes,  and 
not  multiples. 

831.  vi.  A  body  not  decomposable  when  alone,  as  boracic 
acid,  is  not  directly  decomposable  by  the  electric  current  when 
in  combination  (780.).  It  may  act  as  an  ion,  going  only  to 
the  anode  or  cathode,  but  does  not  yield  up  its  elements,  ex- 
cept occasionally  by  a  secondary  action.  Perhaps  it  is 
aaperfluous  for  me  to  point  out  that  this  proposition  has  no 
relation  to  such  cases  as  that  of  water,  which,  by  the  pre- 
sence of  other  bodies,  is  rendered  a  better  conductor  of 
electricity*  and  therefore  is  more  freely  decomposed. 

832.  vii.  The  nature  of  the  substance  of  which  the  elec- 
trode is  formed,  provided  it  be  a  conductor,  causes  no  differ- 
ence in  the  electro-decomposition,  either  in  kind  or  degree 
(807.  813.);  but  it  seriou^y  influences,  by  secondary  action 
(744.),  the  state  in  which  the  ions  finally  appear.  Advantage 
may  be  taken  of  this  principle  in  combining  and  collecting 
such  ions  as,  if  evolved  in  their  free  state,  would  be  un- 
manageable*. 

*  It  will  often  happen  that  the  electrodes  used  may  be  of  such  a 
nature  as,  with  the  nuid  in  which  they  are  immersed,  to  produce  an 
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833.  viii.  A  substance  which,  being  used  as  the  electrode, 
can  combine  altogether  with  the  ion  evolved  against  it,  is 
also,  I  believe,  an  ion,  and  combines,  in  such  cases,  in  the 
quantity  represented  by  its  electro^chemical  equivalent.  All 
the  experiments  I  have  made  agree  with  this  view ;  and  it 
seems  to  me,  at  present,  to  result  as  a  necessary  consequence* 
Whether,  in  the  secondary  actions  that  take  place,  where  the 
ion  acts,  not  upon  the  matter  of  the  electrode,  but  on  that 
which  is  around  it  in  the  liquid  (744. )>  the  same  consequence 
follows,  will  require  more  extended  investigation  to  deter- 
mine. 

834.  ix.  Compound  ions  are  not  necessarily  composed  of 
electro-chemical  equivalents  of  simple  ions.  For  instance, 
sulphuric  acid,  boracic  acid,  phosphoric  acid,  are  ionSy  but  not 
electrolytes,  i.  e.  not  composed  of  electro-chemical  equiva- 
lents of  simple  ions^  ^ 

835.  X.  Electro-chemical  equivalents  are  always  consistent ; 
i.  e.  the  same  number  which  represents  the  equivalent  of  a 
substance  A  when  it  is  separating  from  a  substance  B,  will 
also  represent  A  when  separating  from  a  third  substance  C. 
Thus,  8  is  the  electro-chemical  equivalent  of  oxygen,  whether 
separating  from  hydrogen,  or  tin,  or  lead;  and  103*.5  is  the 
electro-chemical  equivalent  of  lead,  whether  separating  from 
oxygen,  or  chlorine,  or  iodine. 

836.  xi.  Electro-chemical  equivalents  coincide,  and  are  the 
same,  with  ordinary  chemical  equivalents. 

837.  By  means  of  experiment  and  the  preceding  proposi- 
tions, a  knowledge  of  ions  and  their  electro-chemical  equiva- 
lents may  be  obtained  in  various  ways. 

83S.  In  the  first  place,  they  may  be  determined  directly, 
as  has  been  done  with  hydro^n,  oxygen,  lead,  and  tin,  in  the 
numerous  experiments  already  quoted. 

839.  In  the  next  place,  from  propositions  ii.  and  iii.,  may 
be  deduced  the  knowledge  of  many  other  io7i«,  and  also  their 
equivalents.  When  chloride  of  lead  was  decomposed,  platina 
being  used  for  both  electrodes  (395.),  there  could  remain  no 
more  doubt  that  chlorine  was  passing  to  the  anode,  although 
it  combined  with  the  platina  there,  than  when  the  positive 
electrode,  beiug  of  plumbago  (794.),  allowed  its  evolution  in 

electric  current,  either  according  with  or  opposing  that  of  the  vol- 
taic arrangement  used,  and  in  this  way,  or  by  direct  chemical 
action,  may  sadly  disturb  the  results.  Still,  in  the  midst  of  all  these 
confusing  effects,  the  electric  current,  which  actually  passes  in  any 
direction  through  the  decomposing  body,  will  produce  its  own 
definite  electrolytic  action. 
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the  free  state ;  neither  could  there,  in  either  case,  remain  any 
doubts  that  for  every  103.5  parts  of  lead  evolved  at  the  ea- 
thode,  36  parts  of  chlorine  were  evolved  at  the  anode,  for  the 
remaining  chloride  of  lead  was  unchanged*  So  also  when  in 
a  metallic  solution  one  volume  of  oxygen,  or  a  secondary  com- 
pound containing  that  proportion,  appeared  at  the  anode,  no 
doubt  could  arise  that  hydrogen,  equivalent  to  two  volumes, 
had  been  determined  to  the  cathode,  although,  by  a  secondary 
action,  it  had  been  employed  in  reducing  oxides  of  lead^ 
copper,  or  other  metals^  to  the  metallic  state.  In  this  manner 
then,  we  learn  from  the  experiments  already  described  in 
these  Researches,  that  chlorine,  iodine,  bromine,  fluorine, 
calcium,  potassiimi,  strontium,  magnesium,  manganese^  &c., 
are  ions,  and  that  their  elecA-o-chemical  equivalents  are  the 
same  as  their  ordinary  chemical  equivalents. 

840.  Propositions  iv.  and  v.  extend  our  means  of  gaining 
information.  For  if  a  body  of  known  chemical  composition 
is  found  to  be  decomposable,  and  the  nature  of  the  suDstance 
evolved  as  a  primary  or  even  a  secondary  result  (743.  777.)  at 
one  of  the  electrodes,  be  ascertained,  the  electro-chemical 
equivalent  of  that  body  may  be  deduced  from  the  known  con- 
stant composition  of  the  substance  evolved.  Thus,  when 
fused  protiodide  of  tin  is  decomposed  by  the  voltaic  current 
(804.),  the  conclusion  may  be  drawn,  that  both  the  iodine 
and  tin  are  ions,  and  that  the  proportions  in  which  they  com- 
bine in  the  frised  compound  express  their  electro-chemical 
equivalents.  Again,  with  respect  to  the  fused  iodide  of  potas- 
sium (805.),  it  is  an  electrolyte ;  and  the  chemical  equivalent^ 
will  also  be  the  electro-chemical  equivalents. 

841.  If  proposition  viii.  sustain  extensive  experimental  in- 
vestigation, then  it  will  not  only  help  to  confirm  the  results 
obtained  by  the  use  of  the  other  propositions,  but  will  give 
abundant  original  information  of  its  own. 

842.  In  many  instances,  the  secondary  results  obtained  by 
the  action  of  the  evolving  ion  on  the  substances  present  in 
the  surrounding  liquid  or  solution,  will  give  the  electro- 
chemical equivcufent.  Thus,  in  the  solution  of  acetate  of  lead, 
and,  as  fiea*  as  I  have  gone,  in  other  proto-salts  subjected  to 
the  reducing  action  of  the  nascent  hydrogen  at  the  ca- 
thode, the  metal  precipitated  has  been  in  the  same  quantity 
as  if  it  had  been  a  primary  product,  (provided  no  free  hydro- 
gen escaped  there),  and  therefore  gave  as  accurately  the  num- 
ber representing  its  electro-chemical  equivalent. 

843.  Upon  this  principle  it  is  that  secondary  results  may 
occasionally  be  used  as  measurers  of  the  volta-electric  cur- 
rent (706. 740.) ;  but  there  aro  not  many  metallic  solutions 


3S6     Dr.  Faraday^  on  electro^hemiceU  decomposition^ 


that  aoflweir  this  purpose  well :  for  unless  the  metal  is  easily 
precipitated,  hyctogen  will  be  evolved  at  the  cathode  and 
vitiate  the  result.  If  a  soluble  peroxide  is  formed  at  the  anode 
or  if  the  precipitated  metal  crystalliEe  across  the  solution  and 
touch  the  positive  electrode,  similar  vitiated  results  are  ob- 
tained. I  expect  to  find  in  some  vegetable  salts,  as  the 
acetates  of  mercury  and  linc^  solutions  favourable  for  this 
use. 

844.  After  the  first  experimental  investigation  to  establish 
the  definite  chemical  action  of  electricity,  I  have  not  hesitated 
to  apply  the  more  strict  results  of  chemical  analysis  to  correct 
the  numbers  obtained  as  electrolytical  results.  This,  it  is 
evident,  may  be  done  in  a  great  number  ef  cases,  without 
ttiing  too  much  liberty  towards  fhe  due  severity  of  scientific 
research.  The  series  of  numbers  representing  electro-chemi- 
cal equivalents  must,  like  those  expressing  the  ordinary 
equivalents  of  chemically  acting  bodies,  remain  subject  to 
tile  continual  correction  of  experiment  and  sound  reasoning. 

845.  I  give  the  following  brief  Table  of  ions  and  their 
electro-chemical  equivalents,  rather  as  a  specimen  of  a  first 
attempt  than  as  anything  that  can  supply  the  want  which 
must  very  quickly  be  felt,  of  a  fall  and  complete  tabular 
account  of  this  class  of  bodies.  Looking  forward  to  such  a 
table  as  of  extreme  utility  (if  well  constructed^  in  developing^ 
the  intimate  relation  of  ordinary  chemical  afluiity  to  electri- 
cal actions,  and  identifying  the  two,  not  to  the  imagination 
merely,  but  to  the  conviction  of  the  senses  and  a  sound  judg- 
ment, I  may  be  allowed  to  express  a  hope,  that  the  endeavour 
will  always  be  to  make  it  a  table  of  real^  and  not  hypotheti-^ 
ecU,  electro-chemical  equivalents ;  for  we  shall  else  overrun 
the  facts,  and  lose  all  sight  and  consciousness  of  the  know- 
ledge lying  directly  in  our  path. 

846.  The  equivalent  numbers  do  not  profess  to  be  exact,- 
and  are  taken  almost  entirely  from  the  chemical  results  of 
other  philosopMers  in  whom  I  could  repose  more  confidence, 
as  to  tiiese  points,  than  in  myself. 

847.    Table  op  Ions. 


jinions. 


Oxygen 8 

Chlorine 35'5 

Iodine     : l^ 

Bromine 78*3 

Fluorine 18*7 

Cyanogen  • • « •  S6 


Sulphuric  acid 40 

Selenic  acid 64 

Nitric  acid 54 

Chloric  acid 75'5 

Phosphoric  acid , 36*7 

Carbonic  acid    h.......  % 
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Anions, 


Boracic  acid 24 

Acetic  acid 61 

Tartaric  acid 66 

Citric  add 58 


Oxalic  acid  •  •  •  • 
Sulphur  (?)  .... 
Selenium  (?)  . . 
Sulpbo-cyanogen 


36 
16 


Cations. 


Hydrogen 1 

Potassium 39*2 

Sodium 2S'3 

Lithium  » 10 

Barium ..••  68-7 

Strcmtium  ....  % 43*8 

Calcium. ..•••..  205 

Magnesium    •   12*7 

Manganese    27*7 

Zinc    32-5 

Tin 57*9 

Lead ...103*5 

Iron    28 

Copper 3 1  *6 

Cadmium 55*8 

Cerium 46 

Cobalt    fc..  29-5 

Nickel    ^ 29-5 

Antimony  •'«.••••....•  64*6? 
Bismuth.  %.... 71 


Mercury     200 

Silver 108 

Platina 98*6? 

Gold (?) 

Ammonia  • . .  • • .  •   17 

Potaasa 47*2 

Soda 3J*3 

Lithia 18 

Baryta 76'7 

Strontia... 51*8 

Lime 28*5 

Magnesia 20*7 

Alumina •  (?) 

Protoxides  generallyt 

Quinia 17l*6 

CinchoiUL   ...% .160 

Morphia    .*.•••••.••.  .290 
Vegeio-alkalies  generally 


848.  This  Table  might  be  further  arranged  into  groiips  of 
auch  substance  as  either  act  with,  or  replace,  each  other.  Thus^ 
for  instance,  acids  and  bas^s  act  in  relation  to  each  other ; 
but  they  do  not  act  in  association  with  oxygen,  hydrogen,  or 
elementary  substances.  There  is  indeed  little  or  no  doubt 
that,  when  the  electrical  relations  of  the  particles  of  matter 
€ome  to  be  closely  examined,  this  division  must  be  made. 
The  simple  substances,  with  cyanogen,  sulpho-cvanogen,  and 
one  or  two  other  compound  bodies,  will  probably  form  the 
first  group ;  and  the  acids  and  bases,  with  such  analoTOus 
compounds  as  may  prove  to  be  ions^  the  second  group.  Whe- 
ther these  will  include  all  ions,  or  whether  a  t^ird  class  o£ 
more  complicated  results  will  be  required,  must  be  decided  by 
future  experiments. 

849*  It  is  probable  that  all  our  present  elementary  bodies 
are  ions,  but  that  is  not  as  yet  certain.  Th^e  are  some^ 
such  as  carbon,  phosphorus,  nitrogen,  silicon,  boron,  alumium, 
the  right  of  which  to  the  title  of  ion  it  is  desirable  to  decide 
as  Boon  as  possible.     There  are  also  many  compound  bodies^ 
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and  amongst  them  alumina  and  silica^  which  it  is  desirable  to 
class  immediately  by  unexceptionable  experiments.  It  is 
also  possible,  that  all  combinable  bodies^  compound  as  well  as 
simple^,  may.  enter  into  the  class  of  ions/  but  at  present  it 
does  not  seem  to  me  probable.  Still  the  experimental  evi- 
dence I  have  is  so  small  in  proportion  to  what  must  gradually 
accumulate  around,  and  bear  upon,  this  pointy  that  I  am 
afraid  to  give  a  strong  opinion  upon  it. 

850.  I  thiiik  I  cannot  deceive  myself  in  considering  the 
doctrine  of  definite  electro-chemical  action  as  of  the  utmost 
importance.  It  touchjps.by  its  facts  more  directly  and  closely 
than  any  former  fact,  or  set  of  facts,  have,  done^  upon  the 
beautifid  idea,  that  ordinary  chemical  affinity  is  a  mere  con- 
sequence of  the  electrical  attractions  of  the  particles  of  dif- 
ferent kinds  of  matter ;  and  it  will  probably  lead  us  to  the 
means  by  which  we  may  enlighten  that  which  is  at  present 
so  obscure^  and  either  fully  demonstrate  the  truth  of  the  idea^ 
or  develope  that  which  ought  to  replace  it. 

851.  A  veiry  valuable  use  of  electro-chemical  equivalents 
will  be  to  decide^  in  cases  of  doubt,  what  is  the  true  chemical 
equivalent^  or  definite  proportional,  or  atomic  number  of  a 
body ;  for  I  have  such  conviction  that  the  power  which  governs 
electro-decomposition  and  ordinary  chemical  attractions  is  the 
same;  and  such  confidence  in  the  overruling  influence  of 
those  natural  laws  which  render  the  former  definite^  as  to  feel 
no  hesitation  in  believing  that  the  latter  mustsubmit  to  them 
also.  Such  being  the  case,  I  can  have  no  doubt  that,  assum- 
ing hydrogen  as  1,  and  dismissing  small  fractions  for  the 
simplicity  of  expression,  the  equivalent  number  or  atomic 
weight  of  oxygen  is  8,  of  chlorine  36,  of  bromine  78'4,  of  lead 
103*5,  of  tin  59,  &c.,  notwithstanding  that  a  very  high  autho- 
rity doubles  several  of  these  numbers. 

§  13.  On  the  absolute  quantity  of  Electricity  associated 
with  the  particles  or  atoms  of  Matter. 

852.  The  theory  of  definite  electrolytical  or  electro-che- 
mical action  appears  to  me  to  touch  immediately  upon  the 
absolute  quantity  of  electricity  or  electric  power  belonging 
to  different  bodies.  It  is  impossible,  perhaps,  to  speak  on 
this  point  without  committing  oneself  beyond  what  present 
facts  will  sustain ;  and  yet  it  is  equally  impossible,  and  per- 
haps would  be  impolitic,  not  to  reason  upon  the  subject.  Al- 
though we  know  nothing  of  what  an  atom  is,  yet  we  cannot 
resist  forming  some  idea  of  a  small  particle,  which  represents 
it  to  the  mind ;  and  though  we  are  in  equal,  if  not  greater. 
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ignorance  of  electricity,  so  as  to  be  unable  to  say  whether  it 
is  a  particular  matter  or  matters^  or  mere  motion  of  ordinary 
matter,  or  some  third  kind  of  power  or  agents  yet  there  is  an 
immensity  of  feicts  which  justify  us  in  believing  that  the 
atoms  of  matter  are  in  some  way  endowed  or  associated  with 
electrical  powers,  to  which  they  owe  their  most  striking 
qualities,  and  amongst  them  their  mutual  chemical  affinity. 
As  soon  as  we  perceive,  through  the  teaching  of  Dalton, 
that  chemical  powers  are,  however  varied  the  circumstances 
in  which  they  are  exerted,  definite  for  each  body,  we  learn  to 
estimate  the  relative  degree  of  force  which  resides  in  such 
bodies  :  and  when  upon  that  knowledge  comes  the  fact,  that 
the  electricity,  which  we  appear  to  be  capable  of  loosening  from 
its  habitation  for  a  while,  and  conveying  from  place  to  place, 
whilst  it  retains  its  chemical  force,  can  be  measured  out, 
and^  being  so  measured,  is  found  to  be  as  definite  in  its  ac- 
tion as  any  of  those  portions  which,  remaining  associated 
with  the  particles  of  matter,  give  them  their  chemical  rela- 
tion ;  we  seem  to  have  found  the  link  which  connects  the 
proportion  of  that  we  have  evolved  to  the  proportion  of  that 
belonging  to  the  particles  in  their  natural  state. 

853.  Now  it  is  wonderful  to  observe  how  small  a  quantity 
of  a  compound  body  is  decomposed  by  a  certain  portion  of 
electricity.  Let  us,  for  instance,  consider  this  and  a  few  other 
points  in  relation  to  water.  One  grain  of  water  acidulated  to 
facilitate  conduction,  will  require  an  electric  current  to  be 
continued  for  three  minutes  and  three  quarters  of  time  to 
effect  its  decomposition,  which  current  must  be  powerful  enough 
to  retain  a  platina  wire  -^^^-^  of  an  inch  in  thicKness*,  red  hot, 
in  the  air  during  the  whole  time :  and  if  interrupted  anywhere 
by  charcoal  points,  will  produce  a  very  brilliant  and  constant 

*  I  have  not  stated  the  length  of  wire  used,  because  I  find  by 
experiment,  as  would  be  expected  in  theory,  that  it  is  indifferent. 
The  same  quantity  of  electricity  which,  passeo  in  a  given  time,  can 
heat  an  inch  of  platina  wire  of  a  certain  diameter  red  hot,  can  also 
heat  a  hundred,  a  thousand,  or  any  length  of  the  same  wire  to  the 
same  degree,  provided  the  cooling  circumstances  are  the  same  for 
every  part  in  both  cases.  This  1  have  proved  by  thevolta-electrora- 
eter.  I  found  that  whether  half  an  inch  or  eight  inches  were  re- 
tained at  one  constant  temperature  of  dull  redness,  equal  quantities 
of  water  were  decomposed  in  equal  times  in  both  cases.  W  hen  the 
half-inch  was  used,  only  the  centre  portion  of  wire  was  ignited.  A 
fine  wire  may  even  be  used  as  a  rough  but  ready  regulator  of  a 
voltaic  current ;  for  if  it  be  made  part  of  the  circuit,  and  the  larger 
wires  communicating  with  it  be  shifled  nearer  to  or  further  apart, 
so  as  to  keep  the  portion  of  wire  in  the  circuit  sensibly  at  the  same 
temperature,  the  current  passing  through  it  will  be  nearly  uniform. 
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8tw  of  light.  If  attention  be  paid  to  the  infttantaneous  dis- 
charge of  electricity  of  tension,  as  illustrated  in  the  beautiful 
experiments  of  Mr.  Wheatstone*^  and  to  what  I  have  said 
elsewhere  on  the  relation  of  common  and  voltaic  electricity 
(371.  37 5.),  it  will  not  be  too  much  to  say^  that  this  necessary 
quantity  of  electricity  is  eqi^al  to  a  very  powerful  flash  of  light- 
ning. 1  et  we  have  it  under  perfect  command ;  can  evolve^ 
direct,  and  employ  it  at  pleasure ;  and  when  it  has  performed 
its  inll  work  of  electrolyzation,  it  has  only  separated  the  ele- 
ments of  a  single  grain  of  water. 

854.  On  the  other  hand,  the  relation  between  the  conduc- 
tion of  the  electricity  and  the  decomposition  of  the  water  is  so 
close,  that  one  cannot  take  place  without  the  other.  If  the 
water  is  altered  only  in  that  small  degree  which  consists  in  its 
having  the  solid  instead  of  the  fluid  stat«,  the  conduction  is 
stopped,  and  the  decomposition  is  stopped  with  it.  Whether 
the  conduction  be  considered  as  depending  upon  the  decom- 
position, or  not  (413.  703.),  still  the  relation  of  the  two  ftmc- 
tions  is  equally  intimate  smd  inseparable. 

655.  Considering  this  close  and  twofold  relation,  namely^ 
that  without  dec9mposition  transmission  of  electricity  does  not 
occur ;  and,  that  for  a  given  definite  quantity  of  electricity 
passed,  an  equally  definite  and  constant  quantity  of  water  or 
other  matter  is  decomposed ;  considering  also  thatthe  agent, 
which  is  electricity,  is  simply  employed  in  overcoming  electri- 
cal powers  in  the  body  subjected  to  its  action ;  it  seems  a  pro- 
bable, and  almost  a  natural  consequence,  that  the  quantity 
which  passes  is  the  equivalent  of,  and  therefore  equal  to,  that 
of  the  particles  separated ;  i.  e.  that  if  the  electrical  power 
which  holds  the  elements  of  a  grain  of  water  in  combination^ 
or  which  makes  a  grain  of  oxygen  and  hydrogen  in  the  right 
proportions  unite  into  water  when  they  are  made  to  combine, 
could  be  thrown  into  the  condition  of  a  current^  it  would  ex- 
actly equal  the  current  required  for  the  separation  of  that 
grain  of  water  into  its  elements  again. 

856.  This  view  of  the  subject  gives  an  almost  overwhelming 
idea  of  the  extraordinary  quantity  or  degree  of  electric  power 
which  naturally  belongs  to  the  particles  of  matter  ;  but  it  is 
not  inconsistent  in  the  slightest  degree  with  the  facts  which 
can  be  brought  to  bear  on  this  point.  To  illustrate  this  I  must 
say  a  few  words  on  the  voltaic  pilef. 

»  Literary  Gazette,  1833,  March  1  and  8.  Philosophical  Maga- 
zine, 1833,  p.  «04.  L' Institute,  1833,  p.  261. 

+  By  the  term  voltaic  pile,  I  mean  such  appparatus  or  arrange- 
ment of  metals  as  up  to  this  time  have  been  called  so,  and  which 
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857.  Intending  hereafter  to  apply  the  results  given  in  thii 
and  the  preceding  series  of  Researches  to  a  close  investigation 
of  the  source  of  electricity  in  the  voltaic  instrument,  I  have 
refrained  from  forming  any  decided  opinion  on  the  subject; 
and  without  at  all  meaning  to  dismiss  metallic  contact,  or  the 
contact  of  dissimilar  substances,  being  conductors,  but  not 
metallic,  as  if  they  had  nothing  to  do  with  the  origin  of  the 
current,  I  still  am  fully  of  opinion  with  Davy,  that  it  is  at 
least  continued  by  chemical  action,  and  that  the  supply  con* 
stituting  the  current  is  almost  entirely  from  that  source. 

858.  Those  bodies  which,  being  interposed  between  the 
metals  of  the  voltaic  pile,  render  it  active,  are  all  of  them 
electrolytes  (476.);  and  it  cannot  but  press  upon  the  attention 
of  every  one  engaged  in  considering  this  subject,  that  in  those 
bodies  ^so  essential  to  the  pile)  decomposition  and  the  trans* 
mission  of  a  current  are  so  intimately  connected,  that  ona 
cannot  happen  without  the  other.  This  I  have  shown  abun- 
dantly  in  water,  and  numerous  other  cases  (402.  476.).  If, 
then,  a  voltaic  trough  have  its  extremities  connected  by  a  de- 
composing body,  as  water,  we  shall  have  a  continuous  current 
through  the  apparatus ;  and  whilst  it  remains  in  this  state 
mav  look  at  the  part  where  the  acid  is  acting  upon  the  plates, 
ana  that  where  the  current  is  acting  upon  the  water,  as  the 
reciprocals  of  each  other.  In  both  parts  we  have  the  two  con^ 
ditions  inseparable  in  such  bodies  oa  these,  namely,  the  pass- 
ing of  a  current,  and  decomposition ;  and  this  is  as  true  of  the 
cells  in  the  battery  as  of  the  water  cell ;  for  no  voltaic  battery 
has  as  yet  been  constructed  in  which  the  chemical  action  is 
only  that  of  combination ;  decomposition  is  always  included, 
and  is,  I  believe,  an  essential  chemical  part. 

859.  But  the  difference  in  the  two  parts  of  the  connected 
battery,  that  is,  the  decomposing  or  experimental  cell,  and  the 
acting  cells,  is  simply  this.  In  the  former  we  urge  the  current 
throngh,  but  it,  apparently  of  necessity,  is  accompanied  by 
decomposition :  in  the  latter  we  cause  decompositions  by  ordi- 
nary chemical  actions,  (which  are,  however,  themselves  elec- 
trical,) and,  as  a  consequence,  have  the  electrical  current ;  and 
as  the  decomposition  dependent  upon  the  current  is  definite  in 
the  former  case,  so  is  the  current  associated  with  the  decom- 
position also  definite  in  the  latter  (862.  &c.). 

860.  Let  us  apply  this  in  support  of  what  I  have  surmised 
respecting  the  enormous  electric  power  of  each  particle  or  atom 

contain  water^  brine,  acids,  or  other  aqueous  solutions  or  decompo- 
sable substances  (476.),  between  their  plates.  Other  kinds  of  elec- 
tric apparatus  may  be  hereafter  invented,  and  I  hope  to  construct 
some  not  belonging  to  the  class  of  instruments  discovered  by  Volta. 
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of  matter  (856.).  I  showed  in  a  former  series  of  these  Re- 
searches on  the  relation  by  measure  of  common  and  voltaic 
electricity,  that  two  wires,  one  of  platina  and  one  of  zinc,  each 
one  eighteenth  of  an  inch  in  diameter,  ulaced  five  sixteenths 
of  an  inch  apart,  and  immersed  to  the  depth  of  five  eighths  of 
an  inch  in  acid,  consisting  of  one  drop  of  oil  of  vitriol  and  four 
ounces  of  distilled  water  at  A  temperature  of  about  60°  Fahr., 
and  connected  at  the  other  extremities  by  a  copper  wire 
eighteen  feet  long,  and  one  eighteenth  of  an  inch  in  thickness, 
yielded  as  much  electricity  in  little  more  than  three  seconds 
of  time  as  a  Leyden  battery  charged  by  thirty  turns  of  a  very 
large  and  powerful  plate  electric  machine  in  full  action  (371.). 
This  quantity,  though  sufficient  if  passed  at  once  through  the 
head  of  a  rat  or  a  cat  to  have  killed  it,  as  by  a  flash  of  light- 
ning, was  evolved  by  the  mutual  action  of  so  small  apportion 
of  the  zinc  wire  and  water  in  contact  with  it,  that  the  loss  of 
weight  sustained  by  either  would  be  inappreciable  by  our  most 
delicate  instruments ;  and  as  to  the  water  which  could  be  de- 
composed by  that  current,  it  must  have  been  insensible  in 
quantity,  for  no  trace  of  hydrogen  appeared  upon  the  surface 
of  the  platina  during  those  three  seconds. 

861.  What  an  enormous  quantity  of  electricity,  therefore, 
is  required  for  the  decomposition  of  a  single  grain  of  water! 
We  have  already  seen  that  it  must  be  in  quantity  sufficient  to 
sustain  a  platina  wire  t^t  ^^  ^^  incYi  in  thickness,  red  hot,  in 
contact  with  the  air  for  three  minutes  and  three  quarters 
(853.),  a  quantity  which  is  almost  infinitely  greater  than  that 
which  could  be  evolved  by  the  little  standard  voltaic  arrange* 
ment  to  which  I  have  just  referred  (860.  371.).  I  have  en- 
deavoured to  make  a  comparison  by  the  loss  of  weight  of  such 
a  wire  in  a  given  time  in  such  an  acid,  according  to  a  principle 
and  experiment  to  be  almost  immediately  described  (862.); 
but  the  proportion  is  so  high,  that  I  am  almost  afraid  to  men- 
tion it.  It  would  appear  that  800,000  such  charges  of  the 
Leyden  battery  as  I  have  referred  to  above,  would  be  neces- 
sary to  supply  electricity  sufficient  to  decompose  a  single  grain 
of  water ;  or,  if  I  am  right,  to  equal  the  quantity  of  electri- 
city which  is  naturally  associated  with  the  elements  of  that 
grain  of  water,  endowing  them  with  their  mutual  chemical 
affinity. 

862.  In  further  proof  of  this  high  electric  condition  of  the 
particles  of  matter,  and  the  identity  as  to  quantity,  of  that 
belonging  to  them  with  that  necessary  for  their  separation, 
I  will  describe  an  experiment  of  great  simplicity  but  extreme 
beauty,  when  viewed  in  relation  to  the  evolution  of  an  electric 
current  and  its  decomposing  powers. 
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863.  A  dilute  sulphuric  acid,  made  by  adding  about  one 
part  by  measure  of  oil  of  vitriol  to  thirty  parts  of  water,  will 
act  energetically  upon  a  piece  of  plate  zinc  in  its  ordinary 
and  simple  state;  but,  as  Mr.  Sturgeon  has  shown,*  not  at 
all,  or  scarcely  so,  if  the  surface  of  the  metal  has  in  the  first 
instence  been  amalgamated ;  yet  the  amalgamated  zinc  will 
act  powerfully  with  platina  as  an  electromotor,  hydrogen  being 
evolved  on  the  surface  of  the  latter  metal,  as  the  zinc  is  oxid- 
ized and  dissolved.  The  amalgamation  is  best  effected  by 
sprinkling  a  few  drops  of  mercury  upon  the  surface  of  the  zinc, 
tne  latter  being  moistened  with  the  dilute  acid,  and  rubbing 
with  the  fingers  so  as  to  extend  the  liquid  metal  over  the 
whole  of  the  surface.  Any  mercury  in  excess  forming  liquid 
drops  upon  the  zinc,  should  be  wiped  off.t 

864.  Two  plates  of  zinc  thus  amalgamated  were  dried  and 
accurately  weighed;  one,  which  we  will  call  A,  weighed  163*1 
grains;  the  other,  to  be  caUed  B,  weighed  148.3  grains.  They 
were  about  five  inches  long,  and  0.4  of  an  inch  wide.  An 
earthenware  pneumatic  troueh  was  filled  with  dilute  sulphuric 
acid,  of  the  strength  just  described,  (863.),  and  a  gas  jar, 
also  filled  with  the  acid,  inverted  in  it.t  A  plate  of  platina 
of  nearly  th^  same  length,  but  about  three  times  as  wide  as 
the  zinc  plates,  was  put  up  into  this  jar.  The  zinc  plate  A 
was  also  introduced  into  the  jar,  and  brought  in  contact  with 
the  platina,  and  at  the  same  moment  the  plate  B  was  put  into 
the  acid  of  the  trough,  but  out  of  contact  with  other  metallic 
matter. 

865.  Strong  action  immediately  occurred  in  the  jar  upon 
the  contact  of  the  zinc  and  platina  plates.  Hydrogen  gas 
rose  from  the  platina,  and  was  collected  in  the  jar,  but  no 
hydrogen  or  other  gas  rose  from  either  zinc  plate.  In  about 
ten  or  twelve  minutes,  sufficient  hydrogen  having  been  col- 
lected, the  experiment  was  stopped;  during  its  progress  a  few 
small  bubbles  had  appeared  upon  plate  B,  but  none  upon 
plate  A.  I'he  plates  were  washed  in  distilled  water,  dried, 
and  reweighed.  Plate  B  weighed  148*3  grains,  as  before, 
having  lost  nothing  by  the  direct  chemical  action  of  the  acid. 

*  Recent  Experimental  Re8earcha«,  &c.,  1 830,  p.  74.  &c. 

\  The  experiment  may  be  made  with  pure  zinc,  whicn,  as  che- 
mists weU  know,  is  but  slightly  acted  upon  by  dilute  sulphuric  acid 
in  comparison  with  ordinary  zinc,  which  duringthe  action  is  subject 
to  an  infinity  of  voltaic  actions.  See  De  La  Kivb  on  this  subject, 
Biblioth^ue  Universelle,   1830,  p.  391. 

X  llie  acid  was  left  during  f(  night  with  a  small  piece  of  amalga- 
mated zinc  in  it,  for  the  purpose  of  evolving  such  air  as  might  be 
inclined  to  separate,  and  bringing  the  whole  into  a  constant  state. 

Ab5,/w/y,1837.  2B 
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Plate  A  weighed  154*65  grains,  8'45  grains  of  it  having  been 
oxidized  and  dissolved  during  the  experiment. 

866.  The  hydrogen  gas  was  next  transferred  to  a  water- 
trough,  and  measured;  it  amounted  to  12.5  cubic  inches,  the 
temperature  being  52°,  and  the  barometer  29*2  inches.  This 
quantity,  corrected  for  temperature,  pressure,  and  moisture, 
becomes  12*154.53  cubic  inches,  of  dry  hydrogen  at  mean 
temperature  and  pressure ;  which  increased  by  one  half  for 
the  oxygen  that  must  have  gone  to  the  anodcj  i.  e,  to  the  zinc, 
gives  18232  cubic  inches  as  the  quantity  of  oxygen  and  hyd- 
rogen evolved  from  the  water  decomposed  by  the  electric  cur- 
rent. According  to  the  estimate  of  the  weight  of  the  mixed 
gas  before  adopted,  (791.),  this  volume  is  equal  to  2*3535544 
grains,  which  therefore  is  the  weight  of  water  decomposed ; 
and  this  quantity  is  to  8*45,  the  quantity  of  zinc  oxidized,  as 
9  is  to  32*31.  Now  taking  9  as  the  equivalent  number  of 
water,  the  number  32.5  is  given  as  the  equivalent  number  of 
zinc;  a  coincidence  sufficiently  near  to  show,  what  indeed 
could  not  but  happen,  that  for  an  equivalent  of  zinc  oxidized 
an  equivalent  of  water  must  be  decomposed.* 

867  But  let  us  observe  how  the  water  is  decomposed.  It 
is  electrolyzed,  i.  e.  is  decomposed  voltaically,  and  not  in  the 
ordinary  manner  (as  to  appearance)  of  chemical  decomposi- 
tions :  for  the  oxygen  appears  at  the  anode  and  the  hydrogen 
at  the  cathode  of  the  decomposing  body,  and  these  were  in 
many  parts  of  the  experiment  above  an  inch  asunder.  Again 
the  ordinary  chemical  affinity  was  not  enough  under  the  cir- 
cumstances to  effect  the  decomposition  of  the  water,  as  was 
abundantly  proved  by  the  inaction  on  plate  B;  the  voltaic 
current  was  essential.  And  to  prevent  any  idea  that  the  che- 
mical affinity  was  almost  sufficient  to  decompose  the  water, 
and  that  a  smaller  current  of  electricity  might,  under  the  cir- 
cumstances, cause  the  hydrogen  to  pass  to  the  cathode,  I  need 
only  refer  to  the  results  which  I  have  given  (807.  813.)  to 
show  that  the  chemical  action  at  the  electrodes  has  not  the 
slightest  influence  over  the  quantities  of  water  or  other  sub- 
stances decomposed  between  them,  but  that  they  are  entirely 
dependent  upon  the  quantity  of  electricity  which  passes. 

868.  What,  then,  follows  as  a  necessary  consequence  of  the 
whole  experiment  ?  Why,  this  :  that  the  chemical  action  upoa 
32*31  parts,  or  one  equivalent  of  zinc,  in  this  simple  voltaic 
circle,  was  able  to  evolve  such  quantity  of  electricity  in  the 
form  of  a  current  as,  passing  through  water,  should  decompose 

*  The  experiment  was  repeated  several  times  with  the  same 
results. 

\ 
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9  parts,  or  one  e<]|uivaleQt  of  that  substance :  and,  considering 
the  definite  relations  of  electricity  as  developed  in  the  pre- 
ceding parts  of  the  present  paper^  the  results  prove  that  the 
quantity  of  electricity  which,  being  naturally  associated  with 
the  particles  of  matter,  gives  them  their  combining  power,  is 
able,  when  thrown  into  a  current,  to  separate  those  particles 
from  their  state  of  combination ;  or,  in  other  words,  that  the 
electricity  which  decomposes,  and  that  which  is  evolved  by 
the  decomposition  of,  a  certain  quantity  of  matter,  are 
alike. 

869.  The  harmony  which  this  theory  of  the  definite  evolu- 
tion and  the  equivalent  definite  action  of  electricity  introduces 
into  the  associated  theories  of  definite  proportions  and  electro- 
chemical affinity,  is  very  great.  According  to  it,  the  equiva- 
lent weights  of  bodies  are  simply  those  quantities  of  them 
which  contain  equal  quantities  of  electricity,  or  have  naturally 
equal  electric  powers ;  it  being  the  electricity  which  deter- 
mines the  equivalent  number,  because  it  determines  the  com- 
bining force.  Or,  if  we  adopt  the  atomic  theory  or  phra- 
seology, then  the  atoms  of  bodies  which  are  equivalents  to 
each  other  in  their  ordinary  chemical  action,  have  equal  quan- 
tities of  electricity  naturally  associated  with  them.  But  I 
must  confess  I  am  jealous  of  the  term  atom ;  for  though  it  is 
very  easy  to  talk  of  atoms,  it  is  very  difficult  to  form  a  clear 
idea  of  their  nature,  especially  when  compound  bodies  are 
under  consideration. 

870.  I  cannot  refrain  from  recalling  here  the  beautiful  idea 
put  forth,  I  believe,  by  Bbrzelius  (703.)  in  his  development 
of  his  views  of  the  electro-chemical  theory  of  affinity,  that  the 
heat  and  light  evolved  during  cases  of  powerful  combination 
are  the  consequence  of  the  electric  discharge  which  is  at  the 
moment  taking  place.  The  id^a  is  in  perfect  accordance  with 
the  view  I  have  taken  of  the  quantity  of  electricity  associated 
with  the  particles  of  matter. 

871.  In  this  exposition  of  the  law  of  the  definite  action  of 
electricity,  and  its  corresponding  definite  proportion  in  the 
particles  of  bodies,  I  do  not  pretend  to  have  brought,  as  yet, 
every  case  of  chemical  or  electro-chemical  action  under  its 
dominion.  There  are  numerous  considerations  of  a  theoretical 
nature,  especially  respecting  the  compound  particles  of  matter 
and  the  resulting  electrical  forces  which  they  ought  to  possess, 
which  I  hope  will  gradually  receive  their  development ;  and 
there  are  numerous  experimental  cases,  as,  for  instance,  those 
of  compounds  formed  by  weak  affinities,  the  simultaneous 
decomposition  of  water  and  salts,  &c.,  which  still  require  in- 
vestigation.    But  whatever  the  results  on  these  and  numerous 

2B2 
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other  points  may  be^  I  do  not  believe  that  the  facts  which  I 
have  advanced,  or  even  the  general  laws  deduced  from  them, 
will  suffer  any  serious  change  ;  and  they  are  of  sufficient  im- 
portance to  justify  their  publication,  even  though  much  may 
remain  imperfect  or  undone.  Indeed,  it  is  the  great  beauty 
of  our  science,  CHEMISTRY,  that  advancement  in  it,  whether 
in  a  degree  great  or  small,  instead  of  exhausting  the  subjects 
of  research,  opens  the  doors  to  further  and  more  abundant 
knowledge,  overflowing  with  beauty  and  utility  to  those  who 
will  be  at  the  easy  personal  pains  of  undertaking  its  experi- 
mental investigation. 

872.  The  definite  production  of  electricity  (868.)  in  asso- 
ciation with  its  definite  action  proves,  I  think^  that  the  cur- 
rent of  electricity  in  the  voltaic  pile  is  sustained  by  chemical 
decomposition,  or  rather  by  chemical  action,  and  not  by  con- 
tact ozdy.  But  here,  as  elsewhere  (857.),  I  beg  to  reserve  my 
opinion  as  to  the  real  action  of  contact,  not  having  yet  been 
able  to  make  up  my  mind  as  to  its  being  either  an  exciting 
cause  of  the  current,  or  merely  necessary  to  allow  of  the  con- 
duction of  electricity,  otherwise  generated,  from  one  metal  to 
the  other. 

873.  But  admitting  that  chemical  action  is  the  source  of 
electricity,  what  an  infinitely  small  fraction  of  that  which  is 
active  do  we  obtain  and  employ  in  our  voltaic  batteries !  Zinc 
and  platina  wires,  one  eighteenth  of  an  inch  in  diameter  and 
about  half  an  inch  long,  dipped  into  dilute  sulphuric  acid,  so 
weak  that  it  is  not  sensibly  sour  to  the  tongue,  or  scarcely  to 
our  most  delicate  test  papers,  will  evolve  more  electricity  in 
one  twentieth  of  a  minute  (860.)  than  any  man  would  willing- 
ly allow  to  pass  through  his  body  at  once.  The  chemical 
action  of  a  grain  of  water  upon  four  grains  of  zinc  can  evolve 
electricity  equal  in  Quantity  to  that  of  a  powerful  thunder- 
storm (868,  861.).  Nor  is  it  merely  true  that  the  quantity  is 
active ;  it  can  be  directed  and  made  to  perform  its  full  equiva- 
lent duty  (867.  &c.).  Is  there  not,  then,  great  reason  to  hope 
and  believe  that,  by  a  closer  experimenttu  investigation  of  the 
principles  which  govern  the  development  and  action  of  this 
subtile  agent,  we  shall  be  able  to  increase  the  power  of  our 
batteries,  or  invent  new  instruments  which  shall  a  thousand- 
fold surpass  in  energy  those  which  we  at  present  possess. 

874.  Here  for  a  while  I  must  leave  the  consideration  of  the 
definite  chemical  action  of  electricity.  But  before  I  dismiss 
this  series  of  experimental  Researches,  I  would  call  to  mind 
that,  in  a  former  series,  I  showed  the  current  of  electricity 
was  also  definite  in  its  magnetic  action  (366.  367. 376. 377.); 
and,  though  this  result  was  not  pursued  to  any  extent,  I  have 
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no  doubt  that  the  success  which  has  attended  the  develop- 
ment of  the  chemical  effects  is  not  more  than  would  aqcompany 
an  investigation  of  the  magnetic  phenomena. 

Royal  Institution^ 
December  31«^   1833. 


LX.    Remarks  on  the  preceding  Papery  with  Experiments. 

It  has  already  been  shown  in  the  First  Number  of  these 
"  Annals/'  that  Dr.  Faraday's  labours  in  attempting  to  esta- 
blish a  ^'  Relation  by  Measure  of  Common  and  Voltaic  Elec- 
tricity/' have  been  decidedly  unsuccessful ;  and  that  his 
attempts  to  reconcile  the  deflections  of  a  magnetic  needle  and 
electro-decompositions,  to  one  and  the  same  law>  has  proved 
equaUy  fruitless.  The  futility  of  this  latter  idea  would  be- 
come very  obvious  by  comparing  the  results  of  one  solitary 
experiment  with  some  of  those  which  Dr.  Faraday  has  him- 
self given. 

Experiment,  Let  the  conducting  wires  of  a  voltaic  appa- 
ratus terminate  with  large  slips  of  platina  foil  in  a  glass  ves- 
sel (a  glass  tumbler  will  do)  ;  and  in  another  part  of  the  cir- 
cuit let  there  be  properly  placed  the  coil  wire  of  a  galvano- 
meter. If^  nowy  the  circuit  be  closed  by  pouring  diluted 
nitrous  acid  into  the  glass  holding  the  platina  terminals,  until 
it  just  touch  the  two,  the  needle  will  be  deflected,  and,  after 
a  few  oscillations,  will  rest  at  some  steady  angle.  This  being 
observed,  let  more  of  the  liauor  be  poured  into  the  glass,  so 
that  a  greater  extent  of  the  platina  terminals  be  exposed  to  it, 
the  deflection  of  the  needle  will  now  be  greater  than  before ; 
and,  by  making  a  second  addition  to  the  acid  solution,  another 
increase  in  the  angle  of  deflection  will  be  observed  :  and,  by 
gradually  pouring  in  more  and  more  of  the  solution  imtil  the 
whole  of  the  terminals  be  covered,  corresponding  increases  of 
deflection  will  be  shown  by  the  needle.  ' 
.  This  experiment  clearly  proves  that  the  deflections  of  the 
needle  are  augmented  as  some  function  of  the  transverse  sec- 
tion of  the  liquid  conductor  ;  and  if  electro-decompositions 
were  governed  by  the  same  law,  we  ought  to  have  the  latter 
action,  like  the  former,  increasing  in  some  proportion  to  the 
platina  surfaces  exposed  to  the  fluid  undergoing  decompo- 
sition. This,  however,  is  not  the  case,  and  is  contrary  to  all 
experience.  It  has  long  been  known  that  much  increase  in 
the  extent  of  surface  of  the  platina  terminals  in  a  decompos- 
ing apparatus,  is  not  attended  with  advantage  ;  and  if  any 
further  corroboration  of  this  fact  were  necessary,  Dr.  Faraday'a 
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experiments^  already  alluded  to^  might  very  conveniently  be 
adauced.  (See  paragraphs  714,  722.)  Moreover,  it  may 
be  shown,  by  employing  a  feeble  electric  current,  that  di&- 
composition  can  be  accomplished  by  employing  small  terminal 
metallic  surfaces  in  saline  liquids,  and  that  all  chemical  action 
will  disappear  when  large  sur&ces  are  employed.  But  the 
deflections  of  a  magnetic  needle  by  the  influence  of  these 
currents,  would  be  in  the  reverse  order.  These  simple  incon- 
trovertible facts  are  very  far  from  being  favourable  to  Dr. 
Faraday's  hypothesis,  and  would  at  any  time  have  a  conside- 
rable tendency  to  sap  the  very  foundation  of  any  theory  at- 
tempted to  be  erected  upon  the  supposition  of  these  two 
classes  of  electro-dynamic  productions  being  governed  by  the 
same  law. 

There  can  be  no  room  for  hesitancy,  we  imagine,  to  admit, 
that,  when,  in  the  already-described  experiment,  the  needle 
became  more  deflected  by  an  increase  in  the  transverse  di- 
mensions of  the  acidulated  liquid  in  the  glass  vessel,  there 
was  also  an  increase  of  electric  transmission  through  that 
section,  and  consequently  through  every  part  of  the  circuit. 
This  fact,  then,  compared  with  the  constancy  of  decomposi- 
tion with  difierent-sized  terminals,  shows  pretty  clearly  that 
only  a  part  of  the  current  is  occupied  in  the  decomposing 
process,  whilst  all  the  remaining  portion  of  the  current  tra- 
verses the  liquid  as  a  mere  conductor.  Hence,  so  far,  it  is 
obvious  that  even  the  deflections  of  the  magnetic  needle  are 
much  superior  to  electro-decompositions  as  indicators  of  the 
rate  of  transmission. 

Both  indications  have,  however,  been  indiscriminately  em- 
ployed, and  upon  the  supposed  accuracy  of  the  latter  class 
Dr.  Faraday  has  founded  the  instrument  which  he  calls  a  vol- 
tameter. 

It  is  true  that  in  this  instrument  the  influence  arising  fiK>m 
variations  in  the  size  of  the  platina  terminals  can  have  no 
effect  in  modifying  an  electric  current ;  because  when  once 
the  size  of  the  terminal  metals  is  determined  upon,  they  will 
never  after  vary  in  their  dimensions  in  the  same  instrument. 
This  fact,  however,  would  not  in  the  least  affect  the  proof  of 
the  inefficiency  of  the  instrument  as  a  measurer  of  the  rate 
of  transmission. 

If  we  compare  the  results  of  Dr.  Faraday's  experiments,  as 
described  in  paragraph  727,  with  those  which  would  be  shown 
by  a  magnetic  needle  subjected  to  the  influence  of  all  tbe 
variety  of  currents  that  would  respectively  traverse  the 
corresponding  varieties  of  conducting  fluid  media  which  were 
placed  in  the  instrument,  it  would  appear  exceedingly  diffi- 
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cult  to  reccmcile  the  &ct8  thus  exhibited  to  the  inferences 
which  have  been  drawn,  as  stated  in  the/ormer  part  of  para- 
graph 732.  We  have  said  the  fanner  part  of  that  para- 
graph, because  it  is  from  the  supposed  justness  of  the  state- 
ment there  made,  that  the  accuracy  of  the  instrument  is  in- 
sisted on.  But,  (and  it  is  a  cuiious  fact)  if  the  paragraph  be 
read  through,  a  very  important  qualification,  amounting  to  a 
totally  different  hypothesis,  will  readily  be  perceived.  In  the 
former  part  of  the  paragraph  the  instrument  is  said  to  mea- 
sure a// the  '^electricity  which  passed"  through  it.  In  the 
latter  part  of  the  same  paragraph  the  instrument  is  said  to 
measure  only  that  part  of  the  '^  electricity  concerned  in " 
the  decomposing  process.  The  latter  conclusion  is  precisely 
that  which  would  be  drawn  from  the  experiments  already  de- 
scribed in  these  remarks  ;  and  since  no  registry  is  maae  of 
that  part  of  the  current  which  is  not  ''  concerned  in  "  the 

Socess  of  decomposition,  the  instrument  at  once  becomes 
squalified  for  that  important  office  to  which  its  author  has 
appointed  it.  The  instrument  certainly  measures  the  gases 
liberated  by  an  electric  current,  especially  the  hydrogen, 
when  collected  separately,  and  in  that  capacity  becomes  an 
e/ec/ro-ffasometer*  ;  but  it  has  no  pretensions  whatever  to  the 
dignified  rank  of  a  measurer  of  either  absolute  or  relative 
quantities  of  the  electric  matter  transmitted.  The  idea  of  its 
indicating  the  extent  of  action  in  the  voltaic  battery  would  be 
perfectly  absurd. 

Notwithstanding  the  obvious  inaccuracy  of  the  indications 
afforded  by  this  instrument.  Dr.  Faraday  considers  it  as  **  the 
only  actual  measurer  of  voltaic  electricity  which  we  at  pre- 
sent possess,''  (see  paragraph  739)  ;  and  continues  his  at- 
tempts to  vindicate,  upon  the  authority  of  its  indications,  that 
*'  the  chemical  power  of  a  current  of  electricity  is  in  direct 
proportion  to  the  absolute  quantity  which  parses,  (783);  which 
proposition  in  its  original  form  (paragraphs  366,  367,  and 
377),*  obviously  applies  ad  libitum  to  every  modification  of  an 
electoic  current ;  neither  its  density  nor  its  velocity  being  of 
any  consideration  whatever.  And  in  paragraph  726  Dr. 
Faraday  has  attempted  to  maintain  the  justness  of  this  hypo- 
thesis by  an  experiment  on  which  he  places  a  considerable 
degree  of  confidence.  From  a  want  of  information  respect- 
ing the  size  of  the  terminal  metals  in  the  different  decom- 
posing instruments  employed,  it  would  be  difficult  to  form  an 

*  See  note,  p&g^  ^5* 
^  See  the  '' Relation   by  Measure  of  Common  and  Voltaic 
Electricity."    Page,  6^. 
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opinion  of  the  rebults  of  either  that  or  any  other  experiment 
made  in  a  similar  manner ;  but  it  may  be  interesting  to  know 
that  very  different  results  have  been  obtained  from  a  series  of 
experiments  which  seem  to  be  as  decisive  on  this  point  as  any 
that  have  yet  appeared. 

Experiment.  Two  decomposing  instruments  were  placed  in 
sequence  in  the  circuitof  a  magnetic-electrical  machine  ;*  the 
terminal  metals  in  the  two  instruments  were  platina  foil,  but  of 
very  different  dimensions.  Those  in  one  apparatus  were  each 
one  inch  high,  and  a  quarter  of  an  inch  broad ;  and  those  in  the 
other  were  four  inches  high,  and  two  inches  broad;  conse- 

Sently^  the  platina  surfaces  exposed  to  the  acid  solution 
dphuric  acid  and  water)  in  the  two  decomposinginstruments, 
were  as  1  to  32.  Both  the  oxygen  and  hydrogen  gases  were 
collected,  from  the  two  pairs  of  terminals,  in  the  usual  way ; 
and  the  volume  from  the  small  terminals  was  to  that  from  the 
large  ones  as  10  to  7.  Several  trials  were  made  and  the  dif- 
ference was  never  found  to  be  less;  but  seemed  to  vary  with 
different  velocities  of  the  revolving  coOs.  No  error  could 
arise  from  calculation,  because  the  collecting  tubes  were  of  the 
same  dimensions,  and  the  altitudes  of  the  columns  of  gas  had 
only  to  be  measured,  to  ascertain  their  relative  proportions. 
In  some  previous  experiments,  copper  terminals  had  been 
employed  m  the  larger  decomposing  apparatus,  and  the  hy- 
drogen alone  collected.  These  copper  terminals  were  each 
about  three  inches  high,  and  one  and  a  quarter  broad.  When 
placed  in  the  same  circuit  with  the  small  decomposing  appa- 
ratus, the  hydrogen  collected  in  the  latter  was  to  that  in 
which  the  copper  terminals  were  placed,  nearly  as  2  to  1 ;  cer- 
tainly never  less  than  as  3  to  2. 

Similar  experiments  have  been  made  with  a  couronne  des 
tasses  of  9  pairs,  and  the  large  and  small  platina  terminals 
already  mentioned,  the  hydrogen  alone  being  collected.  The 
volume  from  the  small  terminals  was  to  that  from  the  large 
ones  as  4  to  3. 

The  experiment  was  continued  for  several  hours  for  each  of 
two  successive  days,  and  the  gas  in  both  tubes  carefiiUy  col- 
lected and  measured,  once  in  about  every  two  hours,  during 
the  whole  time  ;  and  the  proportions  never  found  to  vary  in 
any  sensible  degree.     At  the  end  of  the  first  day's  work,  the 

♦  By  this  machine  about  one  cubic  inch  of  the  two  gases  is  libe- 
rated n'om  acidulated  water,  every  iive  minutes  that  it  is  kept  in 
action.  A  magnetic-electrical  machine  having  no  revolving  iron^ 
with  a  variety  of  experiments,  will  be  described  in  our  next  number, 
provided  we  have  sufficient  room. 
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gas  was  well  shaken  off  both  large  and  small  terminals,  and 
both  portions  carefully  measurecL  It  was  again  measured  in 
the  mominfi^,  and  not  the  slightest  loss  could  be  discovered, 
hence,  no  absorption  had  taken  place  during  the  night.  The 
experiment  was  carried  on  al)ont  18  hours  during  the  two  days. 
A  galvanometer  coil  was  placed  in  the  circuit  all  the  time. 
The  deflection  fluctuated  between  15*  and  «^* 

Similar  experiments  have  been  made  with  more  powerful 
batteries,  and  with  results  nearly  the  same  as  those  last  given : 
but  varying  a  little  according  to  circumstances  connect^  with 
the  circuit.  Under  some  circumstances  the  proportions  were 
as  3^  to  2  ;  and  in  other  experiments  as  9  to  5^.  When  the 
water  in  the  small  gasometer  was  mixed  with  a  little  sulphuric 
acid,  and  that  in  the  large  one  free  from  all  acid  and  saline 
matter,  the  hydrogen  in  the  former  to  that  in  the  latter  was 
generally  as  20  to  13;  and  this  being  the  case  when  the  gas 
collected  amounted  to  many  cubic  inches,  the  difierence  in  the 
two  vc^umes  cannot  be  accounted  for  by  any  idea  of  absorption. 

We  are  not  aware  that  any  experiments  could  be  devised 
which  would  be  likely  to  show  more  satisfactorily,  than  those 
last  described,  that  the  extent  of  decomposition,  by  any  elec- 
tric current  may  be  considerably  modified  by  varying  tne  ex- 
tent of  the  terminal  metallic  surface  in  connexion  with  the  fluid 
compound  ;.  and  that  even  the  same  current,  in  difierent  parts 
of  the  circuit,  is  productive  of  different  degrees  of  chemical 
action  inversely  as  some  functions  of  the  transverse  sections 
of  the  fluid  part  of  the  circuit  undergoing  decomposition. 
But  the  deflections  of  the  magnetic  needle,  we  may  here  re- 
peat, are  in  the  reverse  order ;  or,  when  a  fluid  conductor 
(not  in  the  battery)  is  in  the  circuit,  the  deflections  are  directly 
as  some  function  of  the  transverse  sections  of  the  fluid  con- 
ductor; the  distance  between  the  terminal  metals  being 
constant. 

It  is  obvious,  moreover,  from  these  fieicts,  that  a  considera- 
ble portion  of  the  electric  currents  which,  between  the  small 
terminals,  was  employed  in  the  decomposing  process,  traversed 
the  larger  liquid  section  as  a  mere  conducting  channel,  being 
totally  unoccupied  as  a  decomposing  agent.  From  this  cir- 
cumstance it  would  appear  probable  that  some  portion  of  every 
electric  current,  traversing  a  fluid  conductor  is  merely  and 
inefficiently  transmitted,  without  being  in  any  way  concerned 
in  the  decomposing  process.  And,  as  different  compounds  con- 
duct with  different  degrees  of  facility,  we  have  this  obvious 
inference.  Different  compounds  suffering  decomposition, 
transmit  inefficiently  different  portiops  of  the  electric  matter. 
This  inference,  however,  is  decidedly  at  variance  with  Dr. 
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Farada]f's  views  of  the  subject ;  who  considers  that  the  ex- 
tent of  decomposition  is  proportional  to  the  quantity  of 
the  electric  matter  transmitted.  Nor  can  we  see  that  it  is 
much  more  fiivourable  to  the  idea  of  electro-decomposition, 
performed  on  different  compounds,  by  one  and  the  same  cur- 
rent, being  proportional  to  their  respective  chemical  equiva- 
lents ;  a  piece  of  doctrine  which  Dr.  Faraday  appears  to  have 
been  determined  on  from  the  commencement  of  the  third 
series  ;  and  which  he  has  attempted  to  establish  by  a  route 
not  usually  pursued  by  cautious  philosophers.  We  have  not 
room,  however,  in  the  present  number  of  the  "  Annals"  to 
introduce  the  results  of  our  enquiries  on  this  important  point. 
They  may  possibly  appear  in  our  next. 

Several  series  of  experiments  will  now  be  placed  before  the 
reader  which  will  be  found  highly  corroborative  of  some  in- 
ferences already  drawn  in  these  remarks.  In  every  series  of 
experiments  a  galvanometer  and  gasometer  were  placed  in  the 
circuit,  and  in  some  series  two  of  the  latter  instruments;  but 
with  similar  terminal  metals. 

The  results  expressed  in  the  first,  second,  and  third  tables 
were  obtained  from  a  couronne  des  tasses  of  ten  pairs  of  cop- 
per and  zinc,  excited  by  a  solution  of  sulphate  of  copper. 

Table  1,  shows  every  particular  at  the  end  of  each  succes- 
sive five  minutes  during  the  whole  period  of  the  first  series; 
and  is  a  specimen  of  the  mode  by  which  the  mean  of  each 
succeeding  tabular  series  was  obtained. 

TABLE  I. 

Table  of  magnetic  deflections  and  chemical  decompositions 

by  the  same  electric  currents. 


Number  of 
pain. 

Time  of 
action. 

Hydrogen 
gas  collected. 

Mean  deflec- 
tion of  the 
needle. 

Series  of 
expenments. 

10 

In  1st     5' 
2d     5' 
3d     5' 
4th   5' 
5th    5' 
6th    5' 

4 
3 
2 
2 
2 

H 

32* 

31-5 

30-5 

28 

27 

26-5 

1st 

In      30' 

14i 

29-25* 

From  similar  series  of  experiments  the  following  results  were 

obtained. 
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TABLE  11. 

Table  of  magnetic  deflectiane  and  chemical  decompoeitions 

by  the  same  electric  currents.  v 


Number  of 
pairs. 

Time  of 
action. 

Hydrogen 
gas  collected. 

Mean  deflec- 
tion of  the 
needle. 

Series  of 
experiments. 

7 

30' 

10 

■24' 

2nd 

9 

30' 

bO' 

30' 

9-5 
7-5 

7 

235' 
21-5' 
20* 

3d 

4th 

5th 

5 

30' 
30' 

2 
2 

11- 

6th 
7th 

7 

30' 
30' 
30' 

4 
6 
6 

20* 
20* 
20* 

8th 

9th 

10th 

7  pairs   in 
action  but 
a  wire  join- 
ed the  3d 
and     8th 
cups. 

30' 
30' 
30' 

2 
2 
1 

10-5* 
10-5* 
10* 

nth 

12th 
13th 

4 

30' 
30' 
30' 
30' 

1-5 
1 
2 
1-25 

9-5 
9-5 
9-5 
9-5 

14th 
15th 
16th 
17th 

9 

30' 

2-75 

13-5* 

18th 

In  the  above  experiments  it  is  to  be  understood  that  the 
needle  never  deviated  more  than  2*  on  either  side  of  the  mean 
deflection  given  in  the  table. 

In  the  two  following  series  of  experiments^  two  electro* 
gasometers,  in  sequence,  and  with  similar  terminals,  were 
placed  in  the  circuit,  and  gas  collected  from  one  only,  and  the 
needle  never  permitted  to  vary  during  the  whole  time  of  each 
series. 
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TABLE  III. 

Number 
of  pairs. 

Time  of 
action. 

Hydrog-en 
gas  collected. 

Mean  deflec- 
tion of  the 
needle. 

Series  of 
experiments. 

9 

30' 
30' 

6 
1-25 

20- 

10- 

19th 
20th 

The  next  series  of  experiments  were  made  with  a  Cruick- 
shank's  battery  of  50  pairs  of  6-inch  plates^  excited  by  salt 
and  water ;  sometimes  using  the  whole,  and  sometimes  only  a 
part  of  them.     One  gasometer  in  the  circuit. 

TABLE  IV. 

Large  battery  of  50  pairs.     Salt  and  water. 


Number 
of  pairs. 

Time  of 
action. 

Hydrogen 
gas  collected. 

Mean  deflec- 
tion of  the 
needle. 

Series  of 
experiments. 

45 

30' 
30' 

12 
12 

25-5* 
22 

21st 
22d 

50 

30' 
30' 
30' 

6 
5 
5 

15-9- 

14-75* 

1317* 

23d 

24th 

25th 

50 

120' 
rate  per  30' 

16 
4 

ir 

11* 

26th 
27th 

The  next  series  of  experimental  results  were  obtained  from 
the  same  battery^  the  exciting  liquid  not  being  removed  since 
the  previous  day.  The  action  was  made  a  Vttle  brisker  by 
the  addition  of  a  very  dilute  sulphuric  acid. 


TABLE  V. 


Number 
of  pairs. 

Time  of 
action. 

Hydrogen 
gas  collected. 

Mean  deflec- 
tion of  the 
needle. 

Series  of 
experiments. 

50 

CO  CO  CO  CO 

2-5 
3 

3-5 
2-5 

1075* 
11 
11 
10-5 

28th 
29th 
30th 

3l8t 

25 

30* 
30' 

1-5 
1-5 

6* 
6* 

32d 
33d 
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TABLE  VI. 

fVieh  two  Gasometers  in  the  circuit : — gas  measured  in  one 

only. 


Number 
of  pairs. 

Time  of 
action. 

Hydrogen 
gas  collected. 

Mean  deflec- 
tion of  the 
needle. 

Series  of 
experiments. 

50 

30' 
30' 

11 
7-5 

22* 
17 

34th. 
35th. 

The  results  exhibited  in  the  next  table  were  obtained  from 
a  couronne  des  tasses  of  nine  pairs.  The  zinc  amalgamated, 
and  excited  by  a  very  weak  solution  of  sulphate  of  copper,  a 
wire  joined  the  fourth  and  seventh  pair  for  the  purpose  of 
giving  the  needle  a  deflection  of  10%  which  was  kept  nearly 
steady  during  the  whole  time. 


TABLE  yil. 

One  Gasometer. 


Number 
of  pairs. 

Time  of 
action. 

Hydrogen 
gas  collected. 

Mean  deflec- 
tion of  the 
needle. 

Series  of 
experiments. 

9       i         dO' 
.         30' 

1 

1 

10                36th. 
10         i      37th. 

The  experimental  results  which  these  tables  exhibit  require 
no  further  comment. 

We  are  well  aware  of  the  high  estimation  in  which  Dr.  Fa- 
raday's hypothesis  has  hitherto  been  held,  but  our  experi- 
mental facts  are  too  inflexible  to  bend  to  the  transient  tide 
of  mere  fashionable  opinion  ;  and  notwithstanding  the  high 
scientific  authority  in  its  favour,  it  must  be  acknowledged 
by  all  competent  judges,  that  any  series  of  experiments,  how- 
ever numerous  and  accurately  made,  with  electric  forces  of 
nearly  the  same  degree  of  tension,  and  from  one  solitary 
source  of  action,  are  far  too  limited  to  afford  that  variety  of 
data  so  highly  desirable,  and  even  essential  and  indispensible, 
in  theoretical  investigations  of  this  delicate  and  important 
character.  *'  In  experimental  branches  of  knowledge,  autho- 
rity does  not  afford  conviction,  it  is  destructive  if  allowed  to 
operate,  and  in  all  cases  requires  scrutiny,  careful  in  propor- 
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tion  as  its  origin  is  great*"  and,  by  the  same  rule,  experi- 
mental truths  ought  to  be  held  estimable  in  proportion  as 
the  authority  is  great  which  has  been  arrayed  against  them. 

Edit. 

LXI.  ^  description  of  the  most  potcerful  electro-magnet 
yet  constructed.  By  the  Rev.  N.  J.  Callan,  Professor  of 
Katural  Philosophy  in  the  R.  C,  College,  Maynooth.f 

I  have  lately  constructed  for  the  College,  an  electro^magnet 
which  far  surpasses  in  electric  and  magnetic  power,  all  the 
electro-magnets  of  which  I  have  been  able  to  find  a  description. 
The  iron  bar  of  our  magnet  weighs  15  stone  ;  it  is  2}  inches 
in  diameter,  and  more  than  13  feet  in  length.  It  is  bent  into 
the  form  of  a  horse-shoe;  the  distance  between  the  poles  is  7 
inches.  A  copper  wire  ^  of  an  inch  diameter  is  coiled  once 
round  the  whole  length  of  the  iron  bar.  This  wire  is  divided 
into  7  parts,  each  about  70  feet  long.  A  thin  copper  wire 
about  tSt  of  an  inch  in  diameter,  is  soldered  to  one  of  the  thick 
wires  at  about  a  foot  from  one  of  its  extremities.  The  thin 
wire  is  about  10,000  feet  long,  it  is  wound  round  the  magnet 
in  the  same  direction  as  the  thick  wire,  and  in  one  continuous 
coil.  By  connecting  the  opposite  ends  of  the  seven  thick 
wires  with  the  opposite  poles  of  a  powerful  galvanic  battery, 
an  extraordinary  magnetic  power  is  communicated  to  the  iron 
bar;  and,  by  breaking  battery  communication,  an  electric 
current  of  enormous  intensity  is  excited  in  the  long  coil  of 
thin  wire.  I  have  tried  the  magnetic  and  electric  powers  of 
this  magnet  only  once.  In  consequence  of  making  the  trial, 
in  presence  of  about  300  of  the  students,  I  was  compelled  to 
omit  many  of  the  experiments  which  I  intended  to  make,  and 
which  I  expect  to  make  before  the  end  of  this  month. 

In  exhibiting  the  power  of  the  magnet,  I  first  used  our  large 
battery  of  20  pairs  of  plates,  each  2  feet  square,  and  after- 
wards, a  WoUaston  battery  containing  280  pairs  of  4  inch 
plates.  When  the  opposite  extremities  of  the  7  thick  wires 
were  connected  with  the  opposite  ends  of  the  battery  of  large 
or  of  small  plates,  we  found  it  impossible  to  separate  the 
keeper  from  the  magnet  by  any  force  acting  in  a  direction  op- 

EDsite  to  that  in  which  the  magnetic  power  was  exerted.  The 
eeper  was  a  horse-shoe  bar  of  iron  about  20  inches  long  and 
2  J  inches  diameter.  The  highest  point  of  the  arc  formed  by 
the  keeper  was  7  inches.     The  distance  between  its  poles  was 

*    Preface  to  Donovan's  Galvanism. 
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the  same  as  the  distance  between  the  poles  of  the  electro- 
magnet. Its  weight  was  about  28  pounds.  When  the  electro- 
magnet was  placed  in  a  horizontal  position,  and  the  keeper 
applied  to  it,  the  magnetic  power  was  so  ereat  (when  the 
battery  of  large  plates  wasemployed)  that  the  Keeper  remained 
without  any  support^  in  a  horizontal  position ;  and,  a  weight 
of  about  40  pounds,  acting  at  7  inches  from  the  poles,  or  at 
the  highest  point  of  the  curve  formed  by  the  keeper,  was  re- 
quired to  turn  it  out  of  the  horizontal  position.  The  poles  of 
tne  magnet  were  so  badly  ground  that  a  great  part  of  the 
keeper  was  at  a  sensible  distance  from  the  magnet. 

The  magnetic  power  produced  by  the  20  large  plates  was 
considerably  greater  than  that  which  was  communicated  to 
the  iron  bar,  by  the  280  pairs  of  small  plates. 

The  great  electric  power  of  the  magnet,  or  its  power  of 
exciting  an  electric  current  in  the  helix  at  the  moment  bat- 
tery connexion  is  broken,  was  shown  by  the  most  brilliant 
combustion  of  charcoal,  and  by  the  destruction  of  animal 
life.     • 

To  one  end  of  the  oscillating  wire  belonging  to  the  electro- 
magnetic repeater,  I  tied  with  a  fine  metallic  wire,  a  piece  of 
charcoal^  in  such  a  way  that,  on  working  the  repeater,  the  ex- 
tremity of  the  wire  and  the  point  of  the  charcoal  should  dip 
simultaneously  into   the  mercury,  and  should  rise  simulta- 
neously from  it.     The  opposite  ends  of  the  thick  wires  coiled 
on  the  electro-magnet  were  connected  with  the  opposite  ends 
of  our  large  battery,  and  the  connexion  was  broken  very  ra- 
pidly by  means  of  the  electro-magnetic  repeater.      As  often 
as  the  connexion  was  broken  the  charcoal  and  mercury  were 
ignited  by  the  electric  current  excited  in  the  thick  wires 
coiled  round  the  magnet.     The  succession  of  sparks  produced 
by  the  ignition  of  charcoal  and  mercury,  was  so  rapid  that 
they  formed  one  continued  blaze  of  the  most  vivid  light. 
The  combustion  of  the  charcoal  and  mercury  was  accompa- 
nied by  a  large  quantity  of  smoke,  and  was  much  more  bril- 
liant than  that  which  is  produced  by  a  voltaic  current  passed 
from  the  battery  employed,  through  a  pair  of  charcoal  points. 
When,  by  means  of  an  electro- magnetic  repeater,  a  rapid 
succession  of  the  electro  currents  excited  in  the  long  coil  of 
thin  wire,  (at  the  moment  of  breaking  battery  connexion) 
was  passed  through  charcoal  points,  they  were  but  slightly 
ignited.     But,  although  the  igniting  power  of  the  electric 
current  produced  in  the  long  coil  of  thin  wire,  was  very 
feeble,  its  intensity  was  exceedingly  great.     For,  when  it  was 
passed  through  the  body  of  a  large  fowl  instant  death  was 
produced. 
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I  have  not  as  yet  examined  the  decomposing  power  of  our 
magnet ;  but,  I  will  shortly  try  it  on  some  of  the*  simple  sub- 
stances. 

I  found  about  four  months  ago,  that  an  electric  current  capa- 
ble of  giving  a  shock,  and  consequently  of  producing  decom- 
position, is  excited  in  the  helix  of  an  electro-magnet  on  mak- 
ing, as  well  as  on  breaking  battery  connexion,  when  the 
thick  wire  coiled  on  the  iron  bar  is  short,  and  when  the  thin 
wire  is  long.  Hence  it  is  impossible  to  obtain  separately  the 
elements  of  bodies  decomposed  by  the  electro-magnet.  For 
a  similar  reason,  it  appears  to  me  impossible  to  obtain  sepa- 
rately the  elements  of  substances  decomposed  by  the  magneto- 
electric  machine.  The  shock  given  by  the  magnetic  helix, 
on  making  battery  connexion  is  weak  compared  with  that 
which  is  given,  on  breaking  communication.  It  increases 
with  the  number  of  plates  in  the  battery. 

I  am  now  engaged  in  making  an  electro-magnetic  engine  to 
be  worked  by  our  large  magnet,  or  by  26  smaller  electro- 
magnets. Should  the  engine  work  well,  I  expect  to  send  you 
a  description  of  it,  in  time  for  publication  in  the  October 
number  of  the  Annals. 

N.  CALLAN. 

Maynooth  College,  June  14,  1836. 

LXII.     On  a  new  Insulator  for  Atmospherical  electric  ap- 
paratus.    By  W.  Ettrick,  Esq. 

Sir, 
If  the  method  of  insulating  the  wires  of  atmospherical  elec- 
trical conductors,  suggested  by  this  paper,  be  approved  of  by 
you,  I  would  be  much  obliged  by  its  insertion  m  your  truly 
useful  Journal,  the  "  Annals  of  Electricity,'*  a  work  which 
has  doubtless  afforded  much  instruction  to  others  as  well  as 
to  myself.  As  long  as  the  work  continues  to  be  carried  on 
with  the  same  spirit  as  it  has  hitherto  been  conducted,  I  shall 
contribute  my  mite  towards  it. 

Your  humble  servant, 

WILLIAM  ETTRICK. 
High  Barns,  Sunderland, 
June  1st  1837. 


It  has  always  been  a  great  desideratum  in  electricity  to 
obtain  a  good  insulation  for  the  long  wires  raised  for  the 
purpose  of  collecting  the  atmospherical  electricity.       The 
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difficulty  of  keeping  good  the  insulation  in  damp  weather  was 
acknowledged  by  Beccaria  and  others,  but  more  especially 
has  of  late  years  been  adverted  to  by  Mr.  Crosse;  for  we  find 
the  following  in  the  London  Encyclopaedia,  article  electricity : 
"  Every  contrivance  was  tried  to  insulate  this  wire,  but  Mr. 
Crosse  could  not  succeed,  in  preserving  the  insulation  during 
a  dense  fog  or  a  driving  snow."  Much  the  same  was  stated 
by  the  periodicals  last  year,  in  speaking  of  Mr.  Crosse's  expe- 
riments in  electricity,  and  therefore  a  perfect  insulation  is  as 
great  a  desideratum  at  the  present  time  as  it  ever  was^and  to 
supply  the  deficiency  the  following  has  been  devised. 

A  B  fig.  95,  Plate  XI,  a  glass  rod  18  inches  long,  and  at 
least  f  of  an  inch  diameter;  2,  1,  3,  4,  a  copper  or  tin  cylinder 
or  rather  cone,  9  inches  long,  and  2^  inchesdiameter  at  one  end, 
and  4  inches  at  the  other.  This  cone  is  furnished  with  the 
piece  I K  M  into  which  is  cemented  the  end  A  of  the  glass  rod. 
A  ring  is  fastened  at  K  for  securing  theapparatus  to  thesupport. 
Itmustbe  remarked  that  this  end  I  M  of  the  cone  is  closed  up 
and  no  air  allowed  to  enter.  Round  the  outside  of  this  cone  is 
another  similar  one,  half  an  inch  larger  in  diameter,  Cd, 
E  g  h  f ;  which  is  made  air  tight  at  both  ends,  being  soldered 
at  C  E  to  the  circular  end  C I  M  E  and  at  the  other  end  to 
the  circular  piece  d  2,  4  f,  which  is  made  of  considerable 
width  in  order  to  prevent  the  rain  water  running  inwards  upon 
the  glass.  This  cone  C  d,  E  f,  is  furnished  with  a  tube  h  y, 
g  X,  to  which  a  lamp  L  is  adapted,  having  air  holes  with  covers 
to  keep  out  the  rain  at  x  and  y.  Directly  above  this  lamp  is 
the  bent  chimney  P  O,  By  this  contrivance  the  flame  of  the 
lamp  passes  round  the  inside  cone  1, 2, 3, 4,  and  by  heating  it, 
warms  the  air  in  the  inside  of  it  round  the  glass  rod.  Lest 
any  rain  should  blow  into  the  inside  of  the  cone,  there  is  a 
large  cover  of  tin  or  copper  q  R  S  T  u  V  placed  over  it,  having 
a  cylinder  S'  S"  T  T'  soldered  to  it  for  cementing  the  end  S 
of  the  glass  rod  in,  and  securing  the  wire  to  the  apparatus. 
The  idea  of  using  heat  in  this  instrument,  was  suggested  du- 
ring the  time  I  was  carrying  on  some  experiments  on  the  con- 
ducting power  of  Steam  for  electricity  which  I  found  to  be 
very  bad ;  it  immediately  occurred  to  me  that  by  rarifying 
the  ^amp  air  in  a  fog,  and  warming  the  glass,  a  good  insula- 
tion might  be  preserved  in  atmospherical  conductors,  and  the 
experiments  wnich  I  have  made  fully  confirm  it.  One  objec« 
tion  to  the  method  naturally  suggests  itself,  namely  the  diffi- 
culty of  getting  up  into  a  high  tree,  or  mounting  to  the  top  of 
a  lofty  pole  to  light  the  lamp ;  but  this  objection  is  easily 
answered  by  another  extract  from  the  London  Encyclopaedia. 
**A  cpntrivance  was  adopted  to  lower  the  insulators  for  the 
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purpose  of  freeing  them  from  spider's  webs."  But  had  it  not 
been  possible  to  lower  the  insulators,  still  we  would  not  have 
been  without  some  method  of  warming  the  glass  rod.  The 
first  which  suggests  itself  is  the  igniting  the  combustible  bodv 
by  the  electric  sparky  which  would  readily  be  accomplished, 
if  an  apparatus  was  added  to  the  lamp  for  allowing  a  small 
quantity  of  naphtha,  alcohol,  or  spirit  of  turpentine,  to  drop 
on  the  wick,  by  turning  a  stop  cock  with  a  string  reaching  to 
the  ground.  Or  the  lamp  itself  might  be  lowered  without 
removing  the  other  part  of  the  apparatus,  and  lighted  before 
it  is  raised.  But  the  best  method  that  has  suggested  itself  to 
me  is  to  use  the  gas  light  when  the  situation  achnits  of  it ;  for 
the  carburetted  hydrogen  might  be  ignited  with  great  facility 
by  the  electric  discharge,  and  by  turning  the  stop  cock  the 
light  instantaneously  put  out.  The  expense  of  carrying  a 
small  gas  tube  up  to  the  apparatus  would  not  be  much,  and 
need  not  be  a  hindrance  to  any  one.  Where  gas  could  not 
be  procured,  another  method  of  warming  the  glass  rod  might 
be  resorted  to,  namely,  carrying  up  a  metallic  tube  from  a 
stove  heated  by  charcoal,  and  might  be  considered  in  the  light 
of  a  chimney  to  the  stove. 


LXin.  An  enauiry  into  the  Attributes  of  the  Galvan- 
ometer;  and  how  far  its  indications  may  be  depended 
upon  in  Eectro-dynamic  Researches. 

f  Continued  from  page  52.  J 

In  the  previous  part  of  this  enquiry  we  have  been  led  to 
conclude,  that  in  consequence  of  tne  influence  of  the  number- 
less circumstances  connected  with  the  production  of  electro- 
dynamic  action,  there  are  no  very  favourable  prospects  of 
arriving  at  any  exact  ratios  of  permanent  and  transient  de- 
flections from  which  could  be  derived  much  advantage  in 
lessening  the  labours  of  enquirers,  by  the  use  of  tables  of 
equivalents,  or  corresponding  deflections,  of  the  two  kinds, 
from  different  sources  of  electric  action.  Our  formula  c, 
therefore,  becomes  quite  inapplicable  to  any  useful  purpose  of 
this  kind,  since  no  substitute  experiments  can  be  depended 
upon  as  data,  from  which  could  be  calculated  the  extent  of 
electro-dynamic  action  from  other  sources. 

That  part  of  the  enquiry,  however,  relates  only  to  the 
deflections  of  a  magnetic  needle  as  admeasurements  of  the 
electro-magnetic  action  of  the  conducting  wire  of  the  coil, 
simply  considered,  as  a  deflectingybrc^/  without  any  regard 
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whatever  as  to  the  nature  of  that  force ;  and  independently 
of  the  character  of  the  elements  of  which  it  is  composed. 
The  present  part  of  our  enquiry  will  lead  us  one  step  farther, 
and  mrnish  some  knowledge  respecting  the  attributes  of  this 
celebrated  instrument,  as  a  measurer  of  the  absolute  or  relative 
quantities  of  the  electric  fluid  transmitted  through  a  conduct- 
ing wire  in  a  given  time. 

We  believe  it  is  generally  understood  that  the  electric  fluid, 
to  whatever  extent  it  may  be  accumulated,  exhibits  no  mag- 
netic phenomena  whilst  in  a  state  of  perfect  repose :  and  that 
(consequently)  some  motion  of  the  fluid  in  the  galvanometer 
wire,  is  absolutely  essential  to  produce  a  deflection  of  its  needle. 
This  being  a^eed  upon,  then,  if  the  deflecting  force  exhibited 
by  any  indivaual  coil,  be  proportional  to  the  quantity  trans- 
mitted in  a  given  time ;  it  will  be  a  matter  of  no  consequence , 
to  the  effect  produced,  whether  the  velocity  and  density  be 
great  or  small,  the  incQcations  of  the  needle  would  hold  good 
in  all  cases. 

For  the  number  of  particles  in  a  transverse  sectional  film 
of  the  fluid  will  vary  as  the  area  of  the  section,  and  as  the 
density  of  the  fluid,  whether  the  current  flow  equally  through 
the  whole  interior  of  the  conducting  wire,  or  that  it  occupies 
only  a  certain  depth  below  the  surface.  Hence  if  the  sectional 
area  be  a  constant  quantity,  as  it  may  be  supposed  to  be  in  a 
given  conducting  wire,  the  number  of  particles  in  the  sectional 
film  will  vary  as  the  density:  and  consequently,  the  quantity 
of  fluid  which  passes  the  section  in  a  given  time,  will  vary  as 
its  velocity  and  density  conjointly.  If  then  we  denote  the 
sectional  area  of  the  current  by  a,  the  velocity  by  r,  and  the 
density  by  rf;  the  quantity  y,  which  flows  through  the  section 
in  the  time  Vy  will  vary  9A  f  av  d.     Or,  we  may  have 

qz=.t"  avd 

which  would  exhibit  the  rate  of  the  fluid's  transmission  through 
the  conductor  in  all  cases.  And  when  f  and  a,  are  given, 
as  in  the  supposition,  then 

qznv  d; 

which  in  this  case  would  represent  the  electro-momentum; 
and  as  the  ratio  of  r  to  rf,  may  vary  ad  libitum ,  without  affect- 
ing the  equation;  it  is  obvious,  that  if  the  deflection  of  the 
needle  be  governed  by  the  electro-momentum,  or  quantity 
transmitted  in  a  given  time,  the  varying  of  the  velocily  and 
density  would  not  alter  the  results:  for 

d        V 
q=zvd=:nv  X — =: — xnd 

n        n 
•^  r  o 
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whatever  value  may  be  given  to  n.  And  by  taking  the  tan- 
gent of  the  angle  of  permanent  deflection,  as  the  value  of  the 
electro-dynamic  force  F,  we  have 

d 
tan.  A  =  Fz=iq:=znv  X  —  =:rd, 

n 

And,  when  the  density  is  constant 

tan.  {^zziFzuqiziv ; 

and  when  the  velocity  is  constant 

tan  A  =  P^=^  q:=:d. 

Under  these  circumstances  then,  the  permanent  deflections 
of  the  needle  might  be  taken  as  true  indications  of  the  rela- 
tive quantities^  of  the  electric  fluid,  transmitted  in  a  given 
time ;  or  the  rate  of  transmission  from  two  or  more  sources 
of  excitation.     But  as  the  assumed  formula 

tan.  ^-zzv  d 

rests  on  no  experimental  data,  other  circumstances  very 
naturally  present  themselves  to  the  mind  which  tend  to  put 
the  deductions  which  this  hypothesis  would  lead  to,  in  a 
very  questionable  posture. 

Is  it  known,  for  instance,  that  one  and  the  same  density 
will  be  productive  of  electro-magnetic  action  proportional  to 
the  velocity  in  the  circuit?  A  certain  velocity  will  produce 
a  certain  effect: — but  will  twice  that  velocity  give  a  double 
deflecting  force  ?  or, 

because  v  x  dzn F. 
trlll2v  X  d=z2F^ 

d 

Jgauiy  will  2  V  X — =  Fi* 

o 

r 
will  also     —  X  2d=  Ff 
2 

The  magnetic  needle  as  hitherto  used,  gives  no  intelligence 
whatever  in  these  important  enquiries,  for  the  galvanometer 
in  its  present  form  affords  no  means  of  ascertaining  either  the 
velocities  or  densities  of  electric  currents  i  and  since  the  de- 
flections have  been  considered  to  depend  on  these  two  con- 
ditions conjointly,  without  any  knowledge  whatever  of  the 
absolute  effects  that  would  be  produced  by  varying  either  ele- 
ment alone,  our  ignorance  of  the  extent  of  the  one  preclud<\«; 


An  enquiry  into  the  attributes  of  the  galvanometer.    383 

our  attaining  a  correct  knowledge  of  that  of  the  other.  Thus 
circumstanced,  we  should  not  be  warranted  in  adopting  the 
general  formula 

vd  =  F. 

in  all  cases ;  and  for  the  same  reason^  any  inference  to  the 
contrary  would  be  equally  unsupported.  This  profundity  of 
ignorance^  however,  should  not  damp  the  ardour  of  investiga- 
tion, for  a  rich  field  presents  itself  in  this  unexplored  rami- 
fication of  electro-dynamics.  .This  field,  however,  has  not 
been  entirely  overlooked  nor  lieglected,  for  there  are  on  record 
several  experiments  which  have  been  considered  to  bear  im- 
portantly on  this  point.  These  experiments  now  command 
our  attention,  in  the  examination  of  which,  we  shall  endea- 
vour to  ascertain  how  far  they  are  susceptible  of  being  enforced 
as  conclusive  evidence  in  support  of  the  hypothesis  in  ques- 
tion. 

The  experiments  which  bear  most  directly  on  this  jpoint 
are  described  by  Dr.  Ritchie,  in  the  joumaJ  of  the  Koyal 
Institution  for  October,  1830;  and  may  now  be  read  in  con- 
tinuation of  the  same  paper  in  which  the  torsion  galvanome- 
ter of  that  philosopher  is  described.  See  page  8^  of  this 
volume. 

Experiment  2.  Take  two  e^ual  rectangular  slips  of  copper 
and  zinc^  an  inch  broad  and  eight  or  ten  inches  long,  and 
divide  them  into  square  inches  by  narrow  bands  of  wax  or 
cement.  Solder  copper  wires  to  their  extremities,  and  fix 
them  in  a  small  frame,  so  that  they  may  always  be  placed  at 
the  same  distance  from  each  other.  Immerse  them  in  a 
vessel  of  water^  containing  a  small  quantity  of  sulphuric  acid^ 
to  the  first  horizontal  division;  turn  round  the  torsion  key  till 
the  untwisting  force  of  the  glass  thread  balances  the  deflecting 
power  of  the  electric  current^  and  note  the  number  of  degrees 
of  torsion.  Immerse  them  to  the  second  division^  turn  round 
the  torsion  key  as  before,  and  the  degrees  of  torsion  necessary 
to  balance  the  deflecting  force  of  the  current,  from  two  square 
inches,  will  be  found  double  of  those  for  one  square  inch. 
Repeat  the  experiment  with  three,  four,  &c.,  square  inches^ 
and  the  degrees  of  torsion  will  be  found  to  be  proportional  to 
the  surface  of  the  plates  immersed. 

HieiTing  thus  shown  experimentally  the  accuracy  of  the 
instrument,  I  shall  now  apply  it  to  determine  the  power  gained 
by  Dr.  WoUastou's  contrivance  of  a  galvanic  battery  above 
those  formerly  in  use. 

Experiment  3.  Having^provided  a  clean  slip  of  copper^, 
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two  inches  broad  and  about  four  inches  long,  I  formed  it  into 
a  rectangle^  open  at  the  top,  and  then  covered  the  inner  sur- 
face of  the  bottom  with  cement.  A  plate  of  zinc,  of '  the  same 
size  with  the  rectangle  of  copper,  was  placed  exactly  in  the 
middle,  having  a  face  of  clean  copper  opposite  each  of  the 
sides  of  zinc.  Copper  wires  being  soldered  to  the  rectangle 
of  copper  and  to  the  plate  of  zinc,  and  their  ends  dipped -into 
the  small  metallic  cups  of  the  galvanometer,  the  elementary 
battery  was  then  immersed  in  very  dilute  acid,  and  the  torsion 
key  turned  till  the  deflecting  force  of  the  battery  was  van- 

fuished,  the  number  of  degrees  being  about  a  thousand, 
laving  removed  the  battery,  I  covered  one  side  of  the  plate 
of  zinc  and  the  opposite  surface  of  copper  with  cement,  and 
repeated  the  experiment  as  before ;  when,  as  might  naturally 
be  expected,  the  number  of  degrees  of  torsion  were  found  to 
be  very  nearly  five  hundred.  We  may,  therefore,  safely 
conclude  that  the  double  plate  of  copper  doubles  the  quantity 
6f  electricity  without,  of  course,  altering  its  tension. 

Immediately  after  CEJrsted's  beautiful  discovery  of  the 
mutual  action  of  magnets  and  Voltaic  conductors,  it  was 
known  that  an  immense  increase  of  electro-magnetic  power  is 
gained  by  diminishing  the  distance  between  the  copper  and 
zinc  plates;  but,  for  want  of  a  proper  galvanometer,  the  law 
does  not  seem  to  have  been  determined  with  that  rigorous 
accuracy  which  places  its  truth  beyond  the  possibility  of  doubt. 
To  accomplish  this  was  the  object  of  the  following  experiment. 

Experiment  4.  In  order  to  avoid  every  source  of  inaccu- 
racy, I  procured  a  rectangular  wooden  box,  about  a  foot  long, 
two  inches  broad,  and  two  and  a  half  ineh^es  deep,  into  which 
plates  of  zinc  and  copper  two  inches  square  might  be  fixed  at 
any  distance  from  each  other.  Having  filled  the  box  with 
dihite  acid,  I  placed  the  copperplate  atone  extremity  and  the 
zinc  plate  at  the  distance  of  nine  inches,  and  observed  the 
degree  of  torsion,  as  in  the  preceding  experiments.  I  then 
untwisted  the  thread,  placed  the  zinc  at  the  distance  of  one 
inch  from  the  copper,  and  observed  the  degrees  of  torsion, 
which  were  now  nearly  three  times  as  great  as  before.  This 
was  next  repeated  with  the  plates  at  the  distance  of  nine  and 
four  inches,  and  gave  the  deflecting  forces  in  the  ratio  of  2  to3> 
which  are  the  square  roots  of  9  and  4.  After  trying  the  effects 
of  the  plates  at  diflerent  distances,  the  following  law  was 
established,  which  had  formerly  been  obtained  by  a  different 
process :  viz. — ^that  the  quantity  of  Voltaic  electricity  circu- 
lating along  the  metallic  conductor  connecting  two  plates  of 
dissimilar  metals,  is  inversely  as  ^le  quare  roots  of  the  dis- 
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lances  between  the  two  plates.  This  law  was  originally  de- 
duced by  Professor  Gumming,*  by  observing  the  deflection 
of  a  compass  needle,  and  then  taking  the  deflecting  forces  as 
the  tangents, of  the  angles  of  deviation  from  the  original  direc- 
tion of  the  needle  and  straight  conductor.  When  I  undertook 
this  investigation,  it  had  escaped  my  memory  that  any  law 
had  been  discovered  which  connected  the  deflecting  force 
with  the  distance  of  the  plates.  This  circumstance,  as  well 
as  the  different  process  by  which  it  was  deduced,  affords  the 
most  complete  proof  of  its  truth. 

This  law  is  certainly  very  different  from  what  we  might 
at  first  have  expected.  We  might,  without  experiment,  have 
argued  thus  :  If  one  inch  of  fluid  between  the  plates  offer  a 
certain  resistance  to  the  electric  current,  two  inches  will  pre- 
sent twice  the  resistance,  three  inches  three  times  the  resist- 
ance, &c.  &c.  With  regard  to  the  cause  of  this  curious  law, 
we  can  at  present  scarcely  offer  a  conjecture.  Does  the  electric 
fluid,  after  passing  through  a  certain  length  of  an  imperfect 
conductor,  acquire  some  power  which  enables  it  to  pass  more 
easily  through  an  equal  portion  ?  There  are  phenomena  in 
nature  in  which  imponderable  agents  do  acquire  such  proper- 
ties. Light  may  be  so  far  modified  as  to  pass  entirely  through 
glass,  which,  without  such  a  modification,  would  have  been 
partly  reflected.  De  Laroche  discovered  that  invisible  radiant 
heat,  after  passing  through  a  thin  plate  of  glass,  passes  with 
less  resistance  or  loss  through  a  second,  &c.  But,  instead  of 
being  led  away  by  analogies,  which  by  some  may  be  regarded 
as  fimciful,  I  shall  mention  one  praictical  lesson  to  be  deduced 
from  the  law  in  question.  In  constructing  a  battery  for  electro- 
magnetic purposes,  there  is  not  so  much  power  gained  as  might 
be  supposed  by  putting  the  plates  very  near  each  other.     For 

*  Whilst  looking  for  an  account  of  these  experiments  in  the 
Cambridge  Philosophical  Transactions,  we  have  ooserved  ^at  Pro- 
fessor Gumming  had  employed  Galvanometers  with  multiplying 
coils,  in  many  of  his  very  mteresting  experimental  researches,  at  a 
much  earlier  period  than  the  date  of  the  Multiplier  of  Professor 
Schweigger.  Professor  Gumming  is  therefi^re  entitled  to  the  credit 
of  invention  of  the  first  galvanometer  of  which  we  have  any  know- 
ledge. 

The  Galvanometer  of  this  Philosopher  is  ^^  described  in  the  Trans- 
actions of  the  Cambridge  Phil.  Society,  for  the  year  18^1,  and  was 
invented  and  its  application  exemplified  by  experiment,  early  in 
the  Spring' of  that  year.  A  similar  instrument  was  introduced  into 
France,  by  CErsted,  as  the  invention  of  Schwei^ger,  in  18^  (vide 
An.  de  Chymie,  torn.  xxii.  p.  358^  and  Demonferrand  Manuel,  &c. 
p.  ^04) :  previous  to  which  time  it  seems  to  have  been  unknown, 
both  in  France  and  Ensrland."     Edit. 
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example,  if  the  plates  are  at  the  distance  of  a  quarter  of  an 
inch,  and  then  at  the  distance  of  one-eighth  of  an  inch,  the 
power  gained  will  only  be  as  the  square  root  of  25  to  the 
square  root  of  125,  or  nearly  as  50  to  35 ;  and  the  hydrogen 
constantly  escaping,  and  partially  occupying  the  place  of  the 
liquid  in  the  narrow  cell,  considerably  diniiinishes  thisaj^parent 
increase  of  power.  This  circumstance  ought  not  to  escape 
the  attention  of  philosophical  instrument-makers  in  the  con- 
struction of  batteries  for  electro-magnetic  purposes. 

Considerable  uncertainty  still  prevails  with  regard  to  the 
law  which  connects  the  conducting  powers  of  metallic  wires 
with  their  lengths.  According  to  professors  Barlow  and 
Gumming,  the  law  is  the  same  as  that  established  for  fluid 
conductors. 

According  to  the  experiments  of  M.  Becquerel,  the  con- 
ducting powers  of  metallic  wires  are  simply  as  their  lengths. 
The  following  experiment  will  set  the  question  at  rest. 

Experiment  5.  The  galvanometer  I  have  hitherto  used 
requires  the 'following  modification  for  this  investigation. 
Form  the  rectangle  of  a  single  copper  wire,  and  suspend  the. 
magnetic  needle  directly  over  it,  and  in  the  same  direction. 
Take  a  certain  length  of  the  same  copper  wire,  and  connect 
it  with  a  small  elementary  battery,  turn  the  key,  and  observe 
the  degree  of  torsion.  Take  nine  times  the  length  of  the 
same  wire,  and  repeat  the  experiment  with  the  same  battery 
and  acid,  and  the  number  and  degrees  of  torsion  will  only  be 
one-third  of  those  obtained  in  the  first  experiment.  This 
experiment  I  repeated  with  diflferent  lengths  of  bell-wire, 
and  always  found  that  the  intensity  of  the  current  was  inversely 
as  the  square  roots  of  tlie  lengths — the  same  as  the  law  for 
liquid  imperfect  conductors, 

M.  Becquerel  seems  to  have  fallen  into  the  mistake  we 
have  now  pointed  out,  by  using  a  galvanometer  made  of  a 
long  wire  formed  into  a  coil,  and  neglecting  the  resistance 
the  electric  current  must  have  experienced  in  passing  through 
the  instrument  itself. 

The  conducting  powers  of  metallic  wires,  or  their  ribands, 
for  common  electricity,  depends  almost  entirely  on  their  sur- 
face, without  any  reference  to  their  thickness.  The  fact 
would  seem  to  be,  that  common  electricity  glides  along  the 
surface  of  the  metal,  bein^  prevented  from  escaping  by  the 
pressure  of  the  ambient  air,  whereas  voltaic  electricity  requires 
a  certain  thickness  of  metal  for  its  transmission*.     Voltaic 

*  Hence  if  a  metallic  rod  be  raised  to  a  red  heat,  its  power  of 
conducting  comiuon  electricity  is  increased^  whilst  its  eonducting 
|>o\ver  for  voltaic  eK'otricity  is  considerably  diminisfied. 
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electricity,  from  a  single  pair  of  plates,  seems  to  be  conducted 
from  molecule  to  molecule,  in  some  measure  resembling  the 
conduction  of  caloric.  Hence,  if  the  diameter  of  the  wire 
be  too  fine  to  allow  of  this  depth  of  metal,  a  considerable 
portion  of  the  electric  fluid  will  be  stopped.  But,  provided 
the  wires  be  sufficiently  thick  to  allow  of  this  necessary  depth 
of  the  electric  film,  then  the  conducting  power  ought  to  be 
nearly  as  the  circumference  of  the  wire,  or  as  its  diameter. 
If  one  of  the  wires  be  very  fine,  and  the  other  of  a  large 
diameter,  this  law  could  not  exist.  This  fact  was  clearly 
proved  by  the  following  experiment. 

Experiment  6.  Having  taken  equal  lengths  of  very  fine 
copper  wire  and  of  common  bell  wire,  I  used  them  successively 
as  conductors  from  the  same  elementary  battery,  and  ascer- 
tained the  degrees  of  torsion  as  in  the  former  experiments, 
and  found  that  the  large  wire  conducted  better  than  in  the 
mere  ratio  of  the  diameters.  For  example,  the  diameter  of 
the  one  wire  was  scarcely  three  times  that  of  the  smaller,  yet 
the  ratio  of  their  conducting  powers  was  nearly  as  one  to  four. 
I  then  passed  the  thick  wire  through  rollers,  till  it  was  reduced 
to  a  very  thin  riband,,  having  its  external  surface  nearly  twice 
that  of  the  original  wire,  but  instead  of  conducting  double  the 
quantity  of  the  original  wire,  it  conducted  only  three-fourths 
of  that  quantity.* 

From  the  law  established  in  the  fourth  experiment,  we  need 
scarcely  despair  of  seeing  the  electro-magnetic  telegraph 
established  for  regular  communication  from  one  town  to 
another,  at  a  great  distance.  With  a  small  battery^  consisting 
of  two  plates  an  inch  square,  we  can  deflect  finely  suspended 
needles  at  the  distance  of  several  hundred  feet,  and  conse- 
quently a  battery  of  moderate  power  would  act  on  needles  at 
the  distance  of  a  mile,  and  a  battery  of  ten  times  the  power 
would  deflect  needles  with  the  same  force,  at  the  distance  of 
a  hundred  miles,  and  one  of  twenty  times  the  force,  at  the 
distance  of  four  hundred  miles,  provided  the  law  we  have 
established  for  distances  of  seventy  or  eighty  feet  hold  equally 
with  all  distances  whatever. 


Remarks,     It  will  be  observed,  in  experiment  2,  that  the 

*  The  fact  here  established  bears  a  striking  analogy  to  a  curious 
fact  discovered  by  Mr.  Barlow.  He  found  that  it  requires  a  certain 
thickness  of  iron  or  steel  to  receive  the  magnetic  influence — Is  there 
any  relation  between  the  thickness  of  the  iron  or  steel  necessary  to 
receive  the  magnetic  influence  and  the  thickness  of  the  conductor 
necessary  to  convey  that  kind  of  electricity  which  acts  moat  power- 
fully on  the  needle? 
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unit  for  measuring  the  quantity  transmitted  is  the  square- 
inch  of  metallic  surface  employed  in  the  battery.  But  it 
ought  to  have  been  known,  that  the  electro-dynamic  force  of 
^  two  metallic  combinations  of  the  same  kind,  and  extent  of 
surface^  very  seldom,  if  ever,  give  precisely  the  same  angle  of 
deflection:  hence  if  the  angle  denote  the  rate  of  transmission^ 
the  battery  metallic  surface  is  no  true  unit  by  which  relative 
quantities  can  be  measured.  But  if  this  be  the  case  with  new 
metallic  surfaces  (and  we  speak  from  facts)  what  shall  we  say 
about  the  much  more  remarkable  error  attending  the  promis- 
cuous employment  of  old  surfaces,  and  new  surfaces  as  the 
measuring  unit  ?  The  first  square  inch  gave  a  certain  deflecting 
force: — ^the  first  and  second,  twice  that  force: — the  first, 
second,  and  third,  gave  three  times  that  force,  &c. 

But  we  cannot  see  what  information  is  to  be  gathered  firom 
this  method  of  experimenting.  Imagine  each  part  of  the 
experiment  to  occupy  one  minute  of  time,  (and  it  could  not 
be  done  in  much  less)  the  bottom  square  would  be  exposed 
to  the  acid  solution  two  minutes  when  the  second  square  was 
immersed  one  minute;  three  minutes  when  the  third  was 
exposed  one  minute :  and  four  minutes  when  the  fourth  was 
exposed  one  minute,  &c.,  and  all  the  succeeding  squares  from 
the  bottom  upwards  would  be  similarly  exposed  according  to 
their  priority  of  immersion.  We  hope  it  is  not  necessary  to 
inform  many  of  our  readers  that  the  electric  powers  of  any 
pair  of  voltaic  places,  or  of  any  given  portion  of  those  plates; 
are  very  much  altered  by  four  mmutes*  exposure  tO  a  solution 
of  sulphuric  acid.  This  fapt  alone  completely  disqualifies  the 
experiments  for  any  investigation  for  which  they  were 
intended.  And  the  same  objections  apply  to  the  3d  and  4th 
experiments. 

We  know  of  no  experiments  for  the  admeasurement  of 
permanent  electro-dynamic  forces,  better  calculated  to  give 
just  data,  than  those  made  by  Mr.  Barlow,*  for  ascertaining 
the  force  at  diflerent  distances  firom  the  conducting  wire.  But 
it  must  be  remembered  that  this  philosopher  was  not  measuring 
quantities  of  the  electric  fluid  nor  the  electrojnagnetic 
forces  which  diflerent  quantities  would  produce.  He  was  not 
measuring  the  elements  of  the  force,  but  the  intensity  of  the 
force  itself,  independently  of  any  consideration  whatever  as 
to  the  extent  or  character  of  the  elements  which  entered  into 
its  constitution.  In  these  researches  Mr.  Barlow  employed  a 
piagnetic  needle  *'  only  one  inch  in  length,*'  which  was  never 


*  See  Barlow's  magnetic  attractions,  %nd  edition,  part  8. 
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placed  nearer  to  the  conducting  wire  than  four  inches;*  and 
as  the  angle  of  deflection  never  exceeded  *il\  the  poles  of  the 
needle,  when  deflected^  were  at  nearly  the  same  distance  from 
the  conductor^  in  all  cases;  hence  the  tangent  of  the  angle 
was  a  correct  measure  of  the  electro>magnetic  force. 

A  serious  error  would  arise  in  the  computation  of  electro- 
magnetic forces  by  the  method  of  tangents^  from  data  collected 
by  the  employment  of  the  common  galvanometers,  because 
of  the  form  of  the  coils  and  the  length  of  the  needles;  some 
of  these  instruments  which  we  have  seen,  may  answer  tolerably 
well  for  measuring  transient  electro-magnetic  forces  upon  tlie 
principles  of  pendulous  motions,  but  can  have  no  claim  to 
accuracy  as  measurers  of  permanent  electro-magnetic  forces. 

(To  be  resufded.) 


,Ti.  1*1  fci  ■■■  '•■  I'lac 


LXI V .  Of  Communicated  Magnetism,  or  of  the  various  me- 
thods oj  Making  Artificial  Magnets.  From  Cavallo's 
Treatise  on  '>iagnetism.f 

Experiment  I.  To  make  a  piece  of  soft  iron  acquire  the 
magnetism  from  the  earth. 

Take  a  bar  of  soft  iron,  about  two  or  three  feet  long,  and 
between  half  an  inch  and  two  inches  thick,  (some  kitchen 
pokers  are  very  fit  for  this  experiment)  and  place  it  straight 
ap.:^  Then  place  a  magnetic  needle  on  a  pin,  and,  holding 
the  pin  in  your  hand,  present  the  needle  to  various  parts  of 
the  bar  from  top  to  bottom,  and  you  will  find,  that  in  this 
island,  the  lower  half  of  the  bar  is  possessed  of  the  north 
polarity,  capable  of  repelling  the  north  and  of  attracting  the 
south  pole  of  the  needle ;  and  the  upper  half  is  possessed  of 
the  south  polarity,  capable  of  repelling  the  south  and  of 

*  The  distances  at  which  the  needle  was  placed  from  the  verticle 
conductor,  were  12,  8,  6  and  4  inches. 

f  A  description  of  the  method  of  making  artificial  magnets  has 
long  been  requested  by  some  of  our  readers,  and  we  consider  it  pro- 
bamethat  many  others  will  find  this  article  an  useful  guide. 

^  In  a  proper  manner  of  making  the  experiment,  the  iron  bar 
ought  to  be  placed  in  the  magnetical  line,  viz.  in  the  direction  of  the 
dipping  needle ;  but  as  few  persons  ate  fiimished  with  a  dipping 
needle,  and  many  may  be  desirous  of  performing  this  curious  ex* 
periment,  it  will  be  sufficient  for  those  persons  to  place  the  bar 
straight  up,  when  they  are  in  higher  latitudes  than  forty  degrees 
north  or  south,  but  to  place  it  horizontally  when  thev  are  nearer  to 
the  equator  than  the  above  mentioned  degree  of  latitude. 
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attracting  the  north  pole  of  the  needle.  The  attraction  is 
strongest  at  the  very  extremities  of  the  bar^  it  diminishes  as  it 
recedes  from  them,  and  vanishes  about  its  middle,  where  no 
one  pole  of  the  needle  is  attracted  in  preference  to  the  other. 
In  short,  in  that  situation,  the  iron  bar  is  as  much  a  magnet 
as  any  piece  of  iron  that  stands  within  the  influence  of  a 
magnet.* 

If  you  turn  the  bar  top-side  down,  the  extremity  of  it, 
which  was  south  pole  when  it  stood  uppermost,  will  now  be- 
come north  pole,  and  the  other  extremity  will  become  south 
pole. 

In  the  southern  parts  of  the  world,  the  lower  part  of  the 
bar  is  a  south  pole ;  or,  to  be  more  explicit,  when  in  any  part 
of  the  world  the  bar  is  situated  in  the  magnetic  line,  the 
extremities  of  the  bar  will  acquire  the  polarities  correspond- 
ing to  the  nearest  poles  of  the  earth. 

Experiment  II.  To  fix  in  an  iron  bar  the  magnetism 
which  is  communicated  to  it  by  the  earth. 

The  very  soft  iron  acquires  the  greatest  degree  of  magnetic 
power  in  the  shortest  time,  but  loses  it  with  the  same  quick- 
ness; so  that  if  the  preceding  experiment  be  performed 
with  a  bar  of  that  sort  of  iron,  the  magnetism  communicated 
by  the  earth  will  not  be  permanent ;  but  if  it  be  made  red- 
hot,  and  be  left  to  cool  in  the  magnetic  line,  or  if  it  be  re- 
peatedly struck  with  a  hammer,  whilst  standing  in  the  mag- 
netic line,  it  will  thereby  acquire  a  small  degree  of  permanent 
magnetism ;  which  power,  however,  either  by  leaving  the  bar 
for  some  time  in  an  improper  situation,  or  by  inverting  and 
striking  it  again,  will  be  soon  destroyed. 

When  the  iron  is  somewhat  harder,  the  acquired  magnetism 
lasts  much  longer ;  though  a  longer  time,  or  longer  operation, 
be  required  in  order  to  render  it  magnetic. 

As  the  constant  action  of  a  weak  magnet  on  a  ferruginous 
body  continually  tends  to  increase  the  magnetism  of  that 
body,  so  the  iron  bars  which  are  left  in  the  direction  of  the 
magnetic  line  for  a  considerable  time,  become  continually 
more  strongly  magnetic,  and  the  acquired  power  becomes 
more  permanent. 

The  reason  why  iron,  by  long  standing,  by  hammering  &c., 
acquires  a  permanent  magnetism  from  the  earth,  whereas  by 
the  mere  position,  in  a  short  time,  the  power  is  not  at  all 
permanent,  seems  to  be  the  imequal  texture  of  the  iron ; 
suppose,  for  instance,  that  apiece  of  iron  is  composed  of  hard 

*  Besides  its  power  on  the  needle,  if  the  iron  bar  be  not  very 
short,  it  will  even  attract  small  pieces  of  iron,  as  filings,  &c.,  that 
are  placed  near  its  extremity. 
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and  soft  particles,  or  of  some,  through  which  the  magnetic 
power  moves  very  easily,  and  others,  through  which  it  moves 
very  slowly.  The  former,  then,  of  those  particles  acquire  the 
magnetism  at  first  from  the  earth,  and  lose  it  very  easily ; 
but  by  continuing  in  the  same  position,  or  by  being  softened, 
&c.,  the  hard  particles  gradually  acquire  magnetism  from  the 
former,  and  having  once  acquired  it  retains  that  power  iot  a 
long  time.  It  is,  besides,  very  probable,  and  in  certain  cir- 
cumstances actually  proved,  that  some  sorts  of  iron  become 
harder  by  being  kept  long  exposed  to  the  atmosphere. 

Experiment  III.  To  communicate  a  permanent  magnetism 
to  a  ferruginous  body,  by  means  of  an  iron  bar,  whilst  this 
is  rendered  magnetic  by  the  earth* 

The  simplest  method,  of  producing  this  effect  is  described 
in  the  Philosophical  Transactions,  by  Mr.  Arnold  Marcel  ;* 
part  of  whose  paper  I  think  it  not  improper  to  transcribe  in 
this  place ;  it  being  the  first  method  of  the  kind  that  I  find 
published. 

'*In  the  year  1726,"  says  he,  '^making  several  further 
observations  about  the  magnetical  force  which  I  found  in 
great  pieces  of  iron,  I  made  use  of  a  large  iron  vice,  about 
90  pounds  weight,  in  which  I  fixed  a  small  anvil  of  about  12 
pounds.  Upon  the  bright  surface  of  the  anvil  I  laid  the  steel, 
to  which  1  would  give  the  virtue,  in  a  position  of  north  and 
south,  which  happened  to  be  in  a  diagonal  of  the  square  sur- 
face of  the  anvil ;  then  I  took  a  piece  of  iron,  one  inch  square 
and  33  inches  long,  of  about  8  pounds  weight,  having  one  end 
shaped  as  at  A.  fig.  82.  Plate  XI.,  and  brightly  polished ;  and 
taper  at  the  other  end.  Then  I  held  fast  down  the  piece  of 
steel  with  one  hand,  and  with  the  other  I  held  the  iron  bar 
aforesaid  perpendicularly,  with  its  point  A.  upon  the  steel, 
and,  pressing  hard,  I  rubbed  the  steel  with  the  iron  bar  to- 
wards me,  from  north  to  south,  several  strokes,  always  carry- 
ing the  bar  far  enough  round  about,  to  begin  again  at  the 
north,  to  prevent  the  drawing  back  of  the  magnetical  force. 
Having  thus  given  ten  or  twelve  strokes,  I  turned  the  steel 
upside  down,  leaving  it  in  the  same  position  as  to  north  and 
south,  and,  after  rubbing  it  and  turning  it,  till  I  rubbed  about 
400  times,  it  received  by  degrees  more  and  more  strength, 
and  at  last  had  as  much  as  if  it  had  been  touched  by  a  strong 
loadstone.  The  place  where  I  began  to  rub,  was  always  that 
which  pointed  to  the  north  when  the  needle  was  hung,  the 
end  where  I  had  ended  the  stroke  turning  to  the  south. 
Sometimes  it  happened,  that  in  a  few  strokes  I  gave  the  steel 

♦  Martyn's  Abridgment,  vol.  vi.  part  ii.  p.  278. 
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it»  virtue :  nay,  even  in  the  very  first  stroke,  one  may  give  a 
great  deal  to  a  small  needle.  This  way  I  have  given  the 
magnetical  virtue  to  needles  of  sea  compasses,  made  of  one 
piece  of  steel,  so  strongly,  that  one  of  the  poles  would  take 
up  three  quarters,  and  the  other  a  whole  ounce  of  iron.  Al- 
though these  needles  were  anointed  with  linseed  oil^  which 
made  a  hard  coat,  to  keep  them  from  rusting,  yet  they  kept 
the  virtue  ;  but,  in  strengthening  these  sort  of  needles,  I 
rubbed  by  turns  first  to  the  right  and  then  to  the  left  side. 

"  The  same  way  I  brought  the  virtue  into  the  point  of  a 
knife,  so  that  it  would  sustain  1-f  ounce. 

*^  I  brought  the  said  virtue  into  four  small  pieces  of  steel, 
each  one  inch  long,  and  Vt  ii^^b  broad,  as  thin  as  the  spring 
of  a  watch.  These  four  pieces  1  joined  together,  as  into  an 
artificial  loadstone,  weighing  18  grains  Troy,  and  then  it  did 
draw  up  and  sustain  an  iron  nail,  which  weighed  144  grains 
Troy.  This  artificial  loadstone  has  now  these  six  years  been 
tumbled  about,  and  been  lying  among  iron  and  steel,  and  in 
any  position,  and  yet  has  rather  got  more,  than  lost  any  of 
its  virtue." 

"  The  magnetic  virtue  being  thus  brought  into  iron  or  steel, 
I  have  farther  observed,  that  that  end  where  the  stroke  was 
begun,  would  draw  to  the  north,  and  where  the  stroke  ended, 
lo  the  south,  in  whatever  situation  the  st«el  had  been  laid 
npon  the  anvil  to  give  it  the  virtue.  I  took  a  piece  of  steel 
and  rubbed  it  from  one  end  to  the  middle,  and  then  from  the 
other  end  to  the  middle,  and  found  it  had  two  north  poles,  one 
at  each  end,  and  the  middle  a  south  pole,  &c. 

*'  Further,  beginning  tomb  from  the  middle  towards  each 
end  of  another  piece  of  steel,  I  found  it  to  have  at  each  end  a 
aouth  pole,  and  in  the  middle  a  north  pole." 

A  very  easy  way  of  giving  magnetism  to  a  small  piece  of 
soft  steel,  is  the  following :  Take  two  pokers  of  soft  iron,  or 
two  iron  bars,  of  about  an  inch  square  and  more  than  three 
feet  in  length,  keep  them  in  the  magnetical  line,  or  if  in  this 
island,  perpendicularly,  as  shown  in  fig.  82.  Then  let  the 
piece  of  steel  C  B  be  either  fastened  to  the  edge  of  a  table, 
or  be  held  by  an  assistant ;  and,  placing  the  lower  e3s:tremity 
of  the  bar  A  B,  and  the  upper  extremity  of  the  bar  C  D, 
both  on  the  same  side,  and  in  the  middle  of  the  steel,  stroke 
the  steel  from  the  middle  towards  its  extremities,  moving  the 
end  of  the  bar  C  D  from  the  middle  of  the  piece  of  steel 
towards  its  end  C,  at  the  same  time  that  the  end  of  the  bar 
A  B,  is  moved  from  the  middle  of  the  piece  of  the  steel  to  its 
other  extremity  B ;  and  when  the  bars  are  arrived  at  the  said 
extremities,  remove  them  from  the  steel,  and  apply  them 
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again  to  the  middle,  and  so  on ;  thus  stroking  the  piece  cS 
steel  about  40  or  50  times  on  every  side^  will  give  it  a  con- 
siderable degree  of  masnetism. 

It  is  evident,  that  if  in  this  experiment,  when  the  iron 
bars  are  arrived  at  the  extremities  of  the  steel,  you  bring 
them  back  to  the  middle  of  it,  by  drawing  them  along  the 
surface  of  the  steel,  the  experiment  will  not  succeed,  because 
the  magnetic  power  communicated  by  their  rubbing  the  steel 
in  one  direction,  will  be  destroyed  by  their  contrary  motion. 

Experiment  IV.  To  construct  artificial  magnets  after 
the  manner  of  Mr,  Canton.* 

Let  six  bars  be  made  of  soft  steel,  about  three  inches  long, 
one  quarter  of  an  inch  broad,  and  one  twentieth  of  an  inch 
thick.  Let,  also,  six  other  steel  bars  be  made  quite  hard, 
and  about  six  inches  long,  half  an  inch  broad,  and  one 
eighth  of  an  inch  thick.  Each  of  those  two  sets  of  bars 
must  have  two  pieces  of  soft  iron  called  supports  or  con- 
ductors, both  equal  to  one  bar  of  the  respective  set.  One 
end  of  each  of  these  twelve  bars  must  be  marked  with  a  line, 
which  end  is  to  become  a  north  pole.  Have  ready  an  iron 
poker  and  tongs  that  have  been  long  in  use. 

Place  the  poker  nearly  upright,  or  rather  in  the  magnetical 
line,  with  its  point  downwards ;  and  let  one  of  the  soft  steel 
bars  be  tied,  by  means  of  a  thread,  to  the  middle  of  it,  and 
with  the  marked  end  downwards ;  then,  with  the  lower  end 
of  the  tongs,  held  also  in  an  upright  position,  or  in  the  mag- 
netic line,  stroke  the  steel  bar  from  the  marked  end  upwarc^, 
about  ten  times,  on  both  sides,  which  will  give  it  power 
enough  to  keep  suspended  a  small  key ;  thus  communicate 
magnetism  to  four  of  the  small  bars. 

1  his  done,  lay  the  two  other  small  bars  on  a  table,  parallel 
to  each  other,  about  a  quarter  of  an  inch  asunder,  and  be- 
tween their  iron  conductors  A  B,  C  D,  fig.  84,  taking  care  to 
place  the  marked  end  of  one  of  the  bars  on  one  side,  and  the 
marked  end  of  the  other  bar  on  the  opposite  side.  Now  place 
the  four  bars,  already  made  magnetic,  in  the  manner  shown 
in  fig.  85,  viz.  two  with  their  north  poles  downwards,  and  the 
other  two  with  their  south  poles  downwards.  The  two  of 
each  pair  must  be  placed  breadth  to  breadth^  and  the  two 
pairs  being  put  contiguous  to  each  other  at  top,  must  be  kept 
open  at  a  small  angle,  by  the  interposition  of  some  hard  sub- 
stance I.  This  sort  of  compound  magnet,  formed  of  four 
bars,  must  be  placed  with  its  aperture  on  the  middle  of  one 
of  the  soft  bars  A  C,  taking  care  to  let  the  south  poles  H,  be 

*  Phil.  Tran.  for  the  years  1751  and  1752. 
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towards  the  marked  end  of  the  bar  A  C,  and  the  north  poles 
F  towards  the  other  extremity.  In  this  position^  the  com- 
pound magnet  must  be  slid  from  end  to  end  of  the  said  bar, 
viz.  when  the  poles  H  are  arrived  at  C,  move  the  compound 
magnet  backwards  the  other  way,  till  the  poles  F  come  to  A, 
&c.  Thus  stroke  the  lying  bar  four  times,  ending  at  the 
middle ;  from  whence  take  up  the  compound  magnet,  and 
remove  it  to  the  middle  of  the  other  lying  bar  B  D,  taking 
care,  as  above,  to  let  the  south  poles  be  towards  the  marked 
end  of  the  bar  :  rub  this  in  the  like  manner  :  then  turn  the 
bars  A  C,  B  O,  with  the  sides  which  stood  tqwards  the  table, 
upwards,  and  repeat  the  operation  on  those  other  sides.  This 
being  done,  take  up  the  two  bars  AC,  B  D,  and  let  them, 
form  the  inner  two  of  the  compound  magnet;  and  place  those 
which  were  before  the  two  outside  ones,  between  the  pieces 
of  iron  or  conductors,  and  rub  them  with  the  compound  mag- 
net formed  out  of  the  other  four  bars,  in  the  same  manner  as 
before.  This  operation  must  be  repeated  till  each  of  the 
six  bars  has  been  rubbed  four  or  five  times,  by  which  means 
they  will  acquire  a  considerable  degree  of  magnetic  power. 

When  the  small  bars  have  been  thus  rendered  magnetic, 
in  order  to  communicate  the  magnetism  to  the  large  bars,  lay 
two  of  them  upon  the  table,  between  their  two  conductors  or 
pieces  of  iron,  in  the  same  manner,  and  with  the  same  pre- 
caution, as  were  used  for  the  small  bars ;  then  form  a  com- 
pound magnet  with  the  six  small  bars,  placing  three  of  them 
with  their  north  poles  downwards,  and  the  three  others  with 
their  south  poles  downwards,  l^lace  those  two  parcels  at  an 
angle,  as  was  done  with  four  of  them,  the  north  extremity  of 
one  parcel  being  put  contiguous  to  the  south  extremity  of  the 
other ;  and  with  this  compound  magnet  stroke  four  of  the 
large  bars,  one  after  another,  about  twenty  times  on  each  side, 
by  which  means  they  will  acquire  some  magnetic  power. 

When  the  four  large  bars  have  been  so  far  rendered  mag- 
netic, the  small  bars  are  laid  aside,  and  the  large  ones  are 
strengthened  by  themselves,  in  the  same  manner  as  was  done 
with  the  small  bars. 

With  some  sort  of  steel,  a  few  strokes  are  sufficient  to  im- 
part to  them  all  the  power  they  are  capable  of  retaining; 
other  sorts  require  a  longer  operation ;  and  sometimes  it  is 
impossible  to  give  them  more  than  just  a  sensible  degree  of 
magnetism. 

In  order  to  expedite  the  operation  the  bars  ought  to  be 
fixed  in  a  groove,  or  between  brass  pins  ;  otherwise  the  at- 
traction and  friction  between  the  bars  will  be  continuaUy  de- 
ranging them,  when  placed  between  the  conductors. 
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After  what  has  been  said  in  the  preceding  pages^  the  reader 
may  easily  comprehend  the  reaons  of  the  operations  here 
described^  for  constructing  artificial  magnets. 

ExpxRiMBNT,  V.  To  communicate  magnetism  by  means 
of  two  magnetic  bars. 

It  may  be  readily  understood,  that  in  order  to  communi- 
cate magnetism  by  means  of  two  magnetic  bars,  the  operation 
goes  on  much  in  the  same  manner  as  in  the  preceding  experi- 
ment :  but)  as  it  is  more  convenient  to  use  two  bars^  and  aa 
the  observations  which  may  be  made  on  the  use  of  Uiem  are 
also  applicable  to  the  other  methods  of  communicating  mag- 
Detism,  T  thought  proper  to  treat  of  them  apart. 

In  order  to  communicate  magnetism  to  a  steel  bar,  to  the 
needle  of  a  compass,  &c.  place  the  bar  or  needle  A  B,  fig.  102, 
upon  a  table ;  then  place  the  two  magnetic  bars  CD,  £ F, 
straight  up  upon  A  B,  at  a  little  and  equal  distance  from  the 
midcue  of  the  bar  A  B,  and  in  such  manner,  as  the  south  pole  . 
D  of  one  of  the  bars,  may  be  nearest  to  that  end  of  the  bar 
A  B,  which  is  required  to  become  a  north  pole  &c. ;  then 
these  two  bars  must  be  slid  gradually  towards  one  end  of  the 
bar,  keeping  them  constantly  at  the  same  distance  from  each 
other ;  and  when  one  of  the  magnetic  bars,  for  instance  C  D, 
is  arrived  at  A,  they  must  be  slid  the  contrary  wav,  till  E  F 
arrives  at  B ;  and  thus  the  bar  A  B  must  be  rubbed  a  greater 
or  smaller  number  of  times,  till  it  will  be  found  by  trial,  to 
have  acquired  a  considerable  power.  When  the  magnetic 
bars  are  powerful,  and  the  bar  A  B  is  of  very  good  steel,  and 
not  very  large,  a  dozen  of  strokes  are  fully  sufficient  When 
the  magnetic  bars  are  to  be  removed  from  the  bar  A  B,  care 
must  be  had  to  bring  them  to  the  same  situation  where  they 
were  first  placed,  viz.  at  a  little  and  equal  distance  from  the 
middle  of  the  bar  A  B,  and  then  they  may  be  lifted  up. 

In  this  operation,  the  effect  of  the  bars  may  be  improved 
several  ways,  which  will  be  found  necessary  when  tne  bar 
A  B,  is  proportionately  large,  and  it  is  required  to  give  it  the 
greatest  possible  power.  This  may  be  effected,  first,  by  join- 
ing the  magnetic  bars  at  top,  interposing  a  piece  of  wood  or 
other  substance  except  iron,  to  keep  them  apart,  as  shown  in 
fig.  103 ;  for  in  this  manner,  the  upper  poles  of  the  bars  being 
contiguous,  will  tend  to  strengthen  each  other,  and,  of  course, 
their  lower  poles  will  be  strengthened.  Secondly,  by  placing 
the  bar,  to  be  rendered  magnetic,  between  two  bars  of  soft 
iron,  or  two  other  magnets,  as  shown  in  fig.  103,  or  in  the  man- 
ner directed  in  the  preceding  experiment.  Thirdly,  the 
magnetic  bars  may  be  inclined  the  contrary  way,  after  the 
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manner  used  by  M.  iEpinus^  fig.  104,  so  that  the  magnets 
C  D^  E  F,  may  make  an  angle  of  about  fifteen  degrees  with 
the  bar  A  B. 

The  bar  A  B,  may,  in  the  same  manner,  be  rendered  mag- 
netic, by  means  of  an  armed  magnet,  as  shown  in  fig.  105,  or 
by  a  horse-shoe  magnet,  as  shown  in  fig.  106,  placing  both  of 
the  poles  of  the  magnet  in  contact  with  the  bar,  &c. 

In  all  those  methods,  the  bar  to  be  rendered  magnetic  must 
be  stroked  on  every  side ;  and  in  or^er  to  let  the  magnetic 
centre  fall  just  in  its  middle,  care  must  be  had  to  stroke  one 
half  of  the  bar  just  as  often  as  the  other  half. 

Whenever  a  steel  bar,  or  in  general  a  piece  of  ferruginous 
substance,  is  rendered  magnetic  by  applying  two  bars,  or 
whenever  two  magnetic  poles  are  applied  to  it  at  the  same 
time,  as  used  in  this  and  the  preceding  experiment,  the  oper- 
ation is  usually  called  the  double  touch,  in  distinction  from 
the  single  touch,  which  is  when  only  one  magnetic  pole  is 
applied  to  it. 

Experiment  VI.  To  communicate  the  magnetic  power  to 
crooked  steel  bars* 

Artificial  mamets  are  frequently  made  in  the  shape  of  a 
semicircle,  or  like  a  horse-shoe,  for  the  sake  of  bringing  both 
poles  in  the  same  plane.  These  are  rendered  magnetic  in  the 
same  manner  as  the  straight  bars,  excepting  only,  that  the 
magnetic  bars  which  are  used  for  it  must  follow  the  curvature 
of  the  steel  bar  ;  thus,  if  it  be  required  to  render  magnetic 
the  piece  of  steel  A  B  C,  fig.  107,  place  it  flat  upon  a  table,  and 
to  its  extremities  apply  the  magnets  D  F,  EG,  joining  their 
extremities  F,  G,  with  the  conductor  or  piece  of  soft  iron 
F  G.  Then  apply  the  magnetic  bars  H,  I,  to  the  middle  of 
the  piece  ABC,  and  stroke  it  with  them,  from  end  to  end, 
following  the  direction  of  the  bent  steel,  so  that  on  one  side 
of  it,  the  magnetic  bars  may  stand  in  the  direction  indicated 
by  the  dotted  representation  L  K.  In  this  manner,  when  the 
piece  of  steel  has  been  rubbed  a  sufi&cient  number  of  times  on 
one  side,  turn  the  other  side  upwards,  and  repeat  the  opera- 
tion till  it  has  acquired  a  sufficient  degree  of  magnetism. 

In  this  operation,  the  same  precautions  must  be  followed, 
as  were  recommended  for  the  method  of  communicating  the 
magnetism  to  straight  bars,  viz.,  the  magnets  D  F,  £6,  as 
well  as  the  magnets  H,  I,  must  be  placed  so  that  their  south 
poles  must  be  towards  that  extremity  of  the  bent  steel  which 
is  required  to  be  made  the  north  pole,  and  their  north  poles 
towards  the  other  extremity.  The  magnets  I,  H,  must  be 
first  placed  on  the  middle  of  the  bent  steel,  and  after  having 
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drawn  them  over  one  leg  of  it  as  often  as  over  the  other,  in 
order  to  let  the  magnetic  centre  fall  just  in  the  centre  of  the 
bent  steel,  they  are  removed,  &c. 

Experiment  VII.  To  commfinicate  magnetism  by  the  ap- 
plication of  only  one  magnetic  pole. 

If  a  person  have  only  one  magnetic  bar,  or  a  terrella,  with 
which  he  wishes  to  give  magnetism  to  a  needle  or  other  bar, 
the  only  way  of  effecting  it  is,  to  apply  one  pole  of  the  terrella, 
or  magnetic  bar,  A  B,  fig.  108,  to  one  extremity  C  of  the  needle 
and  to  draw  it  all  along  the  surface  of  it  till  it  reaches  the 
other  end  D,  then  the  magnet  being  removed,  must  be  applied 
again  to  the  extremity  C,  and  must  be  drawn  over  the  needle 
as  before.  Thus  the  needle  must  be  rubbed  several  times,  by 
which  means  it  will  acquire  a  considerable  degree  of  mag- 
netism. 

It  must  be  observed,  that  the  extremity  of  the  needle  which 
the  pole  touched  last,  acquires  the  contrary  polarity.  Thus, 
in  the  present  instance,  if  B  be  the  north  pole  of  the  magnet, 
then  the  extremity  D  of  the  needle  will  afterwards  be  found 
to  have  acquired  the  south  polarity,  and  the  other  extremity 
C,  the  north  polarity. 

In  this  operation  it  is  evident,  that  after  the  first  stroke, 
when  the  magnet  is  applied  again  to  C,  this  extremity,  having 
acquired  the  north  polarity,  will  have  that  power  destroyed  by 
the  vicinity  of  the  north  pole  B  of  the  magnet ;  so  that  it  seems 
that  every  stroke  undoes  what  was  done  in  the  preceding. 
However,  the  feet  is,  that  by  repeating  the  strokes  the  power 
is  increased;  but,  in  general,  this  method  will  never  be  so 
advantageous  as  when  more  than  one  magnetic  pole  is  used ; 
hence  it  ought  not  to  be  used,  excepting  in  cases  of  necessity, 
viz.  when  one  has  only  one  magnetic  bar  or  terrella. 

Experiment  VIII.     To  show  the  disadvantages  arising 
from  the  improper  use  of  magnets  of  different  power 9  and  of 
steel  not  properly  hardened. 

After  having  communicated  the  magnetic  power  to  a  steel 
bar,  by  means  of  a  given  magnet,  examine  its  power  ;  then 
take  a  weaker  magnet,  and  with  it  rub  the  steel  bar  again  in 
the  same  direction  as  was  done  before ;  using  the  same  pole, 
and  in  short,  following  exactly  the  same  operation ;  after  which 
it  might  be  expected,  that  the  magnetic  power  of  the  steel  bar 
was  increased;  but,  on  the  contrary,  it  will  be  found  that  its 
power  is  diminished,  being  now  .not  stronger  than  if  the  steel 
bar  had  been  rendered  magnetic  by  the  second  weak  magnet 
alone. 

In  this  experiment,  it  is  required  that  the  second  magnet, 
though  weaker  than  the  first,  yet  be  not  so  strong  as  to  render 
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the  steel  magnetic  to  its  saturation,  viz,  as  much  as  it  can 
hold ;  for  in  that  case,  the  difference  in  the  effects  of  the  two 
magnets  could  not  be  observed. 

It  appears,  therefore,  that  if  in  communicating  magnetism, 
it  be  advantageous  to  use  weak  magnets  first,  and  then 
stronger  ones,  yet  the  contrary  is  detrimental. 

In  respect  to  the  soft  nature  of  the  steel  that  is  used  for 
artificial  magnets,  it  must  be  observed,  that  soft  steel  or  iron, 
besides  its  losing  the  magnetic  power  very  easily,  is  subject 
to  acquire  more  than  two  poles.  This  may  be  observed  in 
the  following  manner :  Take  two  wires,  about  fourteen  inches 
long,  and  an  eighth  of  an  inch  in  diameter ;  and  let  one  be  of 
steel,  quite  haird,  and  the  other  of  very  soft  steel  or  of  iron, 
but  not  of  the  softest  sort ;  then,  by  means  of  magnetic  bars 
render  these  two  wires  magnetic,  one  after  the  other,  treating 
them  both  alike ;  and  it  wiU  be  generally  found,  that  the  wire 
of  hard  steel  will  have  acquired  only  two  magnetic  poles,  one 
at  each  extremity ;  whereas  the  other  wire  will  have  more 
than  two  poles. 

Experiment  IX.     To  improve  natural  magnets. 

The  same  means  by  whicn  steel  bars  are  rendered  mag- 
netic, or  are  strengthened  in  power,  may  be  applied  to  increase 
the  power  of  a  weak  natural  magnet,  or  to  render  magnetic 
certain  iron  ores ;  but,  as  the  natural  magnets  are  in  general 
very  short,  one  can  seldom  do  more  than  place  them  between 
strong  magnetic  bars ;  however,  when  they  are  sufficiently 
long,  besides  putting  them  between  magnets,  they  must  be 
rubbed  with  other  magnetic  bcu^,  in  the  same  manner,  and 
using  the  same  precautions  as  were  recommended  in  the  me- 
thods of  making  artificial  magnets. 

For  this  operation,  it  is  always  proper  to  remove  the  arma- 
ture from  the  natural  magnets,  if  they  have  any,  as  is  gene- 
rally the  case. 


LXV.      Description   and    Use    of  an    Electro-Magnetic 
Balance,  and  of  the  Pile  for  constant  Currents.    By 
M.  Becquerel.* 

Until  now  we  have  possessed  only  two  means  of  comparing 
currents  with  one  another  in  regard  to  their  intensity :  the 

*  From  the  ^^  Comptes  rendus  hebdomadaires  des  Seances  de 
I'Academie  Roy  ale  des  bciences,"  for  1837,  No.  2  ;  being  an  epi- 
tome of  a  paper  read  before  the  Academy,  9th  January. — Trans- 
lated by  Mr.  J.  H.  Lang. 
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ODe  is  by  making  a  magnetic  needle  oficQlate  for  a  given  time, 
at  a  certain  distance  from  a  wire  conductor,  traversed  by 
currents  not  having  the  same  energy,  and  then  calculating 
the  intensity  of  each  of  them  by  means  of  the  formula  of 
the  pendulum ;  the  other  requires  the  employment  of  the 
multiplier. 

By  neither  of  these  methods  can  we  reduce  the  intensities 
of  one  current  to  an  easily  attainable  common  measure^  an 
object  which  should  be  always  keptin  view  whilst  studying  the 
action  of  forces. 

I  have  endeavoured  to  compare  the  electro-magnetic  effects 
of  a  current  by  means  of  weights.  The  apparatus  used  for 
this  comparison  was  arranged  as  follows  : — Take  a  balance 
capable  of  weighing  to  the  fraction  of  a  milligramme ;  to  each 
of  the  extremities  of  the  beam  suspend  &om  a  vertical  stem^ 
a  scale  pan,  and  a  magnet  whose  north  pole  is  situated  in 
the  lower  end;  afterwards  place  beneath,  on  a  conveniently 
situated  apparatus,  two  glass  tubes  of  a  sufficient  diameter  to 
allow  the  two  bars  to  enter  easily  without  touching  the  sides. 
About  each  of  these  tubes  is  twisted  a  copper  wire  covered 
with  silk^  so  as  to  form  ten  thousand  circumvolutions.  After 
having  placed  the  bars  in  the  axis  of  the  spirals,  make  an 
electric  current  traverse  the  wire.  Considering  first  a  single 
spiral,  it  is  very  evident  that  the  magnetized  bar,  as  well  as 
the  beam  with  which  it  is  in  connexion,  will  be  raised  or 
lowered  according  to  the  direction  of  the  current.  Let  us  now 
dispose  of  the  second  spiral^  so  that  the  motion  of  the  beam 
shiul  be  in  the  same  direction  when  the  wire  is  traversed  by 
the  current,  and  then  connect  the  two  spirals ;  the  action  that 
they  exercise  on  the  bars  will  necessarily  be  increased. 
Some  examples  will  give  an  an  idea  of  the  use  of  this 
apparatus.  Having  taken  two  plates— one  of  zinc,  and  the 
other  of  copper — ^presenting  each  a  surfece  of  four  centimeters 
square^  ana  in  communication  with  the  two  spirals,  immersing 
them  at  the  same  time  in  10  grammes  of  distilled  water,  one 
of  the  scale  pans  was  weighedf  down,  and  it  was  necessary  to 
add  to  the  other  a  weight  of  2*5  milligrammes  to  maintain  the 
equilibrium  ;  the  magnetic  needle  of  a  multifdier,  with  a  short 
wire,  which  had  been  placed  in  the  circuit,  was  deviated  to 
60*.  By  adding  to  the  liquid  a  drop  of  sulphuric  acid,  it  was 
necessary  to  employ  35*5  milligrammes  to  maintain  the  equi- 
librium :  the  two  currents  were  then  in  the  proportion  of 
about  1  to  14. 

I  afterwards  sought  the  relation  by  weights  between  cur- 
rents proceeding  from  piles  composed  of  more  or  less  nume- 
rous elements ;  with  a  pile  of  40,  charged  with  water  con 


'400      M.  Becquerel  on  an  Electro-Magnetic  Balance. 

taining  ^'^  sulphuric  acid^  ^'^  marine  salt^  and  some  drops 
of  nitric  acid,  I  was  obliged  to  take  615  milligrammes  to 
maintain  the  equilibrium  ;  whence  it  follows  that  the  inten- 
sity of  this  current  is  to  that  obtained  by  a  single  pair  as  17^ 
to  I. 

For  measuring  thermo-electric  currents  I  made  use  of 
spirals  like  the  former,  except  that  they  were  formed  with 
two  series  of  circumvolutions.  I  applied  it  to  the  determi- 
nation of  the  temperatures  of  the  difi'erent  strata  of  the  flame 
of  an  alcohol  lamp,  by  means  of  two  platina  wires,  not  having 
the  same  diameter,  and  united  by  one  of  their  ends.  These 
temperatures  have  been  found  equal  to  1310*'  98 ;  913*'  24  ; 
743'-  50. 

The  examples  given  in  my  memoir  prove  with  what  facility 
electrical  currents  of  different  degrees  of  tension,  may  be 
compared  with  each  other  by  means  of  weights. 

When  we  wish  to  measure  the  continued  action  of  a  force, 
we  must  first  seek  the  means  of  giving  it  a  constant  intensity. 
But  the  electric  current  produced  by  the  common  piles,  and 
even  by  a  single  pair  is  subject  to  such  continual  variations 
that  it  is  impossible  to  submit  its  mode  of  action  to  calcula- 
tion. It  is  to  avoid  this  inconvenience  that  we  have  con- 
structed a  pile  which  excites  a  current  whose  intensity  does  not 
sensibly  vary  for  24,  and  sometimes  even  for  48  hours. 

I  published  an  account  some  years  ago,  of  an  apparatus 
having  the  property  of  producing  a  current  which  displays 
but  little  variation  during  the  time  specified.  It  was  formed 
of  two  small  glass  vessels,  one  of  which  contained  concentra- 
ted nitric  acid,  and  the  other  a  solution  of  caustic  potash,  also 
concentrated.  The  two  vessels  communicated  with  each  other 
by  means  of  a  bent  glass  tube,  filled  with  very  fine  clay, 
moistened  with  a  solution  of  marine  salt.  In  the  vessel  which 
contains  the  alkali  immerse  a  plate  of  gold,  and  in  the  other  a 
plate  of  platinum.  By  connecting  these  two  plates  with  a  mul- 
tiplier, a  tolerably  energetic  current  may  be  perceived,  re- 
sulting from  the  reaction  of  the  acid  on  the  sea  salt  and 
potash.  The  gold  plate  takes  negative  electricity  to  the  alkali^ 
and  the  platinum  positive  to  the  acid. 

To  obtain  the  maximum  effect,  we  must  pay  attention  to 
the  following  considerations  in  the  construction  of  this  appa- 
ratus. If  it  were  possible  to  convert  into  a  current,  all  the 
electricity  which  is  disengaged  by  the  combination  of  a  given 
quantity  of  acid  with  a  proportionate  quantity  of  alkali,  this 
current  would,  in  its  turn,  be  capable  of  decompo&ing  all  the 
salt  formed.  Hence,  if  in  the  reaction  of  an  acid  with  an 
eJkali  >vp  can  secure  a  sufficiently  strong  part  of  the  disen- 


and  on  a  Foltaic  Battery  of  constant  action.       401 

gaged  electricitieflf,  we  may  have  a  current  of  an  intensity 
capable  of  effecting  decompositions.  To  fulfil  in  part  this 
condition,  we  take  twoplatina  tubes,  each  bent  at  one  of  its  ends 
to  enable  it  to  enter  into  a  tube  of  glass.  One  of  the  platina 
tubes  is  filled  with  clay,  moistened  with  nitric  acid ;  the 
other  with  clay  moistened  with  a  solution  of  potassa,  and  the 
intermediate  tube  with  clay  moistened  with  a  solution  of  sea- 
salt.  The  lower  extremities  of  the  platina  tubes  are  closed 
by  lids  of  the  same  metal,  pierced  with  many  small  openings. 
The  end  of  the  tube  which  is  filled  with  the  acid- moistened 
clay  is  immersed  in  some  nitric  acid^  and  the  other  in  a  solu- 
tion of  potassa.  To  facilitate  the  transmission  of  the  elec- 
tricity through  the  clay  to  the  sides  of  the  tube,  a  little 
powdered  platinum  is  mixed  with  it  to  increase  its  conduc- 
tibility. 

Things  being  thus  arranged,  to  the  extremities  of  the 
bent  branches  platina  wires  are  fixed,  for  the  purpose  of 
transmitting  the  current  through  those  bodies  on  which  we 
are  operating.  By  uniting  several  of  these  apparatus  we  have 
a  pile  whose  effects  are  constant. 

One  of  these  pairs  alone  has  required  8*5  milligrammes  to 
maintain  the  equilibrium.     At  the  same  time  a  short  wired 

Salvanometer  placed  in  the  circuit  gave  a  deviation  of  79 
egrees.  I  have  shown  in  my  memoir  that  the  efiects  of 
this  pile  do  not  sensibly  vary  for  a  considerable  time. — 
It  is  easy  to  account  for  this  permanency  in  its  effects. 
We  know  that  the  decomposing  metallic  plates  forming 
part  of  a  voltaic  circuity  and  immersed  in  a  solution,  become 
polarized,  so  as  to  impel  a  current  in  a  direction  opposite 
to  the  first :  the  polarization  of  each  of  these  plates  arises 
from  the  deposition  of  a  substance  transferred  to  its  sur- 
face by  the  current^  and  whose  nature  depends  on  the  posi- 
tion of  this  plate  with  regard  to  the  extremities  of  the  pile. 
While  this  substance  remains  in  contact  with  the  plate,  there 
will  be  a  current  in  a  direction  contrary  to  the  primi- 
tive ;  but  if  the  substance  be  surrounded  by  a  liquid  which 
has  a  strong  affinity  for  it,  it  combines  with  it^  and  the  plate 
is  immediately  depolarized.  This  is  precisely  what  takes 
place  in  the  different  elements  of  the  pile  we  have  described  : 
the  alkali  which  is  transferred  to  the  negative  plate  combines 
immediately  with  the  surrounding  acid,  and  that  deposited 
on  the  positive  plate  is  neutralized  by  the  acid  which  sur-^ 
rounds  it. 

I  have  entered  into  some  details  on  the  electro-che- 
mical effects    of  polarization  of  the    decomposing  plates, 


402     M.  fieequerel  an  an  Electro-Magnetic  BahmeB, 

when  they  transmit  uniform  currents  produced  by  an  appa- 
rlitus  composed  of  1^  2,  3^  or  4  pairs.     I  afterwards  shov-^ 
ed  the  result  of  my  first  experiments    with  the  apparatus 
already  described^  for  the  purpose  of  establishing  the  re- 
lations    which    connect    the    afEnities    with   the    electric 
forces.     Since  the  discoveries  of  M.  Faraday  on  the  defi- 
nite  nature  and  extension  of  electro-chemical  decomposi- 
tion^ we  know  that  the  chemical  power  of  a  current  is  in 
direct  prc^rtion  to  the  absolute  quantity  of  electricity  which 
passes.     It  is  by  depending  upon  this  principle  that  he  has 
determined  the  equivalents  of  bodies  ;  but  m  his  researches 
he  has  not  noticed  the  absolute  intensity  of  the  force  which 
acts  at  each  instant :  it  is  this  gap  th&t  I  have  tried  to  fill  up 
by  means  of  my  apparatus.     It  ha£(  been  remarked  for  a  long 
time  that  the  elements  which  are  combined  with  the  most 
energy  are  those  which  are  decomposed  with  the  greatest  &ci- 
lity  by  the  current^  and  those  which  are  combined  by  virtue  of 
the  weakest  affinities  are  also  those  which  are  least  obedient  to 
the  decomposing  action  of  the  electricity  in  motion;  from  which 
it  seems  to  result,  that  all  compound  bodies  are  decomposed  by 
the  influence  of  a  current^  in  proportion  to  the  force  of  the 
affinity  which  unites  their  elements.     If,  then,  we  could  es- 
tablish a  relation  between  the  intensity  of  the  currrent^  and 
the  affinity,  we  should  have  a  means  of  measuring  the  latter. 
In  researches  of  this  kind  attention  should  be  paid  to  the 
following  observations  of  M.  Faraday : — Ist,  that  the  electric 
powers,  like  the  chemical  action  of  the  electricity  are  definite ; 
2d,  that  a  considerable  quantity  of  electricity  in  the  form  of 
a  current  decomposes  only  a  few  elements  ;  3d,  that  the 
electric  agent  is  only  employed  to  overcome  the  electro-che- 
mical powers — ^whence  it  follows  that  the  quantity  which 
passes  IS  at  least  equal  to  that  which  the  particles  possess 
when  separated ;    4th,  that  there  exists  a  perfect  concord 
between  the   theory  of  definite    proportions  and  that    of 
electro-chemical  affinity :    whence  it  results  that  we  maj 
consider  the  equivalent  parts  of  bodies  as  volumes  whi<ji 
contain  equal  quantities  of  electricity^  or  at  least  which 
have  equal  electric  powers.     The  atoms  of  bodies  whidi 
are  equivalent  to  each  other  in  their  ordinary    chemical 
action,    have,  therefore,  equal  quantities  of  electridty  com- 
bined with  them.     The  following  are  the  first  experiments 
I  made  for  the  solution  of  the  question  I  had  proposed. 

When  an  invariable  current  is  passed  through  two  solu- 
tions, at  difierent  degrees  of  satnraticHi,  of  a  salt  with  a  re- 
ducible base,  the  quantitv  of  salt  decomposed  is  precisely  ths 
same  in  both.     I  took  2*8  grammes  of  dry  nitrate  of  cop- 
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per»  which  was  dissolved  in  10.3  graTnmes  of  water  :  half  the 
solution  was  increased  by  its  volume  of  water  ;  the  two  copper 
wires  which  were  immersed  in  the  two  negative  branches 
weighed  0*3385  grammes.  After  48  hours'  experiment  these 
wires  weighed  0*36  grammes  :  they  had  gained  consequently 
0*215  grammes.  The  intensity  of  the  current  which  pro- 
duced this  effect  was  represented  by  5  milligrammes. 

The  intensity  being  diminished  by  one-half^  the  quantity 
of  copper  reduced  in  48  hours  was  equal  to  O'Ol  grammes^  that 
is  to  say,  half  of  that  obtained  in  the  preceding  experiment. 

I  submitted  the  same  wire,  and  the  same  solutions  for  48 
hours  to  the  action  of  a  current,  counterbalancing  3  milli- 
grammes ;  I  obtained  0*012  milligrammes  of  copper ;  if, 
now,  the  quantities  of  copper  reduced  in  the  two  experiments 
be  compared,  they  will  be  found  exactly  proportional  to  the 
intensities  of  the  current.  Various  experiments  of  the 
same  kind  have  been  made  on  solutions  of  nitrate  of  silver, 
varying  the  density  of  the  solution,  and  the  intensity  of  the 
current.  The  quantities  of  metal  reduced  were  exactly  pro- 
portional to  the  variation  of  the  current,  the  source  remaining 
constant,  this  being  an  indispensable  condition. 

These  results  follow  from  the  observations  of  M .  Fa- 
raday ;  but  there  is  this  difference  between  his  and  mine — 
viz.  That  he  has  not  noticed  the  absolute  intensity  of  the 
current,  whilst  I  have  taken  account  of  it,  and  we  shall  see  in 
another  memoir  the  advantages  to  be  derived  from  the  intro- 
duction of  this  new  element  in  experiments  on  electro-chemi- 
cal researches. 

I  have  tried,  by  means  of  the  electro-magnetic  balance, 
when  solutions  of  different  metals  were  submitted  to  the  action 
of  the  same  current  of  known  intensity,  what  relation  existed 
between  the  quantities  of  metal  reducea ;  three  solutions,  one 
of  copper,  one  of  silver,  and  one  of  zinc  were  introduced  into 
the  circuit.  These  solutions  were  in  U  tubes,  and  each  of  them 
on  the  negative  side  was  in  contact  with  a  plate  of  platinum, 
and  on  the  positive  with  a  plate  of  the  same  metal  as  that 
in  solution  ;  they  were  submitted  to  the  action  of  an  appa- 
ratus of  two  pairs  prepared  with  the  platina  cylinders.  The 
foDowing  are  the  results  : — 

The  intensity  of  the  current  count  erbalanced  a  weight  of 
5*5  milligrammes. 

After  |24 1  hours'  experiment,  the  silver  precipitated 
weighed  0*305  milligrammes  ;  the  weight  of  the  copper  pre- 
cipitated 0*090  milligrammes ;  that  of  the  zinc  precipitated 
0*0925  milligrammes.  If  now  we  examine  the  proportion  of 
the  three  quantities  of  metal  precipitated,  we  shall  find  that 
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they  are  proportional  to  the  atomic  weights  of  the  silver^  cop- 
per, and  zinc ;  for  if  we  consider  the  two  first,  we  have 
305 :  90 : :  108  (the  atomic  weight  of  the  silver)  to  31  -8,  instead 
of  3 1*6,  the  atomic  weight  of  the  copper.  Likewise  305 :  92*5  : : 
10^,  (the  atomic  weight  of  the  silver)  to  32*8  (the  atomic 
weight  of  the  zinc),  instead  of  32*5,  as  found  by  M .  Faraday. 
Hence  we  see  that  an  apparatus  with  a  constant  current,  com- 
posed only  of  two  pairs,  with  the  electro-magnetic  balance, 
enables  us  to  find  the  atomic  weights  of  metals,  and  to  deter- 
mine the  quantities  of  metal  reduced,  corresponding  to  a  given 
intensity  of  current. 

LXVI.  Description  of  Coulomb*s  Electrical  Balance,  or 
Torsion  Electrometer.  From  Dr.  Olinthus  Gregory's 
translation  of  Hauy*s  JVatural  Philosophy. 

Coulomb  has  given  to  the  apparatus  which  he  used  in  the 
experiments  relative  to  electricity,  the  name  of  the  electrical 
balance  ;  which  is  extremely  appropriate,  since  it  furnishes 
the  means  of  establishing  the  equilibrium  between  an  electric 
force  and  another  force  whose  smallest  quantities  are  suscep- 
tible of  being  measured  with  much  precision. 

This  latter  force  is  denominated  the  force  of  torsion.  It 
is  the  effort  made  by  a  thread  which  has  been  twisted  to 
untwist  itself  and  return  to  its  former  state.  Let  a  c  fig.  109, 
plate  Xn.  be  a  thread  or  wire  of  metal  or  other  matter  to 
which  a  small  lever  b  d  is  suspended  by  its  middle ;  let  us 
suppose  that  this  lever  being  first  in  a  state  of  quiescence) 
begins  to  turn  about  a  point  c,  by  describing  circular  arcs 
with  its  two  extremities.  The  threeid  becomes  twisted  at  the 
same  time  by  a  number  of  degrees  equal  to  that  which  is 
comprised  in  each  of  these  arcs :  and  if  we  would  retain  it 
in  this  state  of  torsion,  we  must  apply  to  one  or  other  of  the 
extremities  b,  d,  of  the  lever,  a  resistance  which  will  counter- 
balance the  effort  of  the  thread  to  return  to  that  point  where, 
the  lever  being  immoveable,  the  torsion  would  be  nothing. 
Now  Coulomb  has  proved  that,  all  other  things  being  equal, 
the  effort  which  he  names  force  of  torsion  is  proportionsu  to 
the  angle  of  torsion :  let  us  imagine,  for  example,  that  in  the 
case  we  have  been  speaking  of,  the  arc  described  by  the  point 
6,  or  by  d,  or  which  comes  to  the  same,  the  quantity  of  torsion 
was  30^,  and  let  us  denote  by  r,  the  resistance  capable  of 
making  an  equilibrium  to  that  torsion:  then,  if  we  suppose  a 
double  torsion,  or  any  arc  of  60^  described,  it  will  be  neces- 
sary, in  order  that  there  should  be  again  an  equilibrium,  to 
employ  a  resistance  equivalent  to  2  r. 
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The  apparatus  contrived  by  Coulomb  is  composed  prin- 
cipally of  a  glass  cage  A  C  D  B*  fig.  110,  covered  with  a  large 
plate  A  C,  of  the  same  substance.  Upon  the  middle  of  this 
plate  is  fastened  a  vertical  tube  fe  b  A,  likewise  of  glass,  and 
surmounted  by  a  much  shorter  tube  or  collar  of  brass  cb  hd, 
in  which  another  tube  of  the  same  metal  turns  with  friction. 
The  latter  carries  a  plate  /  y,  having  an  orifice  at  its  centre  to 
receive  a  little  stem  or  pivot,  on  which  is  fixed  an  index  ol 
that  is  made  to  turn  at  the  same  time  with  the  pivot.  Tliie 
rim  of  the  plate  lyis  divided  into  360  degrees,  in  the  order 
oilky.  The  pivot  carries  at  its  inferior  extremity  a  little 
pincer  which  holds  a  very  thin  silver  thread  p  n,  at  whose 
liottom  is  suspended  a  little  brass  cylinder  n  u,  to  keep  it 
stretched.  This  cylinder  is  split  in  the  direction  of  its  length , 
and  performs  the  office  of  pincers  to  press  and  retain  the 
little  lever  a  g,  one  of  whose  arms,  namely  n  a,  is  made  of  a 
silk  thread  varnished  with  gum  lac,  and  terminated  by'  a 
little  circular  plane  a  of  gilt  paper.  The  other  arm  is  a  copper 
wire  n  g,  of  such  a  length  as  ensures  the  horizontal  position 
of  the  lever.  Now,  it  is  in  the  torsion  impressed  upon  the 
metallic  thread  or  wire  p  n,  that  the  force  consists  which  serves 
to  measure  that  of  the  electric  bodies  whose  effect  it  balances. 

The  plate  A  C  has  another  orifice  at  m,  through  which 
passes  a  second  silk  thread,  varnished  also  with  gum  lac,  and 
maintained  in  the  direction  m  t,  nearly  vertical,  by  means  of 
a  stick  r  s  of  sealing  wax.  This  silk  thread  sustains  at  its 
inferior  extremity  a  ball  x,  which  corresponds  to  the  point  zero 
of  a  graduated  circle  z  q  fixed,  or  marked,  on  the  outside  of 
the  cage  A  B  C  D.  We  may  always,  by  means  of  the  supe- 
rior brass  tube,  which  we  can  turn  without  difficulty  in  the 
collar  within  which  it  is  fitted,  dispose  things  in  such  a  manner 
that  the  little  circular  plane  a  shall  touch  the  ball  Xy  without 
obliging  the   thread  of  suspension  p  n  to  experience   any 

torsion,  t 

Things  being  supposed  in  this  state,  we  shall  proceed  to 
describe  the  experiments  made  by  Coulomb  before  the  Aca- 
demy of  Science,  in  1785.  This  philoscjpher  first  electrified 
the  gilt  card  a,  and  the  brass  ball  x,  by  touching  them  with 
a  little  conductor  charged  with  vitreous  electricity,  which  he 
introduced  into  the  cage  by  an  aperture  fcrmedfor  that  purpose; 

*  We  may  give  to  this  cage  either  a  cylindrical  form,  such  as 
that  represented  in  the  figure,  or  a  cubical  form,  at  pleasure. 

+  The  honourable  Mr.  Cavandish  h?8  employed  a  nearly  similar 
construction  to  this  of  Coulomb,  in  his  valuable  experiments  relative 
to  the  force  of  gravity.     Phil.  Trans.  1798, 

Or  at  page  388  vol.  XVIII.  Hutton's  abridgement.    Enrr. 
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immediately  the  ball  repelled  the  little  circular  plane  to  a 
distance  of  36^  estimated  fi*om  the  position  of  that  plane 
with  regard  to  the  circumference  described  upon  the  glass 
cage.  By  a  necessary  consequence  the  metallic  wire  was 
twisted  an  equal  number  of  degrees.  Coulomb  continued  the 
.  torsion  by  a  feirther  quantity  equal  to  126<^^  by  turning  the 
index  o  I  attached  to  the  pivot  which  held  the  thread  sus- 
pended; and  it  will  be  easy  to  conceive  that,  in  this  case,  the 
rotating  motion  of  the  index  ought  to  be  in  a  direction  contrary 
to  that  in  which  the  gilt  circle  had  moved. 

The  force  of  torsion  was  then  found  to  be  considerably 
augmented,  and  the  repulsive  action  of  the  two  bodies  being 
no  longer  sufficient  to  balance  it  at  such  a  distance,  the  gilt 
.  circle  returned  again  towards  the  ball  until  it  reached  the  point 
where  the  repulsive  force  had  so  increased  in  consequence  of 
the  diminution  of  distance  that  the  equilibrium  was  re- 
established, at  that  moment  the  distance  between  the  bodies 
was  only  18° . 

Now  it  must  be  remarked  that  the  impressed  torsion  of 
126%  being  a  continuation  of  36^  previously  produced  by  the 
repulsion  of  the  two  bodies,  if  we  subtract  from  this  latter  the 
18^  through  which  the  thread  had  untwisted  itself,  while  the 
gilt  circle  returned  towards  the  brass  ball,  there  will  remain 
18*^  which,  added  to  the  326  of  torsion  impressed,  will  give 
144°  for  the  total  torsion  relatively  to  the  second  position  of 
the  two  bodies.  But  the  torsion  which  had  place  in  the  pre- 
ceding position  was  of  36^;  whence  it  resulted  that  the  two 
repulsive  forces  which  made  the  equilibrium  with  these  two 
torsions,  were  in  the  ratio  of  144  to  36,  or  that  of  4  to  I. 
Now  the  corresponding  distances  were  18  and  36,  or  as  I  to  2; 
from  which  it  appears  that  the  repulsive  forces  conformed  to 
the  inverse  ratio  of  the  square  of  the  distances. 

This  experiment  was  varied  in  several  different  ways^ 
according  to  other  relations  between  the  distances;  and  all 
the  results  were  found  conformable  to  the  same  law.'* 
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LXVI.  Amwer  to  J.'t.  Queriet  in  the  latt  No.  0/  the 
Annalt.  By  E.  M.  Clarke,  PhilMophicai  Inatrument 
Maker. 

Tvist  a  piece  of  copper  wire  round  the  outside  coating  of 
the  Leyden  jar,  A,  Fig,  13,  con- 
nect it  wita  the  block  of  the 
magnetic  electrical  machine,  (for 
a  dcBcriptioD  of  it  see  No.  2,  page 
146  of  the  Annals).  Withdraw 
the  sponge  from  the  director  V, 
and  connect  ita  wire  with  the  end 
of  the  armature,  as  in  the 
figure.  Rotate  the  armature  at 
a  moderate  speed,  hold  the  di- 
rector hj  the  wood  handle,  and 

make  it  touch  the  ball  for  a  moment  only,  as  on  that  dependa 
the  success  of  the  experiment,  aa  it  is  only  one  spark  that 
shows  the  feet.  Should  the  director  rest  on  the  ball  so  as  that 
two  or  more  sparks  are  obtained  from  the  armature  you  fail. 
Bring  the  ball  of  the  Leyden  iar  in  contact  with  a  delicate 
gold  leaf  electroscope  and  the  leaves  will  be  diverged.  Very 
Bttle  practice  will  make  you  perfect  in  developing  their  effect. 
The  jar  is  charged  to  a  very  low  intensity  indeed ;  hut  I  found 
that  after  diverging  the  gold  leaves,  if  I  put  my  hand  on  the 
electroscope  so  as  to  discharge  it  and  the  gold  leaves  colapae ; 
on  touching  the  electroscope  with  the  ball  of  the  jar,  again  the 
leaves  diverged  with  as  much  energy  as  before.  I  again  dis- 
charged the  electroscope,  and  again  produced  a  divergence : 
this  1  repeated  13  tiroes,  with  the  same  effect  each  time,  from 
the  one  charge.  I  had  not  time  to  pursue  the  experiment 
fiirther,  but  would  be  glad  to  know  to  what  extent  it  could  h» 
carried.  The  jar  1  used  was  8  inches  deep,  5j  inches  diame- 
ter, open  at  top — the  tinfoil  coatings  were  6}  inches  de^. 

Fig.  14,  is  the  form  of  a  conduc- 
tor, Ihave  always  found  far  supe- 
rior to  any  other.  I  have  made  a 
multiplicity  of  different  forms  ac- 
cording to  the  directions  of  different 
amateur  electricians.  I  make 
them  of  sheet  ci^per  and  have  thero  japanned  very  thick, 
always  taking  the  spark  from  the  braes  ball  at  the  end,  other- 
wise you  break  up  the  surface  of  the  japan,  which  causes  a 
partial  dissipation  of  the  electricity:  the  same  takes  place 
with  lacquered  brass.  Indeed  it  is  a  useless  expence  having 
brass  conductors;  for  tinned  sheet  iron,  if  japauued,  is  far  better 
and  much  cheaper,  but  copper  is  best. 
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Your  arrangement  of  the  voltaic  magnet  is  decidedly  better 
than  the  one  at  the  Adelaide  Gallery ;  but  still  there  is  an  ob- 
jection to  it,  namely,  spilling  your  mercury  when  you  break 
connexion  with  the  voltaic  battery,  more  especially  if  you 
have  a  heavy  weight  suspended  at  the  time.  My  plan  is — I 
solder  the  ends  of  my  wires  to  a  slip  of  brass,  at  the  end  of 
which  is  a  cylindrical  piece  having  a  hole  drilled  up  it.  I  then 
have  a  binding  screw,  so  that  when  I  put  my  thick  conduct- 
ing wires  from  the  battery  into  the  cylinders,  metallic  contact 
is  secured  by  the  binding  screw.* 

Laboratory  of  Science, 
11,  Lowtner  Arcade, 
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LXVIT.  On  the  application  of  Electro-magnetism  to  the 
moving  of  Machines,  By  M.  H.  Jacobi,  Teacher  of 
Sciences,  and  Professor  in  the  imperial  University  of 
Dorpat.f 

PREFACE. 

The  great  discovery  of  M.  CErsted,  which  lias  so  much 
extended  the  bounds  of  the  physical  sciences,  promises  a  new 
career  to  the  practical  mechanic.  The  agents,  which  are  used 
at  present  for  the  moving  of  machines, '  are  not,  properly 
called^  forces,  but  only  masses  animated  by  forces.  I'hese 
masses  are  made  to  act  on  the  point  of  application  of  a  ma- 
chine, and  consequently  they  can  only  give  it  a  speed  conform- 
ably to  their  own  moving  principle.  But  magnetism  permits 
us  to  employ  a  force  at  once ;  the  point  of  application  is  the 
force  itself.  We  see  a  very  considerable  force  thus  produced 
without  there  being  any  exterior  influence.  Our  interest  in 
such  a  phenomenon  is  greatly  increased  by  the  simplicity  of  its 
production  and  facility  of  comprehending  it.  But  upon  closer 
examination  we  find  that  those  forces  which  are  active  in  pro- 
ducing motion  combine  many  complicated  circumstimces. 
The  phenomenology  of  electricity  and  magnetism  is  but  con- 
fused at  present.  We  are  not  surprised  that  almost  every  day 
we  discover  some  new  phenomena  both  striking  and  unex- 
pected. The  views  that  I  have  taken  of  these  forces  have 
been  partly  confirmed  and  partly  shaken  or  even  overthrown  in 
the  course  of  my  researches ;  notwithstanding,  as  soon  as  I  have 
been  obliged  to  renounce  one  view  another  has  presented 
itself,  showing  signs  of  favourable  results.    For  example:  the 

^  *  Dr.  Hare  keeps  his  connecting  wires  together  by  means  of  small 
vices. 

+  Translated  from  the  French,  bvMr.  J.  H.  Lang. 
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remarkable  reaction,  which  prevents  motioa  from  being  ac« 
celerated  to  infinity,  has  become  a  new  source  of  force ;  an 
exact  knowledge  of  galvanic  action  brings  the  expenses  of 
keeping  it  up  to  a  minimum. 

I  have  limited  my  researches  to  certain  experiments,  which 
very  nearly  affect  the  same  object,  and  from  them  I  am^going 
to  publish  only  those  which  have  given  the  results,  or  at  least 
make  us  hope  for  them.  I  have  as  mbch  as  possible  sup* 
pressed  all  purely  theoretical  considerations. 

The  practical  application  appears  to  me  to  be  decided  by 
ray  experiments  ;  to  go  beyond  would  only  be  to  enlarge  an 
effect  with  which  one  may  be  already  content,  as  soon  as  we 
lay  aside  our  sanguine  wishes.  It  is  no  great  thing  to  have 
electro-magnets,  which  bear  2,0(X)lbs. ;  mine  supports  only 
30  or  40  at  most.  Nevertheless,  these  feeble  magnets  have 
given  me  a  mechanical  action  equal  to  half  the  power  of  a  man. 
To  maintain  which,  for  eight  hours,  every  thing  being  well 
disposed,  barely  half  a  pound  of  zinc  has  sufficed. 

I  have  not  yet  been  able  to  construct  a  larger  apparatus, 
besides  I  should  wish  to  work  mine  to  the  greatest  possible 
extent,  so  that  it  might  completely  manifest  the  nature  of 
active  forces.  My  experiments  are  easily  repeated ;  all  that  is 
required  is  carefully  to  attend  to  the  construction  of  the  com- 
mutator y  and  also  that  of  the  galvanic  apparatus.  Those  who 
are  acquainted  with  electro-magnetic  phenomena,  will  easily 
make  the  necessary  arrangements,  and  give  the  just  propor- 
tions to  the  details.  The  end  of  this  memoir  will  be  attained 
as  soon  as  it  inspires  interest  for  an  object  which  is  worthy 
of  it. 

Konigsburg,  April  21,  183.5. 

1. 

In  November,  1834, 1  had  the  honour  to  present  anote  to  the 
*'  Academy  of  Sciences"  at  Paris,  on  a  new  electro-magnetic 
machine.  This  note  was  read  at  the  Session  on  the  1st,  of 
December,  and  an  abstract  printed  in  the  '*  Institute"  No.  82, 
of  December  3d,  to  which  I  refer.  Since  that  time  M.  M. 
Botto  and  dal  Negro  have  claimed  the  priority  of  the  invention, 
the  latter  in  the  Institute,  No.  110  of  the  17th  of  June. — 
The  competition  in  which  I  was  placed  with  men  of  such  dis- 
tinguished talent,  served  but  to  strengthen  my  conviction  of  the 
utility  of  this  new  motive  power.  A  discussion  of  priority  has 
only  an  historical  interest.  It  is  not  surprising  that  men  be- 
tween whom  there  is  scarcely  any  communication,  should 
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study  the  same  subject  nearly  at  the  same  time.  But  we  ought 
not  to  deceive  ourselves  that  after  the  great  discovery  of  M. 
CErsted^  and  the  essays  of  Mr.  Sturgeon,  who,  appears  to  me 
to  be  the  first  who  has  given  a  great  magnetic  intensity  to 
soft  iron  by  means  of  an  electric  current,  and  has  seen  the 
instantaneousness  with  which  this  magnetism  may  be  anni- 
hilated or  reversed,  as  soon  as  the  electric  current  is  changed ; 
it  was  not  difficult  to  conceive  the  idea  that  some  motion  or 
some  mechanical  work  might  be  produced  by  the  electro-mag- 
netic excitation  of  soft  iron.  In  reality  it  is  to  M.  CErsted  that 
we  should  grant  the  palm.  We  others  can  only  have  the  merit 
of  knowing  how  to  apply  this  new  force  to  ingenious  works 
and  to  the  wants  of  life.  This  will  most  likely  fall  to  the  lot 
of  him  who  best  understands  the  mechanical  and  physical 
principles  of  this  motive  power. 

2. 

In  May,  1834,  I  constructed  the  first  magnetic  machine 
for  continued  primitive  circular  motion.  It  is  true,  like  M. 
dal  Negro,  I  had  had  the  idea  of  applying  this  force  to  mecha- 
nism for  several  years,  of  which  I  regret  not  being  sufficiently 
acquainted  with  the  practical  part.  But  I  could  at  first  free 
myself  from  the  idea  of  making  this  application,  produced  by 
the  attractive  and  repulsive  power  of  magnetic  bars,  a  method 
of  rectilineal  motion,  which,  by  means  already  known,  could 
be  converted  into  a  continued  circular  motion.  It  appeared  to 
me  that  a  machine  of  this  kind  would  only  deserve  to  be  an 
amusing  plaything,  with  which  physical  cabinets  might  be 
enriched,  but  which  would  be  quite  incapable  of  being  applied 
with  any  advantage  on  a  large  scale. 

For,  considering  the  general  equation  of  moving  forces  ap- 
plied to  the  motion  of  machines. 


2  /*  Mds—^   r    Pels'  =:  imv* -^  imvl 

the  magnetic  action,  during  the  amplitude  a,  and  represented 
by     /^  MdSy  would  not  be  perfectly  exhausted  by  the  work 

Pds'  at  least  that  the  moving  force  gained  during  the 

motion,  would  not  have  become  zero,  or  imv*  —  ltnvl^=*  0. 
But  magnetic  attraction  is  a  function  of  that  kind  of 
which  the  form  is  not  yet  sufficiently  known,  this  function 
being  afiected  by  the  nature  of  the  distribution  of  mag- 
netism in  bodies,  whatever  may  be  their  form.  The  law  of  this 
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distribution  is  scarcely  established^  with  relation  to  bars  of 
steel  of  a  regular  form,  magnetized  to  saturation  and  deprived 
of  its  consequent  points.     As  to  bars  of  soft  iron  of  consi- 
derable dimensions,  magnetized  by  a  spiral  electro-conductor, 
there   are  no  experiments,  only  analogies.     But,  whatever 
it  may  be,  it  is  well  known  that  this  function  should  be  ex* 
{iress^  by  a  very  convergent  series,  so  that  the  magnetic 
attraction  would  be  in  the  inverse  proportion  of  the  square  or 
cube  of  the  distance  ;  or,  stopping  at  the  three  first  members, 
it  will  perhaps  be  a  compound  of  them.     Then,  as  the  mag- 
netic points  approach  one  another,  with  an  accelerated  motion, 
the  moving  forces  increase  and  attain  their  maximum,  as 
soon  as  a  contact  is  established  ;  but  it  is  then  that  this  force 
should  be  destroyed.     It   will  destroy    itself  by  the  fixed 
points  of  the  machine,  and  the  shocks  of  the  system  ;   but 
this  will  be  in  an  useless  manner.    There  would  be  in  it  a  real 
loss  of  the  moving  force  gained  zmt\* —  iwirj.     It  is  well 
known  how  injurious  shocks  are  to  the  motions  of  machines  ; 
but  in  this  there  is  yet  another  inconvenience,  which  is  not 
purely  mechanical.     Soft  iron  takes  by  degrees  on  the  surface 
of  contact  the  nature  of  steel  by  these  shocks  and  repeated 
shakings ;  it  would  have  a  considerable  reacting  magnetism, 
and  the  transient  magnetic  force,  the  only  one  which  serves  for 
motion,  ^uldbe  weakened  so  much  the  more.  Several  experi- 
ments made  by  me  on  the  magnetic  force  of  a  bar  of  soft  iron  bent 
to   the   form  of  a  horse-shoe,  and  of  which  I  shall  speak 
hereafter,     have    manifested     considerable     disadvantages 
of  frequently-repeated  shocks,  arising  from  the  sudden  con- 
tact of  the  armature.     But  with  regard  to  the  mechanical 
principles  of  magnetism,  it  might  be  objected  that  the-moving 
force  gained  would  not  be  absolutely  lost  for  useful  work,  as 
a  part  would  be  reproduced  by  the  elasticity  of    the  iron 
itself,  and  another  part  might  be  regained  by  springs  conve* 
niently  applied,  or  by  any  other  mechanical  means  that  might 
be  invented ;  that  I  am  myself  aware  of.     Let  us  leave  the 
appreciation  of  all  these  fictitious  means  and  digressions  to 
those  who  are  accustomed  to  construct  machines  :  they  well 
know  their  insufficiency,  the  great  loss  of  labour,  and  the  rapi- 
dity with  which  all  systems  are  destroyed  if  they  do  not  place 
the  greatest  care  in  the  preservation  of  the  moving  forces. 
But  it  is  always  necessary  to  look  into  the  nature  of  the  forces 
for  the  means  of   this  preservation.     The  history  of    the 
steam-engine  informs  us  that  its  perfection  commenced  by 
James  Watt's  ingenious  idea  of  stopping  the  supply  of  the 
steam  before  the  piston  had  finished  its  course,  and  making 
the  steam   work  afterwards  by  its  own  expansion.     James 

JVb.  5,  July,  1837.  2  E 
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Watt  had  understood  the  subject;  he  only  gave  to  the  func- 
tiou  P=  ^{i)y  which  expresses  the  action  of  the  steam^  such 

a  form  as  /     Pds  rz     /     P'ds',  and  thus  the  active  force 

gained  becomes  zero,  all  the  injurious  and  destructive  jerks 
in  the  machines  of  the  old  construction  have  ceased,  and  the 
work  of  the  moving  force  is  for  the  most  part  made  available 
for  useful  purposes.  I  here  certainly  ought  to  quote  the  re- 
searches of  M.  Poucelet  on  the  construction  of  hydraulic 
wheels — a  work  estabUshed  on  a  profound  understanding  of 
these  principles. 

These  simple  and  clear  considerations  have  obliged  me  en- 
tirely to  reject  all  contrivances  for  the  application  of  mag- 
netism to  the  direct  production  of  rectilineal  motion ;  these 
methods  being,  as  we  have  seen,  also  inadmissible  on  ac- 
count of  their  impracticability  on  a  large  scale. 

3. 

In  the  note  that  I  had  the  honour  to  present  to  the  Acade- 
my of  Sciences  at  Paris,  I  have  advanced,  after  all  my  experi- 
ments, that  magnetism  is  a  force,  acting  like  universal  gravi- 
tation, purely  as  some  function  of  the  space.    The  integral 

/^   Mds  comparable  to  the  known  number  g,  represents 

a 

the  working  power  produced  by  the  attraction  of  two  points 
and  is  in  no  way  affected  by  their  relative  speed.  The  rever- 
sion of  the  poles  being  effected  instantly,  there  would  thus  be 
an  infinitely  accelerated  velocity.  But  a  system,  moveable  on 
an  axis  and  capable  of  having  a  continued  circular  motion  is 
the  only  one  which  could  be  susceptible  of  such  a  velocity.  It 
could  not  become  uniform  unless  some  resisting  element  or 
some  other  work  depending  upon  speed,  entered  the  system^ 
Laying  aside  the  available  work  which  ought  to  be  performed 
by  such  an  apparatus,  the  obstacles  to  be  overcome,  insepara- 
ble from  the  system,  consist  only  in  the  friction  of  the  pivots, 
and  the  resistance  of  the  air — as  to  the  first,  repeated  expe- 
riments have  proved  that  the  friction  is  independent  of  the 
angular  velocity,  at  least  within  the  limits  of  experiment, 
hence  this  resistance  can  contribute  nothing  towards  rendering 
the  accelerated  motion  uniform.  It  is  in  fact  the  resistance 
of  the  air  which  will  produce  this  effect.  Even  though  it  might 
be  reduced  at  pleasure,  principally  by  giving  a  convenient 
form  to  the  gyratory  system,  it  can  not  be  quite  annihi- 
lated.     But  we  should  have  reason  to  be  very  well  contented 


to  the  moving  of  machines,  413 

with  the  mechaaical  effect  of  magnetism  if  this  were  the 
only  cause  that  rednces  the  accelerated  to  an  uniform 
motion.  The  limits  of  such  an  uniform  velocity  will  be 
yery  extensive ;  I  do  not  speak  of  the  great  simplicity  of  a 
magnetic  machine  for  a  continued  circular  motion,  of  the  ad- 
vantages that  are  gained  by  the  construction,  it  being  easy 
to  convert  this  motion  into  any  other  that  the  proauctive 
apparatus  may  require.  I  was  first  struck  with  these  consi- 
derations when  the  means  of  putting  them  into  execution  were 
yet  unknown,  but  I  always  had  their  practical  application  in 
view^  and  the  object  appeared  to  me  of  too  great  importance^ 
to  exhaust  my  powers  in  the  construction  of  playthings  which 
could  only  claim  the  honour  of  being  put  in  the  rank  of  electric 
chimes  in  relation  to  their  effect,  and  still  more  with  regard 
to  the  noise  with  which  they  are  accompanied. 


Fig.  Ill,  Plate  XIIL,  represents  the  magnetic  machine  of 
eight  bars  symmetrically  arranged  on  a  disc,  moveable  about 
the  axis  A,  A,  and  eight  bars  similarly  disposed  on  a  steady 
frame.  The  arrangement  of  the  bars  admits  of  the  greatest 
variety,  provided  tnat  it  be  exactly  symmetrical,  and  that  it 

fiermit  the  poles  to  approach  one  another  as  near  as  possible, 
n  order  that  the  action  be  not  too  oblique  since  the  mag- 
netic centre  of  gravity  is  probably  at  some  distance  from  the 
extremity  as  in  the  ordinary  magnetic  bars^  it  would  be  better 
to  make  this  arrangement  so  that  the  axes  of  the  cylindrical 
bars  may  be  at  right  angles,  and  not  parallel  as  in  the  figure. 
It  must  also  be  observed  that  there  will  be  some  difficulty  in 
forging  the  bars  of  large  dimensions  into  horse-shoes,  such 
that  the  axes  of  the  legs  may  be  exactly  the  same  distance 
apart  and  the  legs  themselves  perfectly  cylindrical.  In  re- 
working them  with  the  fiile,  there  will  perhaps  be  the  disad- 
vantage of  making  the  surface  of  the  iron  too  hard,  so  as  to 
render  it  less  ready  to  take  and  lose  the  magnetism.  The 
form  indicated  offers  yet  some  inconvenience  as  to  the  appli- 
cation of  the  spiral  of  copper  wire,  which  ought  to  be  first 
formed  on  another  cylinder  of  the  same  dimensions.  These 
spirals  ought  almost  to  touch  the  bars,  which  must  be  covered 
with  silk  to  give  the  necessary  insulation.  Hence,  an  arrange- 
ment such  as  is  shown  in  fig.  112,  will  be  preferred,  where  f 
represents  the  fixed  bars^  and  m  the  bars  moveable  about  the 
axis  a  :  having  the  advantage  of  enabling  us  to  use  bars  of 
cylindrical   soft  iron   such  as  is  found   of  all  sizes  in  the 
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warehouses — so  that  the  only  labour  necessary,  will  be  to  cut 
it  into  equal  pieces  and  the  spirals  may  be  forcibly  bent  round 
the  bars  by  means  of  the  lathe. 

5 

Since  magnetic  attraction  decreases  rapidly  when  the  dis- 
tance increases,  the  integral  f    Mds  will  be  always  a  certain 

function  of  the  amplitude  a,  as  its  value  will  not  differ  much 
from  a  constant,  a  being  rather  considerable.  Admitting  for 
a  moment,  that  the  magnetic  attraction  be  in  an  inverse  pro- 
position to  the  square  of  the  distances,  we  shall  have  /  Mds 
--  /  r;  .  g  rr-T-arc  tg  -7-,  d  being  the  distance  of  the  mag- 
netic centres.  The  bars  are  placed  as  near  as  possible,  so  that 
d  being  very  small  with  regard  to  a,  f  ^  Mdszizzl  orz=^» 

n  representing  the  number  of  bars.  1  hen  we  shall  have  for  the 
wort  of  the  mover  during  an  entire  revolution,  the  expression 

^^  .     The  radius  of  the  circle  on  which  the  bars  are  ar- 


Ad 

ranged  does  not  enter  into  this  expression  and  for  a  stronger 
reason,  it  will  not  enter  into  any  other  expression  if  the  at- 
traction increase  more  rapidly  than  the  inverse  proportion  of 
the  square  of  the  distance.  Thus  the  size  of  the  circle  for  the 
same  number  of  magnets  adds  scarcely  anything  to  the 
work  of  the  mover. 

I  have  also  thought  that  the  system  of  bars  which  are  fixed  in 
my  machine  might  be  rendered  moveable  also.  The  rotation  of 
the  two  systems  would  then  be  in  contrary  directions,  and  of 
equal  velocities,  the  masses  being  equal.  These  two  motions 
could  be  reunited  by  means  of  conical  wheels,  so  as  to  produce 
a  rotatory  motion  on  a  second  axis  destined  for  the  work. 
The  work  of  the  mover  during  the  amplitude  a,  that  is  to  say, 
from  one   meeting  of  the  poles  to  another,   would  be  as 

before  jL,  ,  but  the  poles  would  meet  2  n  times  in  a  revolution  : 

4a 

we  should  have — -Z*  or  double  of  the  preceding  work.     Cog- 
wheels might  even  be   constructed,  so  that  the  velocities 
.the  systems  might  be  in  the  ratio  of  m  to  1,  and  that  the 
les  might  meet    (wi-l-l)   n    times   during  a    revolution. 

The  work  would  then  be  (m  4- 1)  n^^^  and  we  should  have 
gained  this  additional  power  by  purely  geometrical   means. 
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This  is  deduced  simply  from  the  velocity  not  entering  into  the 
magnetic  attraction.  I  have  not  as  yet  profited  by  this  ar- 
rangement in  the  construction  of  magnetic  apparatus^  since 
there  are  some  remarkable  circumstances  (as  will  be  seen 
hereafter)^  not  yet  sufficiently  clear,  and  which  will  leave 
room  for  some  considerable  modifications. 

fTo  be  continued  J 
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It  gives  us  great  pleasure  to  learn  that  Electricity  is  no 
longer  to  be  left  to  the  isolated  exertions  of  individuals^  or 
the  chance  notice  of  learned  societies. 

The  praiseworthy  labours  of  individuals  have  been  crowned 
with  such  splendid  discoveries  that  electrical  science  has  long 
ceased  to  be  considered  as  a  mere  amusing  toy.  As  an  universal 
agent  in  nature  and  space^  it  takes  the  first  rank  in  the  temple 
of  knowledge ;  but  while  many  other  branches  of  science  have 
possessed  the  powerful  and  well-directed  aid  of  associated  men 
and  funds,  that  of  Electricity,  scarcely  second  to  any  in  im- 
portance and  interest,  has  been  left  to  the  fitful  energies  of 
individuals.  There  has  been  no  common  centre  for  the  accu- 
mulation of  facts  and  data;  and  thousands  of  important  ex- 
periments as  well  as  much  acute  reasoning  have  been  lost,  for 
want  of  union  among  those  who  have  been  devoting  their 
attention  to  the  science. 

*'  The  business  of  philosophy"  says  Priestly,  in  his  History 
of  Electricity,  "  is  so  multiplied  that  all  books  of  general 
philosophical  transactions  cannot  be  purchased  by  many,  nor 
read  by  any  person.  It  is  high  time  to  subdivide  the  business, 
that  every  man  may  have  an  opportunity  of  seeing  every  thing 
that  relates  to  his  own  private  pursuit.  Let  the  youngest 
daughter  of  science  set  the  example  to  the  rest,  and  show  that 
she  considers  herself  considerable  enough  to  make  her  ap- 
pearance in  the  world  without  the  company  of  her  sisters."  It 
is  much  to  be  regretted  that  the  advice  of  the  first  electrician 
of  his  age  has  not  hitherto  been  carried  into  effect,  and  it  is 
with  this  view  that  the  Electrical  Society  of  London  has 
been  formed  (as  expressed  in  its  prospectus)  for  the  purpose 
of  the  experimental  investigation  of  Electrical  Science. 

The  Society  at  present  appears  to  be  of  the  simplest  form, 
consisting  of  Resident  and  non-Resident  Members,  who  meet 
weekly  for  scientific  investigation,  discussion  &c.,  and  we,  of 
course,  need  scarcely  observe  that  the  formation  of  a  Library, 
bearing  on  Electricity,  Galvanism,  Magnetism,  &c.,  as  well 
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as  a  collection  of  suitable  apparatus^  are  among  the  most  pra- 
minent  of  its  objects. 

The  labours  of  the  Astronomer,  Geologist,  and  Chemist^ 
will  now  have  for  their  aid,  a  Body  ready  to  pursue  with  efiect 
and  vigour  any  line  of  investigation  which  mutual  pursuits  may 
suggest ;  and  there  will  thus,  we  trust,  be  another  of  those 
enobling  links  of  brotherhood  amongst  mankind  of  all 
nations,  drawing  still  closer  the  relationship  of  intellect. 

We  cannot  forbear  expressing  our  earnest  wish  for  the  suc- 
cess of  this  undertaking  :  indeed  we  consider  it  is  destined  to 
hold  a  place  among  the  first  learned  Societies  of  our  country. 
In  the  mean  time,  following  up  the  promises  made  in  the 
Prospectus  of  these  Annals,  of  presenting  to  the  Reader  every 
novel  factor  it  becomes  known  in  this  department  of  Science^ 
we  cannot  better  further  it  objects,  than  by  thus  announc- 
ing the  existence  of  a  Society  so  peculiarly  formed  to  carry 
those  objects  into  execution. 

The  brevity  of  its  rules  enables  us  to  lay  them  before  our 
readers.  The  object  is  so  plainly  defined,  that  any  comment  of 
ours  becomes  totally  unnecessary.  The  Society  has  our  best 
wishes,  and  as  far  as  our  humble  efforts  can  be  made  available, 
we  shall  at  all  times  be  happy  to  render  it  any  assistance  in 
our  power. 

The  Electrical  Society  of  London 

Is  established  for  the  purpose  of  the  experimental  investi- 
gation of  Electrical  Science,  in  all  its  various  branches,  in 
order  not  only  as  far  as  lies  in  the  power  of  the  Members  to 
advance  that  important  Science,  by  entering  upon,  and  pursu- 
ing original  paths  of  investigation,  but  also  to  examine  the 
experiments  of  other  enquirers. 

That  their  labours  may  be  the  more  eflfefetive,  the  Provi- 
sional Committee  invite  the  aid  of  all  those  who  are  en- 
Saged  in  similar  pursuits,  either  by  their  becoming  Mem- 
ers,  or  in  any  way  which  they  consider  may  tend  to  pro- 
mote the  interests  or  further  the  views  of  the  Society. 

RULES. 

1.  The  Society,  for  the  present,  to  consist  of  Resident  and 
non-Resident  Members. 

2.  x\ll  Subscriptions  to  commence  on  the  1 6th  of  May; 
that  of  a  Resident  Member  (or  one  residing  within  £0  miles 
of  London)  to  be  for  the  first  year  Two  Guineas,  and  that  of 
a  non-Resident  One  Guinea. 

3.  Visitors  may  be  introduced  by  any  of  the  Members  and 
will  be  permitted  to  join  in  the  discussions. 
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4.  When  50  names  have  been  registered  as  Members,  a 
general  meeting  will  be  called,  and  a  Council  appointed, 
to  prepare  the  standing  Rules  and  Regulations  of  the  Society. 
Such  Rules  to  be  proposed  at  one,  and  confirmed  or  rejected 
at  a  subsequent  general  meeting. 

5.  The  Society  to  meet  every  Saturday  Evening,  at  seven 
o'clock,  for  the  purpose  of  conversation,  and  at  eight  o'clock 
the  Chair  to  be  taken.  The  Chairman  being  elected  by 
the  Members  present. 

6.  At  the  first  meeting  in  every  month,  and  after  the  im- 
mediate business  is  disposed  of,  it  shall  be  competent  for  any 
Member  to  propose  such  motion  as  he  may  consider  advisable 
for  the  interests  of  the  Society,  notice  of  which,  however, 
must  have  been  entered  in  the  minutes  of  a  previous  meeting. 

ORDER   OF   BUSINESS. 

Immediately  on  the  Chair  being  taken,  the  minutes  of  the 
previous  meeting  are  to  be  read,  and  the  names  of  any  Mem- 
bers subsequently  registered,  announced.  The  Secretary  shall 
then  read  such  papers  as  have  been  presented  to  the  Society 
during  the  past  week.  After  each  paper  has  been  read,  a  dis- 
cussion may  take  place,  should  the  Members  present  consider 
it  expedient. 

SECRETARY. 

The  duty  of  the  Secretary  (pro  tern,)  will  be  to  keep  mi- 
nutes of  the  meetings  of  the  Society,  and  to  enter  them  in  a 
book,  to  which  any  Member  may  have  access  ;  to  register  the 
names  of  Members  and  Visitors,  and  to  take  chturge  of  all  com- 
munications made  to  the  Society. 

TREASURER. 

The  duty  of  the  Treasurer  (pro  tern,)  will  be  to  keep  the  ac* 
counts  of  the  Society ;  to  receive  the  Subscriptions,  and  to 
enter  the  same  in  a  book,  which  will  be  open  to  the  inspection 
of  the  Members. 

All  donations  of  money,  books,  or  apparatus,  to  be  entered 
in  the  minutes  of  the  next  meeting  after  they  have  been  re- 
ceived, when  they  will  be  duly  acknowledged. 

Every  paper  communicated  to  the  Society,  in  order  to  be 
read  at  its  meetings,  will  be  deemed  the  property  of  the  So- 
ciety, unless  any  engagement  to  the  contrary  shall  have  been 
stipulated  by  the  Author. 

Any  Gentleman  wishing  to  become  a  Member  is  requested 
to  forward  his  name  to 

THOMAS  PATRICK,  Honorary  Secretary, 

No.  11,  Lowther  Arcade,  Strand. 
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Some  very  excellent  papers  have  already  been  read  at  the 
weekly  meetings  of  the  Electrical  Society :  and  animated  and 
highly  scientific  discussions  have  taken  place  by  some  of  the 
members  present. 

Amongst  the  papers  read^  we  may  mention  the  following — 

Ist.  An  attempt  to  explain  the  Phenomena  of  Heat,  Elec- 
tricity, Galvanism,  Magnetism,  and  Light,  Illustrated  by 
many  diagrams.    By  T.  Pollock,  Esq. 

Mr.  Pollock  presented  to  the  Society,  a  treatise  on  this 
subject. 

2nd.  On  a  New  Torsion  Galvanometer,  with  two  threads. 
By  M.  Roberts,  Esq. 

3d.  On  a  Metallic  Rope  conductor  for  Ships.  By  M. 
Roberts,  Esq.  The  rope  is  made  of  thin  copper  wire,  and  is 
as  flexible  as  a  hempen  one.  A  specimen  was  shown  to  the 
Society. 

5th.  On  Voltaic  Combinations,  Illustrated  by  several  expe- 
riments. By  the  Rev.  John  Shillibber,  M.A.  Mr.  ShUli. 
beer's  battery  is  described  in  Mo.  3,  of  the  Annals  of  Elec- 
tricity. Twelve  of  these  were  arranged  in  series,  on  the 
lecture  table;  by  which  water  was  decomposed  with  very 
great  rapidity.  Charcoal  points  were  ignited;  and  other 
phenomena  exhibited  by  this  powerful  miniature  battery. 
Mr.  Shillibeer  passed  some  high  encomiums  on  the  motives 
and  prospects  of  the  Electrical  Society  ;  a  Society  which  has 
long^been  wanted,  and  from  which  many  valuable  accessions 
to  Electricity  and  its  collateral  sciences  may  be  expected. 
Mr.  Shillibeer  wished  every  success  to  the  Society,  and  to 
further  its  views  very  liberally  presented  to  it,  twelve  of  his 
very  neat  and  excellent  batteries. 

6th.  Mr.  Sturgeon  read  a  paper  on  Secondary  Electric 
Currents,  Illustrated  by  a  powerful  Horse-shoe  Electro- 
magnet, which  had  been  presented  to  him  by  Professor 
Callan,  of  the  R.  C.  College,  Maynooth. 

The  magnet  was  brought  into  play  by  a  single  voltaic  pair, 
placed  in  a  pint  jar.  Some  of  the  members  and  .visitors  ex- 
perienced very  forcible  shocks  from  this  magnet. 

The  proceedings  of  the  Electrical  Society  of  London  will 
appear  regularly  in  these  ^^  Annals,"  and  every  interesting 
paper  given  entire. 


THE  ANNALS 

OF 

ELECTRICITY.    MAGNETISM, 
AND   CHEMISTRY; 

AND 

<SruarD(fan  of  lEiptrimental  ^ciena. 


OCTOBER^  1837. 


LXIX.  On  the  application  of  Electro-magnetism  to  the 
moving  of  Macnines.  By  M.  H.  Jacobi,  Teacher  of 
Sciences,  and  Professor  in  the  Imperial  University  of 
Dorpat.  From  the  "  Comptes  rendus  hebdomadaires  des 
Seances  de  V  Academic  Roy  ale  des  Sciences.^** 

(  Continued  from  page  Wb.) 

6. 

The  reversion  of  the  poles  is  an  object  of  the  greatest  im- 
portance. This  change  should  operate  instantly,  and  exactly 
when  the  poles  are  opposite  one  another.  The  mechanism 
destined  to  produce  this  operation  ought  to  be  put  in  motion 
by  the  machine  itself;  but  no  element  should  enter  there, 
which  might  not  be  geometrically  dependant  upon  the  gyra- 
tory motion  of  the  system.  The  velocity  of  the  motion,  however 
^eat  it  may  be,  ought  not  in  the  least  to  affect  this  operation. 
The  well  known  bascule,  an  ingenious  invention  of  M .  Ampere, 
which  is  used  with  so  much  advantage  in  electro-magnetic  ex« 
periments,  cannot  serve  for  a  magnetic  apparatus  of  continued 
circular  motion,  for  the  number  of  changes  in  a  given  time  could 
scarcely  be  very  considerable  without  requiring  extraordinary 
means.  And  even  these  means  would  not  guarantee  the  cer- 
tain result  of  a  rectilinear  motion  repeated  as  often  as  would 
be  necessary.  I  shall  not  here  mention  all  the  attempts, 
both  numerous  and  expensive,  that  I  have  made  to  attain 
the  important  result  of  an  exact  and  rigorous  reversion  of 
the  poles,  independent  of  any  element  arising  from  the 
velocity.  But  it  is  proper  to  state  that  the  greatest  diffi- 
culties were  caused  by  employing  mercury,  as  was  customary 
in  electro-magnetic  experiments,  to  establish  and  break  the 
metallic  contact.  In  the  liquid  state  it  is  the  adhesion  of  the 
mercury  to  the  metallic  body  immersed  in  it,  and  afterwards 

*  Translated  from  the  French,  by  Mr.  J.  H.  Lang. 
Ab.  6,  Oc/oier,  1837.  2F 
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drawn  out,  which  varies  with  the  velocity  of  the  motion  and 
the  purity  of  the  mercury.  Often,  I  may  say  always,  the 
reversion  takes  place  too  soon  or  too  late,  and  thereby  causes 
an  attraction  or  repulsion,  in  a  direction  contrary  to  the  rota- 
tion. Besides,  it  is  very  dif&cult  to  preserve  the  purity  of  the 
mercury,  when  it  is  in  contact  with  other  metals  ;  and  even 
the  purest  mercury  is  easily  disposed  to  oxidize  under  the  in- 
fluence of  electric  sparks.  These  sparks  are  produced,  when 
the  circumstances  are  favourable,  in  establishing  the  metallic 
contact,  and  always  in  breaking  it.  Hence  the  reason  that 
the  mercury  is  soon  covered  on  the  surface  with  an  oxydized 
stratum,  which  totally  hinders  the  metallic  contact,  or  at  least 
renders  it  imperfect.  By  employing  amalgamated  surfaces,  this 
effect  is  produced  still  sooner.  Besides,  I  am  perfectly  convin- 
ced by  incontestible  proofs,  that  the  simple  contact  of  metals 
with  a  clean  surface,  suffices  to  conduct  entirely  the  electric  cur- 
rent, even  of  the  weakest  tension.  The  contact,  by  the  interposi- 
tion of  the  mercury,  adds  nothing  to  the  energy  of  the  current. 
It  is  an  error  to  judge  of  this  energy  by  the  brightness  of  the 
spark,  arising  only  from  the  combustion  of  the  mercury.   1 1  was 

f  roper  to  mention  these  seemingly  unimportant  circumstances, 
n  a  mover  by  which  it  is  pretended  to  gain  an  infinitely  ac- 
celerated motion,  there  are  rarely  any  circumstances  that 
may  be  rejected ;    in  short  the  least  of  them  are  valuable. 


Fig.  113  represents  the  commutator,  adapted  to  the  magnetic 
apparatus,  to  produce  the  reversion  of  the  poles,  a,  b,  c,  d 
are  four  copper  discs,  fixed  on  the  axis  of  rotation  e  e.  The 
discs  a  b  and  c  d,  are  united  by  copper  tubes /,/,  and  perfectly 
insulated  from  the  axis  by  the  interposition  of  a  tube  ^of 
varnished  wood,  or  any  other  insulating  substance.  The 
periphery  of  each  disc  is  divided  into  eight  equal  parts,  of 
which  four  h  are  cut  into  sectors  and  afterwards  filled  with 
pieces  of  ebony,  forming  a  smooth  and  even  surface  with  the 
metal.  The  discs  are  arranged  on  the  axis  of  rotation,  so  that 
the  sectors^  of  wood  and  metal  correspond  alternately,  as  repre- 
sented by  the  shaded  parts  of  the  figure,  zz^cc,  are  copper 
bars,  in  the  form  of  a  lever,  very  moveable  in  their  supports. 
They  are  intended  to  conduct  the  current.  The  long  arm  of 
the  lever  forms  at  its  extremity  a  ridge,  which  rests  on  the 
periphery  of  the  corresponding  disc.  The  other  arm  is  bent 
and  placed  in  a  little  cup  filled  with  mercury,  k.  As  it  is  re- 
presented  by  fig.  Ill,  the  cups  A:  *,  and  k  k[,  are  united  by  the 
copper  strips.  The  action  of  this  commutator  is  easily  perceived. 
The  levers  are  always  in  contact  with  the  discs,  alternately 
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with  tlie  metallic  and  insulating  parts.  By  their  flexihility  in 
their  supports  they  yield  to  the  least  inequality  in  the  surface, 
and  the  friction  they  occasion  is  very  trifling.  The  spirals 
which  surround  the  moveable  bars  are  connected  so  as  to  form 
one  continued  wire,  of  which  the  ends  /,  m  are  respectively 
soldered  to  the  systems  of  the  discs  a  b,  and  c  d.  The  other 
spirals,  bent  round  the  fixed  bars,  are  also  connected,  and  the 
ends  n  and  o  dipped,  one  in  the  cup  of  mercury  p,  attached 
to  the  voltaic  apparatus,  and  the  other  in  the  cup  k  of  the 
commutator;  so  that  by  the  intervention  of  the  commutator 
the  whole  of  the  sixteen  spirals  form  but  one  wire.  The 
voltaic  apparatus  consists  of  four  copper  ti'oughs,  in  which  are 
p^laced  zinc  plates,  all  being  united  in  a  pile.  The  direc- 
tion of  the  current  is  represented  in  fig.  113  by  small  arrows; 
it  is  reversed  every  time  the  poles  meet,  provided  the  commu- 
tator be  so  disposed  that  the  ridges  of  the  levers  quit  one  of 
the  divisions  to  pass  to  the  other.  This  change,  as  will  be 
seen,  operates  instantly,  and  quite  independent  of  the  velocity 
of  rotation.  The  subject  is  too  simple,  and  too  well  explained 
by  the  figures,  to  render  it  necessary  to  enter  further  into  its 
details.  I  may  add,  further,  that  this  system  for  changing 
the  poles  applies  to  any  number  of  bars,  provided  that  the 
sections  of  the  discs  are  equal  to  them  in  number.  I  have 
constructed  for  magnetic  electrical  experiments,  a  double 
commutator  of  eight  discs,  divided  into  seventy-two  sections. 
In  this  apparatus  are  four  levers,  similar  to  the  former,  which 
rest  on  the  cylinders  (f)  that  conneict  the  discs  in  pairs.  The 
other  extremities  of  these  levers  also  dip  into  cups  of  mercury 
intended  to  receive  the  ends  of  some  connecting  wire,  which 
is  to  be  traversed  by  the  magnetic,  electrical,  or  voltaic  cur- 
rents, sometimes  in  one  direction  and  sometimes  in  another. 
The  instrument  is  set  in  motion  by  a  winch,  which  may  easily 
be  turned  twice  in  a  second,  effecting  in  the  same  time  144 
double  reversions.  It  will  be  easy  to  change  or  entirely  stop 
the  electric  current  1000  times  in  a  second,  and  even  more. 
We  may  without  doubt  enter  more  intimately  into  the  nature 
of  this  current,  or  magnetism,  by  decomposing  it  into  a  series 
of  very  rapid  pulsations.  I  am  persuaded,  that  we  may  be 
able  by  this  means  to  charge  a  Leyden  jar,  or  effect  any 
chemical  decompositions  whatever,  by  the  thermo-electric 
current  of  a  single  pair. 

8 

It  is  well  known  that  magnetic  force  is  excited  and  retained 
by  the  action  of  the  voltaic  apparatus.  In  making  use  of  zino 
aa  a  positive  metal,  copper  as  a  negative,  and  diluted  sul- 

2F2 
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phuric  acid  as  a  liquid  conductor^  the  transformation  of  the 
metallic  zinc  into  sulphate  of  zinc  is  what  constitutes  the  ex- 
pense of  keeping  it  in  action.  It  is  of  great  importance  to 
reduce  these  expenses  ais  much  as  possible.  Let  us  examine 
what  relation  there  is  between  the  magnetism  of  the  connect- 
ing wire  and  the  action  of  the  voltaic  apparatus.  Since  the 
discovery  of  elctro-magnetism,  several  scientific  men  have 
been  engaged  in  this  subject^  but  it  offers  so  many  difficulties, 
and  such  a  complication  of  circumstances,  that  we  ought  not  to 
wonder  at  the  considerable  differences  in  the  formulae  and 
theories  they  have  tried  to  deduce  from  various  experiments. 
This  is  not  the  place  to  enter  into  criticism  on  these  theories; 
but  it  appears  to  me  that  the  theory  established  by  M.  Ohm,  in 
a  little  work,  entitled  *^Die  salvanische  Kette,  mathematisch 
bearbeitet  von  Dr.  G.  S.  Ohm  f  1827 J.**  and  more  fully  de- 
veloped in  various  memoirs  printed  in  the  German  Journals, 
offers  so  much  simplicity,  and  agrees  so  well  with  all  the 
phenomena  of  the  voltaic  pile,  that  I  have  not  hesitated  to 
adopt  it,  in  order  to  gain  from  it  a  general  base  for  the  arrange- 
ments of  the  different  elements  of  the  magnetic  apparatus.  I 
shall  here  be  permitted  to  announce  the  &ndamental  princi- 
ples of  this  theory. 

1.  In  a  closed  voltaic  circuit  the  same  quantity  of  electricity 
passes  over  each  section  that  is  perpendicular  to  the  direction 
of  the  current,  whatever  may  be  the  form  or  matter  of  the  dif- 
ferent parts  that  form  the  circuit. 

2.  Whatever  change  is  made  in  one  part  of  the  circuit,  af- 
fect^ the  whole  action  of  the  pile,  and  does  not  terminate  in 
the  same  place  as  the  change  took  place. 

3.  In  whatever  manner  the  voltaic  action  is  measured  it 
will  be  found  to  be  in  the  direct  ratio  of  the  electro-motive 
force  and  inversely  as  the  resistances  which  are  opposed  to 

E 
the  passage  of  the  current,  or  A  =  — 

R 

4.  The  resistances  are  composed 

a.)  Of  the  resistance  of  the  solid  conductor,  or  of  the  con- 
necting wire.  For  the  same  substance,  this  resistance  is  in 
the  direct  proportion  of  the  length  of  the  wire,  and  inversely 
as  its  transverse  section  or  thickness. 

b,)  Of  the  resistance  of  the  liquid  conductor ;  this  is  in  di- 
rect proportion  to  the  thickness  of  the  stratum  which  separates 
the  positive  plates  from  the  negative,  and  inversely  as  the 
transverse  section  which  coincides,  for  the^most  part,  with 
the  surface  of  the  plates. 

During  the  action  of  the  pile,  this  latter  resistance  increases 
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and  at  the  same  time  the  electro-motive  power^  or  E^  is  affect- 
ed by  it.  This  is  because  some  chemiciu  effects  take  place^ 
which  change  by  degrees  the  nature  of  the  liquids,  the  sur&ce 
of  the  metalSy  and  the  electric  tension.  But  takine  any  state 
of  the  pile,  the  law  quoted,  always  exists.  Tlie  difficulty  of 
comparing  electro-magnetic  experiments  together,  and  the 
still  greater  difficulty  in  arriving  at  the  absolute  measures, 
consists  principally  in  the  continual  change  of  these  elements. 
Thus  in  expressing  by  r  the  resistance  of  the  connecting  wire, 

tI 
we  shall  have  --7-  for  the  resistance  of  a  wire,  of  a  length  and 

thickness  ^;  — ir  ^^^  ^  ^^  same  manner  be  the  resistance 

of  the  liquid  conductor,  whose  surface  and  thickness  are  res* 
pectively  expressed  by  d'  and  /'.  Therefore,  the  action  of  the 
current  or  the  quantity  of  the  electricity  passing  through  the 

£ 

pile  will  be  A  = 

rl     r'V 

— +  — 
d       d' 

5.  The  electro-motive  force  is  in  direct  proportion  to  the 
number  of  voltaic  pairs  united  in  a  pile,  ana  at  the  same  time 
the  resistance  r'  increases  in  the  same  proportion.  Having 
a  pile  of  n'  pairs,  the  force  of  the  current  will  be  expressed  by 

«'E 
A  = 

T  I      n'  r'  V 

—  +  

d  d' 

6.  If  the  electric  current  be  divided  into  several  branches, 
whose  lengths,  reduced  in  the  inverse  proportion  of  their 
diameter,  are  expressed  bv  /,  /',  /",  &c.;  the  total  action  will 
be  the  same  as  if  it  had  only  one  connecting  wire,  whose  length 

1111 
is  expressed  by  the  equation  —  =  —  H 1 &c. 

M^  t  t  If 

Then  having  n  wires  of  the  same  length,  the  total  force  of 
the  current  wm  be  expressed  by 

n'E  nn'dd'^ 

A  =  = 

rl      r'l'n'       rld'+r'l'dnn' 

—  +  

nd         a 
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As  we  can  profit  by  the  magnetizing  power  of  each  unity 
of  length  of  the  connecting  wire,  by  bending  it  about  bars  of 
the  same  dimensions,  the  total  force  gained  by  a  connecting 
wire  I,  will  be 

Inn'  dd'E 

A=    ' 

rid'  +  r'  I'  dnn' 
From  this  formula  may  be  deduced  the  limits  of  the  action 
of  the  current,  which  cannot  be  augmented  by  the  number  or 
the  surface  of  the  voltaic  pairs,  by  the  length,  diameter,  and 
liumber  of  the  connecting  bjanches. 

Increasing  only  the  surface  of  the  pairs  d',  the  limit  of  the 

total  force  of  the  current  will  be  A  =  — _  by  increasing 

the  number  n',  this  limit  is  A  =  — 7-7- 

In  the  same  manner  this  limit  will  be,  by  increasing 

nn'  dE 
the  length  of  the  wire,  /,  A  =    , 


the  thickness  of  the  wire  d,  A  = 


I'  d'E 

f^l' 
IdE 


the  number  of  the  branches  n,  A  =    :— 

Generally,  to  increase  the  force  of  the  current  as  much  as 
may  be  required,  it  will  be  necessary  to  increase  the  surface  of 
the  pairs,  and  at  the  same  time  the  thickness  of  the  connect- 
ing wire  or  the  number  of  branches. 

The  increase  of  the  number  of  the  pairs  recjuires  that  of  the 
length  of  the  connecting  wire  also,  to  attain  the  same  end. 

The  experiments,  as  exact  as  numerous,  that  M.  Fechner 
has  made  on  this  subject,  and  published  in  his  work  '^  Maass^ 
bestimmungen  uber  die  galvanische  Kette  (^1831^"  leave  no 
doubt  as  to  the  truth  of  tnese  laws,  which  express  in  a  very 
simple  manner  all  the  relations  of  the  different  elements^ 
which  constitute  the  voltaic  pile.  These  experiments  have 
been  made  for  the  most  part  by  means  of  the  method  of  oscil- 
lations, which  M.  Biot  was  the  first  ingeniously  to  apply  to 
this  kind  of  experiment. 

9. 

AdmittinjB^  first,  that  the  chemical  effects. which  take  place 
in  the  voltaic  pile,  and  which  represent  the  expense  of  the 
magnetic  apparatus,    are  in  the  direct  {proportion  of  the 
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active  surfaces;  it  appeared  to  me  of  the  greatest  importance 
to  establish  the  ratio  of  the  surface  of  a  voltaic  pair  to  the 
weight  that  a  bar  of  soft  iron  submitted  to  the  magnetizing 
power  of  the  current  could  support.      A  bar  of  soft  iron  1^ 
inch  in  diameter  and  29  inches  long  weighing  14^  pounds^ 
was  bent  into  a  horse  shoe^  such^  that  the  centres  of  the  legs 
were  7  inches  apart.    The  bar^  covered  with  silk,  was  inclosed 
in  a  spiral  of  copper  wire  1^  ligne  thick  and  35  feet  long.  The 
magnetic  force  was  measured  by  means  of  a  Roman  balance 
and  a  weight  supported  on  rollers,  so  as  to  slide  easily  on  the 
arm  of  the  lever.     The  surface  of  the  soft  iron  armature  was 
a  little  convex,  sothattheextremitiesof  the  legs  were  touched 
only  by  a  ridge  which  formed  a  right  angle  with  the  lever.  The 
armature  was  in  connexion  with  the  legs  when  the  lever  was 
placed  horizontally.     On  this  latter  a  scale  was  graduated,  of 
which  the  divisions  indicated  the  thirtieth  part  of  the  sliding 
weight,  to  which  was  fixed  an  index.    The  tenths  of  these  divi- 
sions could  easily  be  estimated.     I  had  taken  the  necessary  pre- 
cautions to  avcMd  as  much  as  possible  the  errors  of  observation, 
proceeding  from  the  disposition  of  the  apparatus.    I  shall  not 
here  enter  into  the  details  of  this  rather  com]^licated  appa- 
ratus,  as  I  propose   giving  it  in  some   other  part,   as  it 
may  be  useful  for  experiments  of  this  kind.     The  electro- 
motors that  I  used  consisted  of  copper  troughs  f  of  an  inch 
wide  and  deep  enough  to  be  able  to  dip  into  them  zinc  plates 
of  4,  1 6,  36,  64, 100, 144  inches  square.  The  contact  of  these 
latter  with  the  copper  was  prevented  by  the  interposition  of 
pieces  of  wood.  The  liquid  conductor,  of  which  I  had  previously 
prepared  a  great  quantitv  so  as  to  serve  for  a  series  of  expe- 
riments, was  acidulated  with  10  per  cent  of  concentrated 
sulphuric  acid  of  the  specific  gravity  of  1 840.      The  experi- 
ments with  the  same  voltaic  pair,  were  made  without  interrup- 
tion, but  after  each  one,  the  precautions  were  taken  to  scour 
carefully  the  zinc  plates,  to  wash  the  copper  troughs  with 
Water,  and  to  renew  the  liquid  so  as  to  restore  the  same  state 
of  action.     But  further  observations  have  convinced  me,  that 
ihe  primitive  state  is  restored  more  surely  by  exposing  the 
plates,  but  especially  the  negative  one,  to  a  current  of  air  un- 
til they  are  perfectly  dry.   It  will  then  no  longer  be  necessary 
so  frequently  to  renew  the  liquid,  particularly  when  we  confine 
ourselves  to  the  observation  of  the  primitive  state.     I  must 
confess  I  found  upon  trial  that  copper  troughs  are  in  reality 
but  ill  adapted  for  electro-magnetic  experiments.     Concen- 
tric cylinders  that  might  be  immersed  in  the  liquid  would  be 
found  much  preferable.     These  cylinders  ought  to  be  stiff 
enough  to  preserve  the  proper  distance,  without  being  obliged 
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to  have  recourse  to  the  interposition  of  pieces  of  wood^  or  any 
other  insulating  matter.  Much  more  constant  galvanic  eifecta 
are  obtained  if  the  liquid  stratum  between  the  two  metals 
be  not  too  narrow :  it  ought  in  all  cases  to  exceed  half  an  inch. 
For  the  same  cause  I  have  made  use  of  voltaic  pairs^  arranged 
after  the  manner  of  Hare's  Calorimotor ;  but  there  are  also 
reasons  for  rejecting  them.  It  is  a  very  different  thing  to 
make  insulated  experiments^  and  to  put  the  galvanic  action  in 
requisition  for  hours  and  whole  days.  It  is  then  that  practice 
requires  measures,  the  necessity  of  which  we  had  not  hitherto 
the  opportunity  of  foreseeing.  It  will  be  necessary  entirely 
to  reject  the  use  of  copper  as  the  negative  metal:  we  must  not 
spare  the  expense  of  using  silver^  platina^  or  at  least  copper 
strongly  plated  with  silver^  gold,  or  platina.  The  dissolution 
of  the  copper  in  the  sulphuric  acid,  however  weak  it  may  be, 
and  its  reduction  into  the  metallic  state  by  the  secondary  effects 
of  the  newly  formed  hydrogen,  make  room  for  some  partial 
galvanic  effects  by  which  the  principal  etction  is  much  affected, 
and  to  avoid  which  too  much  care  cannot  be  taken.  Indeed, 
sometimes  the  motion  of  the  magnetic  apparatus  was  suddenly 
lessened  or  entirely  interrupted^  and  upon  nearer  examination 
I  found  that  metallic  particles  of  cementated  copper  or  iron 
were  deposited  along  the  interposed  pieces  of  wood,  or  on  the 
bottoms  of  the  troughs,  and  thus  formed  a  partial  circuit.  On 
the  subject  of  zinc  I  shall  speak  hereafter. 

The  following  is  a  table  of  the  observations  I  have  made  on 
the  magnetic  power  of  the  horse-shoe  bar  described  above. 


Svrlteo 
df  tbo  Fair. 


No.  I. 
lb. 


4  in.  iquare 
la     do. 
36      do. 
04     do. 

100      do. 

144      do. 

144«*  do. 


No.  3. 
lb. 


41,40  40.31 

150.55  1S3,43 
156,98  210.54 
i0lt7S  M6»90 
200163  M3.21 
318.6    221 1 

258.56  261.06 


No.  3. 
Vtr 


No.  4, 
lb. 


47,10  43.18  45.47 
125.31  125.07  128.47 
180,01 18P,73  184.34 
106.14  107.33  190.00 
2S6,4!i  235,05  220,93 
46  310,17  108.88  210.17 
254.46|352,13^250>22 


No.  5. 

lb. 


No.  6 
lb. 


48,88 
130,16 
185.30 
198.32 
232,75 
198.88 
253.02 


No.  7. 
lb. 


46,63 
124.39 
205,01 
201 4»5 
232,76 
192,23 


No.  8. 
lb. 


55.21 
130,55 
311 
302.92 
328, 


Ko.  9. 
lb. 


No.  JO 
lb. 


65,21 
130  16 

157.38 

197,41 

791227,11 


lb. 


Foieo 
caleo' 
hitod 
lb. 


64,07 
ISO, 
102.77 
203,83 
237,11 


10  120 


47,7» 

.« 
185 
200,02 
130,05 

295,34 


47.3 
ISO 
183,8 
210.1 
236,8 


The  values  given  in  the  last  column  were  calculated  by  the 

formula  A  =:^^    ^   the  constants  of  which  are  found  by  the 

method  of  the  least  squares.   It  is  true  there  are  some  consid- 
erable differences  between  the  observations  of  the  same  series, 

*  The  first  series  of  experiments,  that  were  made  with  the  pair  of 
144  inches  square,  gave  so  many  different  values  that  no  use  could 
be  made  of  them.  1  sought  in  vain  for  the  cause  of  these  anomalies. 
After  fifteen  days  the  experiments  were  repeated  and  gave  nearly 
the  same  values,  which  the  table  proves. 


to  the  moving  of  machines.  427 

but  there  was  no  reason  to  choose  those  which  agreed  best 
with  each  other^  and  attribute  the  diiFerences  to  some  error 
in  the  observation. 

10. 

I  read  in  an  extract  from  the  Memoir  of  M.  I'Abb^  dal 
Negro,  which  will  be  found  in  the  " -4w«a/«  rfe/fe  «e,  1813,* 
Marzo  e  jlprile,  105 — 120*'  that  this  author  established  the 
remarkable  law,  that  the  magnetizing  power  is  in  the  direct 
proportion  of  the  perimeter  of  the  electromoter,  and  the  sur- 
face adds  scarcely  anything  to  this  power.  I  did  not  delay 
making  experiments  to  confirm  this  law,  which  appeared  to  me 
of  great  importance  for  the  economical  effect  of  the  magnetic 
apparatus.  Two  plates  of  zinc  and  copper^  36  inches  long 
and  7  inches  wide,  were  bent  into  a  spiral,  and  separated  at  a 
regular  distance  of  a  quarter  of  an  inch  by  small  pieces  of  wood 
similar  to  the  calorimotor:  the  whole  was  placed  in  water 
acidulated  with  10  per  cent,  of  sulphuric  acid.  The  mean 
weights  that  the  bar  was  able  to  support,  by  employing  this  pair 
of  252  inches  square,  was  deduced  from  five  experiments,  and 
amounted  to  297*12  lb. 

From  the  same  piece  of  copper  and  zinc  I  cut  also  two  plates, 
96  inches  long  ana  half  an  inch  wide.  The  plates  were  bent 
in  the  same  manner  and  separated  at  the  same  distance. 
The  mean  value  of  the  magnetic  force  by  emploving  this  elec- 
tromotor of  48  square  inches,  was  also  deduced  from  five  ob- 
servations, and  amounted  to  133*79  lb.  By  using  a  more  acidu- 
lated liquid  the  weight  could  be  increased  as  far  as  180*49  lb. 

These  two  experiments  could  not  be  ranged  beside  the  others 
as  there  are  different  circumstances  connected  with  them.  But 
the  perimeter  of  the  first  electro-motive  spiral  being  86  inches 
long,  and  that  of  the  second  193  inches,  it  does  not  appear  that 
the  law  of  M.  dal  Negro  was  confirmed  by  these  two  experi- 
ments. There  are  many  emprical  formulae  in  physical  matter 
which  cannot  be  extended  to  extreme  cases,  but  at  least,  they 
ought  to  be  general  enough  not  to  yield  to  the  slightest  at- 
tempt at  increasing  their  limits.  Besides,  I  have  taken  the 
pains  to  calculate  the  experiments  of  M.  dal  Negro  by  the 
formula  of  M.  Ohm.  The  fourth  column  of  the  following  table 
indicates  the  results  according  to  the  formula  already  found 

4 1  *5  'Sip 
A  =  TT^TTT'^^  which  X  represents  the  surface  of  the  pair. 

*  Probably  1833.    Edit« 
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Force 

Sur&ce. 

Perimeter. 

observed. 

calculated. 

Square  inches. 

laches. 

Kilogr. 

Kilogr. 

6 

14 

13-85 

12-22 

12 

16 

18-20 

18-89 

18 

18 

22-80 

23-08 

24 

20 

24-60 

25-97 

30 

22 

25-80 

28-07 

36 

24 

29-60 

29-68 

42 

26 

30-30 

30-94 

48 

28 

32-80 

32-00 

54 

30 

3300 

32-80 

60 

32 

35-60 

33-51 

The  second  column  of  the  above  table^  which  contains  the 
perimeter  of  the  plates,  represents  at  the  same  time  the  forces 
by  the  law  of  M.  dal  Negro.  This  distin^ished  philosopher 
did  not  make  these  experiments  to  establish  the  theory  of  M. 
Ohm ;  but  the  beautiM  concordance  of  his  observations  with 
this  theory  sufficiently  prove  that  they  have  been  made  with 
much  accuracy. 

11. 

Since  1831,  Mr.  Faraday  has  published,  from  time  to  time, 
experiments  made  to  search  into  the  nature  of  electricity  and 
of  its  different  effects.  These  experiments  ought,  for  their 
extent,  for  the  certainty  and  ingenious  sagacity  manifested  in 
them,  and  for  the  abundance  of  the  results  they  possess,  to 
be  ranged  beside  the  most  eminent  works  which  have  ever  been 
made  in  physics.  It  is  by  a  lucky  chance,  which  I  cannot  too 
well  appreciate,  that  these  works  coincide  with  the  efforts  I 
have  made  to  profit  by  the  mechanical  action  of  magnetism. 

Considering  a  voltaic  pair,  of  copper,  silver,  or  platina 
and  common  zinc,  placed  in  acidulated  water,  a  quantity  of 
hydrogen  gas  will  be  seen  to  evolve.  The  circuit  not  being 
closed,  this  gas  will  only  be  evolved  at  the  surface  of  the  zinc; 
but  the  circuit  being  completed,  there  will  also  be  gas  deve- 
loped from  the  surfece  of  the  copper,  or  in  general  of  the  ne- 
gative plate.  This  latter  quantity  of  gas  is  without  compari- 
son less  than  the  former,  yet,  notwithstanding,  it  is  from  this 
alone  that  the  magnetic  power  of  the  connecting  wire  is  de- 
rived. The  gas  abundantly  disengaged  from  the  surface  of 
the  zinc,  contributes  nothing  at  all  to  this  effect.  By  taking 
^  plate  of  amalgamated  zinc,  instead  of   common  zinc,  or 
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some  amalgam  of  zmc,  there  will  only  be  a  development  of 
gas  when  the  circuit  is  closed;  by  breaking  it  this  develop* 
ment  ceases,  the  zinc  in  this  combination  not  being  attacked 
by  the  acid,  or  not  being  capable  by  it:»elf  of  decomposing 
water.  It  will  not  be  easy  to  explain  this  extraordinary  fact. 
In  such  a  pair,  all  the  hydrogen  gas,  or  itii  equivalent  of  zinc, 
serves  to  produce  an  electric  current,  whose  magnetic  force, 
calorifying  power,  and  chemical  action,  are  in  direct  pro- 

Sortion  to  the  gas  disengaged  or  the  zinc  oxidized ;  and  tnese 
iiferent  eflfects  may  equally  serve  to  measure  the  quantity 
of  electricity  traversing  the  connecting  wire  or  the  apparatus 
itself.  The  definite  action  of  electricity,  as  to  the  chemical 
action,  in  decomposing  bodies,  is  incontestibly  proved  by  the 
ingenious  and  numerous  experiments  of  Mr.  Faraday,  lliere 
will  be  no  delay  in  proving  this  law  as  far  as  concerns  the  other 
effects:  but  the  conviction  of  genius  gives  right  to  participate 
experiments  and  to  pronounce  great  laws. 

Amalgamated  zinc  is  much  more  positive  than  common 
zinc,  and  its  effects  are  much  more  decided.  Besides,  a  vol- 
taic pair  of  this  kind  has  a  remarkable  constancy,  provided 
there  are  no  secondary  effects,  proceeding  from  the  precipita- 
tion of  the  negative  metal  on  the  positive  plate,  it  may  so 
happen  that  some  portion  of  the  zinc  be  not  well  amalgamated; 
then  a  direct  action  of  the  acid  on  the  zinc  will  take  place; 
there  will  be  a  development  of  hydrogen  gas  in  this  place, 
the  negative  metal  dissolved  by  chance  in  this  liquid  will  be 
reduced  by  the  gas,  and  there  will  be  a  partial  pile,  which  will 
affect  the  principal  action.  These  partial  effects  will  be  propa- 
gated by  degrees  over  the  whole  surface,  whose  positive  state 
will  then  rapidly  decrease.  This  will  not  take  place  if  the 
negative  metal  be  not  soluble  in  the  acid. 

12. 

I  have  made  several  experiments  on  this  subject.  A  zinc 
plate  7  inches  square,  weighing848giiammes  was  amalgamated, 
to  form  a  voltaic  pair,  with  a  copper  plate  of  the  same  size. 
The  liquid  was  sulphuric  acid,  at  the  specific  gravitv  1*105. 
There  was  no  development  of  gas  at  the  surface  of  the  zinc: 
the  air  bubbles  which  were  formed  by  degrees  rose  so  slowly' 
that  we  might  very  well  neglect  them,  even  if  we  did  not  bdieve 
that  they  were  for  the  most  part  atmospheric  air  contained  in 
the  water.  After  five  hours'  action,  the  j^te  wasagain weigfaed^ 
and  found  to  have  lost  only  1 12  grammes ;  during  this  time  the 
pair  had  been  twice  separated  nom  the  acid  and  dried  for  five 
or  six  minutes  near  i^  stove* 
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The  following  is  a  table  of  the  deviations  of  the  needle^ 
showing  the  decrease  in  the  energy  of  the  current. 


Time. 

deviation.    Time. 

deviation. 

8h.  12' 

61* 

lOh. 

60* 

8      22 

59 

lOh.  30" 

58 

8      30 

58 

11 

57 

8      42 

57i 

The  pile 

was  dried 

8      56 

56^ 

11       5 

61 

9      10 

55i 

11     30 

60 

The  pQe 

was  dried 

12 

59J 

9      16 

62 

12     30 

58 

9      30 

61 

1 

57 

The  following  day  the  experiments  were  repeated  with  the 
same  pair.  The  decrease  in  the  deviation  was  not  more  rapid 
than  before^  and  it  could  always  be  re-established  by  drying 
the  plates ;  once  it  even  increased  to  65*.  At  lOh.  50'  in  the 
evening  the  deviation  was  still  55*  •  The  action  was  prolonged 
during  the  nighty  but  the  next  morning  we  found  the  plate 
fallen  to  pieces.  Amalgamated  zinc  is  too  fragile  to  be 
employed  in  very  thin  plates.  In  order  to  compare  the 
effects,  a  plate  of  common  zinc  of  the  same  size^  was  joined  in 
a  pair  with  a  plate  of  copper  and  immersed  in  the  same  acid. 
The  deviation  at  first  was  55^*  after  43'  it  went  down  to  12* 
and  by  drying  the  pair  we  could  only  re-establish  13*.  Having 
been  submitted  to  the  action  of  the  acid  for  l|h.  the  plate  dis- 
appeared,  and  the  insoluble  parts  of  it  only  remained. 

I  also  made  experiments  on  a  liquid  amalgam  of  zinc  ex- 
tended in  a  porcelain  basin  over  a  surface  of  48  inches  square ; 
instead  of  a  plate  I  used  a  copper  wire  1^  lignein  diameter,  bent 
into  a  flat  spiral,  to  allow  the  gas  to  escape  with  more  facility. 
The  effects  of  this  combination  were  very  extraordinary.  For 
without  touching  any,  the  needle  during  fifteen  hours'  action, 
had  only  recoiled  11|*  from  60*,  and  was  fixed  at  49^* 
After  breaking  the  circuit  and  exposing  the  spiral  to  the  air 
for  some  time,  the  deviation  was  re-established  to  59*.  This 
experiment  is  the  more  striking,  as  the  multiplier  of  the  gal- 
vanometer consisted  only  of  a  single  coil  of  copper  wire  1^ 
ligne  thick,  for  we  know  that  the  decrease  of  the  needle  is 
much  weaker  when  a  very  long  and  thin  wire  is  employed. 

A  plate  of  copper  gilded,  and  one  of  amalgam  of  zinc, 
composed  of  one  atom  of  zinc  and  one  of  mercury,  (Zn.  HgJ) 
a  comj;ip6ition  whioh  is  sufficiently  solid  to  be  eatployed  i^ 
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plates^  Rave  also  very  good  effects  with  regard  to  the  constancy 
of  the  deviation  ana  its  re-establishment. 

To  try  other  compositions,  which,  according  to  Ritter^  are 
still  more  positive  than  amalgam  of  zinc^  I  had  plates  of  lead, 
pewter^  zinc^  different  alloys  of  these  metals,  and  different 
amalgams  made  of  equal  sizes.  The  alloys  were  compounded 
atom  by  atom*,  and  besides,  a  plate  of  each  composition  was 
amalgamated  on  its  surface.  The  direction  of  the  devia- 
tion of  the  galvanometer  determined  the  place  in  which  each 
alloy  was  to  be  put.  The  liquid  in  which  the  plates  were  im- 
mersed was  sulphuric  acid  increased  by  four  times  its  quantity 
of  water.  I  must  remark  that  the  least  change  in  the  surface 
often  affected  the  place  of  the  metals,  of  which  the  electric 
relation  did  not  differ  too  much.  It  is  principally  in  lead  and 
its  alloys  that  this  phenomenon  is  the  most  strikingly  shown. 
Lead,  newly  polished,  is  very  positive,  with  regard  to  lead, 
exposed  to  the  air  for  a  few  minutes,  or  dipped  in  some  acid. 
The  following  is  the  result  of  two  series  of  experiments,  that 
I  made  with  the  greatest  care. — 


First  Series. 
Tin. 

Lead  and  tin  {PL  Sn.) 
Lead. 

Amalgamated  tin. 
Amalgamated  lead. 
Amalgam  of  tin  {Sn,  Hg.) 
Zinc  and  tin  (Zn.  Sn,) 
Amal^m  of  lead  (PL  ffg,) 
Zinc-tm4ead  (Zn.  Sn.  PL) 
Zinc-lead  (Zn.  PL) 
Tin  and  lead  amalgamated. 
Zinc. 

Zinc  and  tin  amalgamated. 
Zinc-lead  amalgamated. 
Zinc,  tin,  and  lead  amalgamated. 
Zinc  amalgamated. 
Amalgam  of  zinc  (Zn.  Hg.) 
Amalgam  of  tin  and  lead  (Zn. 

PLHg.) 
Amalgam  of  tin  and  zinc  (Sn. 

Zn.  Hg.) 
Amalgam  of  tin,  zinc,  and  lead 

(Sn.  Zn.  PL  Hg.) 
Amalgam  of  zinc-lead  (Zn,  PL 

Hg-)  + 

*  In  alloys  it  is  customary  to  unite  the  metals  in  regard  to 
weights.  1  have  united  them  by  atoms,  bearing  in  mind  the  general 
law  of  truly  chemical  compositions. 


—       Second  Series. 
Tin. 
Lead. 

Amalgamated  tin. 
Amalgam  of  tin  and  lead. 
Lead-pewter. 
Amalgamated  lead. 
Amalgam  of  tin. 
Zinc  and  tin. 
Amalgam  of  lead. 
Tin  and  lead  amalgamated. 
Zinc,  tin,  and  lead. 
Zinc-lead. 
Zinc. 

Zinc  amalgamated. 
Zinc,  tin.  and  lead  amalgamated. 
Zinc-leaa  amalgamated. 
Amalgam  of  zmc. 

Amalgam  of  tin  and  zinc. 

Amalgam  of  tin  and  zinc-lead. 

Amalgam  of  zinc-lead. 

Tin  and  zinc  amalgamated.  + 
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We  see  by  this,  that  the  alloys  and  particularly  the  amal- 
Rams  are  always  positive  with  regard  to  the  simple  metals. 
Most  of  the  amalgams,  those  of  pewter  and  lead  excepted, 
might  be  employed  in  plates.  As  for  the  chemical  action  on 
these  different  compositions,  it  did  not  take  place  in  amalga- 
mated zinc  and  the  amalgam  of  zinc,  more  than  in  all  the  alloys 
and  amalgams  of  pewter  and  lead ;  but  the  liberation  of  gas  was 
very  rapid  in  all  the  other  compositions  of  zinc.  In  the  first 
series  the  amalgam  of  tin  and  lead  occupies  a  very  positive 
place,  but  the  hope  of  profiting  from  it  is  disavowed  by  the 
second  series.  In  the  employment  of  amalgamated  plates,  or 
the  amalgams  of  zinc,  there  are  several  circumstances  of  which 
I  cannot  yet  ascertain  the  cause.  During  the  voltaic  action 
particles  of  amalgam  are  often  detached  in  the  form  of  flakes, 
which  float  in  the  liquid  and  are  deposited  on  the  copper  or 
negative  plates,  so  that  the  latter  are  by  degrees  amalgamated; 
by  which  the  action  is  considerably  weakened  or  even  stopped 
entirely ;  for  it  is  very  remarkable  that  copper,  silver,  and 
platina,  amalgamated  at  their  surfaces,  have  scarcely  any, 
or  at  best  an  extremely  feeble  power  for  keeping  up  an  elec- 
tric current  with  any  other  metal.  I  have  often  remarked 
that  the  first  deviation  of  the  needle  was  very  strong,  and  that 
it  afterwards  returned  rapidly  to  its  first  position  of  equilibrium 
w^ithout  showing  any  deviation,  the  voltaic  circuit,  composed 
of  zinc  and  amalgamated  copper,  remaining  always  closed.  It 
also  appeared  to  me  remarkable,  that  a  copper,  platina,  or 
iron  wire  could  be  much  more  easily  amalgamated  under  the 
influence  of  sulphuric  acid,  by  mercury  containing  other  metals 
than  by  absolutely  pure  mercury.  It  would  be  desirable  that 
this  object  might  attract  the  attention  of  learned  men  more 
competent  to  make  such  experiments. 

Pure  zinc  has  nearly  the  same  qualities  as  amalgamated 
zinc  or  the  amalgam  of  zinc,  being  but  very  slightly  attacked 
by  sulphuric  acid.  It  is  only  subject  to  chemical  action  on 
entering  the  voltaic  combination.  I  refer  for  this  subject  to 
the  important  memoir  of  M.  Aug.  de  la  Rive,  which  may  be 
found  in  the  «  BibliothSque  Universelle"  of  1830,  vol.  43.  I 
have  not  yet  been  able  to  procure  pure  zinc  to  repeat  these 
experiments,  and  to  employ  it  in  the  magnetic  apparatus.  In 
the  foundries  we  might  easily  obtain  pure  zinc  in  large  quan- 
tities, by  distilling  it  afresh  until  it  is  purified  of  the  cadmium 
and  other  foreign  metals.  The  price  would  not  be  very  much 
increased,  but  hitherto  we  have  not  had  sufficient  interest  in 
using  pure  zinc  to  risk  the  expense  of  the  repeated  distillation. 
M.  Fengler,  Pharmacian  to  Myslowitz,  in  Upper  Silesia,  had 
constructed  the  necessary  apparatus  for  preparing  pure  zino 
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on  a  large  scale :  he  could  fiu'nish  it  at  9  crowns  a  quintal,  pro- 
vided any  one  would  engage  to  take  3  quintals^  but  unfor* 
tunately  his  foundry  has  since  been  burnt  down.  His  process 
consists  in  interrupting  the  distillation  when  all  the  cadmium 
is  driven  out^  then  changing  the  recipient  and  again  interrupt* 
ing  the  process  when  he  thinks  the  other  foreign  metals  are 
volatilized  or  mechanically  drawn  away.  He  repeats  these 
experiments  as  often  as  he  considers  it  necessary.  Zinc  thus 
prepared  ought  not  to  be  re-cast  in  iron  crucibles. 

13. 

The  rapid  decrease  of  the  voltaic  effects  in  ordinary  piles, 
is  a  great  hindrance  to  the  application  of  electro-magnetism. 
It  may  be  overcome,  at  least  partly,  by  an  assiduous  study  of 
these  effects.  The  motion  of  my  magnetic  apparatus  has 
always  been  very  rapid  at  the  commencement,  but  the  velo- 
city quickly  decreases  and  entirely  ceases  after  a  lapse  of  time 
never  exceeding  an  hour.  By  employing  plates  of  amalgam- 
ated zinc,  I  have  succeeded  at  three  different  attempts  in 
making  the  apparatus  work  for  20,  22,  &  24  hours,  without 
absolutely  changing  any  thing  in  the  pUe.  The  experiments 
were  always  interrupted  by  some  accident,  and  I  believe  but 
for  that,  the  extent  would  have  been  even  much  longer.  The 
liberation  of  gas  was  very  inconsiderable,  and  only  took  place 
at  the  surface  of  the  negative  plate.  The  velocity  was  always 
at  first  from  120  to  122  revolutions  a  minute,  and  afterwards 
decreased  in  about  half  an  hour  to  62  revolutions ;  which  may 
be  attributed  to  the  commutator  not  yet  having  the  proper 
construction.  During  the  remainder  of  the  time  the  velocity 
of  the  apparatus  was  of  a  remarkable  uniformity,  making  from 
5S  to  62  revolutions  per  minute.  I  must  however  confess  that 
it  is  only  these  three  times  that  I  have  experienced  so  extra- 
ordinary an  effect.  There  were  always  some  exterior  circum- 
stances, depending  on  the  form  of  the  voltaic  apparatus  which 
would  contradict  the  effect.  But  I  should  become  master  of 
most  of  these  circumstances  by  constructing  a  new  apparatus 
whose  manipulation  would  be  more  commodious  and  the  ef- 
fect more  certain. 

14. 

E 

We  have  expressed  by  A  =:  -^  the  magnetic  force  of  each 

section  of  a  wire  traversed  by  an  electric  current.  We  have 
measured  this  force  either  by  the  deviation  of  the  needle,  or 
the  magnetizing  power  of  the  connecting  wire.  Adopting 
Faraday's  law  we  might  equally  measure  this  current  by  the 
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liberation  of  the  gas^  which  at  the  same  time  represents  the 
expense  attending  a  voltaic  apparatus.     D  being  the  quau- 

E 
tity  liberated^  we  shall  have  D  =-Tr  Whence  referring  to  the 

formula  in  Art.  8,  the  economic  effect  might  be  expressed  by 
the  magnetic  power  of  the  whole  extent  of  the  connecting  wire, 
divided  by  the  development  of  the  gas.  This  effect  is  in  no- 
wise changed^  either  by  increasing  the  surface  of  the  plates, 
or  employing  several  branches  bent  in  a  spiral  about  different 
barsof  the  same  dimensions.  But  the  economic  effect  might  be 
increased  at  pleasure^  by  multiplying  the  spirals,  and  uniting 
them  so  as  to  form  a  continued  wire.  For,  employing  n  spirals 
or  n  units  of  length,  the  liberation  of  the  gas  would  be  ex- 
pressed by  D  zz 17-^^  ^^*  ^®  could  put  in  action  the  mag- 
netizing power  of  the  whole  extent  of  the  wire  conductor,  and 

nE         F 

we  should  have  for  the  total  force  F  zz: ; — -  or^r^  »• 

nr  -\-r      D 

When  the  magnetic  bars  are  meant  to  produce  a  mechanical 

motion,  the  increase  of  the  economic  effect  will  find  its  limit, 

since  by  multiplying  the  bars  we  increase  the  weight  of  the 

apparatus  and  the  friction  of  the  pivots,  so  that  this  effect  will 

only  be  expressed  by 

F  (n  r  4.  f )  n/ 

D~"  E 

The  maximum  of  the  economic  effect  that  can  be  obtained 
will  depend  on  the  value  of  f  or  the  friction.  By  differentia- 
ting the  second  member  with  regard  to  n  we  shall  have  for  this 

E— /r 
maximum  n  zz     ^  /  ■  * 

2/  r 
,  The  bar  used  for  the  experiments  in  Art.  9  weighed  14^1bs. 
Being  adapted  for  some  moveable  apparatus,  the  friction  that 
it  occasioned  amounted  at  most  to  half  a  pound.  We  have 
found  by  experiment:  E  zz  2836,  /zz  20,  r  zz  1  &/zz  J,  hence 
n  zz  273'6  that  is  to  say  there  would  be  the  greatest  possible 
advantage  by  employing  about  273  bars  surrounded  with  spirals 
of  the  same  size.     This  number  varies  with  the  size  of  the 

plates ;  for  a  surface  «i,  we  have  n  zz  — ,,  ..    -'     '     In  short 

2j  mr 

the  magnetic  power  which  will  serve  for  useful  work,  is 

nE  (E— //)* 

nr  +  r'  (E-h/r)2r. 
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15. 

By  employing  a  voltaic  battery,  the  economic  effect  will  be 
diminished^  unless  at  the  same  time  we  multiply  the  spirals 
connected  in  the  same  wire.  For  Mr.  Faraday  has  proved 
by  the  experiments  related  in  Articles  990^  &c.  of  the  8th 
Series  of  his  Researches,  that  the  same  quantity  of  electricity 
traverses  a  battery  of  any  number  of  pairs  as  traverses  a  single 
pair  of  the  same  size.  The  quantity  of  gas  liberated  at  the 
surface  of  each  plate  of  the  batterv,  is  the  same  as  that 
at  the  surface  of  a  single  pair.  Tnis  appears  to  be  very 
astonishing  at  first  sight,  and  seems  to  contradict  the  nume- 
rous experiments  that  have  been  made  on  the  pile ;  for  it  is 
generally  known  that  the  quantity  of  gas  liberated  in  the  de- 
composing apparatus,  and  at  the  same  time  the  deviation  of 
the  needle  increase  to  a  certain  point  by  multiplying  the  num- 
ber of  the  plates.     Considering  the  formula  F  =    ,        —      in 

which  n'  represents  the  number  of  pairs,  r'  the  resistance  of 
each  pair^  and  r  that  of  the  connecting  wire,  or  of  the  body  to 
be  decomposed,  we  must  suppose  that  in  the  experiments  of 
Mr.  Faraday  (090)  the  connecting  wire  both  of  the  battery  and 
the  single  pair,  was  short  enough  to  allow  its  resistance  r  to  be 
entirely  neglected  with  regard  to  n  r\  We  should  not  have 
obtained  this  striking  result  if  we  had  employed  a  long  con- 
necting wire,  and  still  less  if  we  had  closed  the  circuits  of  the 
pair  and  the  battery  by  some  decomposing  apparatus.  Mr. 
Faraday  has  esf  ablished  a  very  exact  distinction  between  the 
quantity  and  intensity  of  the  electricity  put  in  current.  There 
are  different  ways  by  which  the  first  might  be  measured,  but 
it  would  be  difficult  to  obtain  an  exact  measure  for  theintensity, 
which,  nevertheless,  is  very  necessary  to  complete  the  theory. 
Admitting  the  important  law  of  equivalents  in  galvanic  de- 
compositions, I  think  we  might  multiply  these  e<}uivalents, 
by  the  number  of  pairs  necessary  for  the  decomposition.  This, 
perhaps,  would  be  the  true  measure;  for  we  must  consume 
several  atoms  of  zinc,  to  decompose  a  single  atom  of  any  other 
less  decomposable  substance.  What  causes  the  difference 
between  the  quantity  and  the  intensity,  are  analogies  in 
caloric,  and  judging  from  a  quantity  of  gas  we  ought  always 
to  know  its  volume  and  its  density.  We  must  here  quote 
one  more  observation  of  Mr.  Faraday's,  which  is  in  the  7th. 
Series,  Art.  853.  He  speaks  of  a  current  which  is,  as  he 
says,  "  'powerful  enovgh  to  retain  a  platina  wire  t^t  <>f 
an  inch  in  thickness;  red  hot  in  the  air  during  the  whole 
time,**  (3J  minutes) ;  and  he  adds  in  a  note,  "  /  have  not 
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stated  the  length  of  the  wire  used,  because  I  find  by  expe- 
riment flw  would  be  expected  in  theory,  that  it  is  indifferent. 
The  same  quantity  of  electricity  which,  passed  in  a  given 
time,  can  heat  an  inch  ofplatina  wire  of  a  certain  diameter 
red  hot,  can  also  heat  a  hundred,  a  thousand,  or  any  length 
of  the  same  wire  to  the  same  degree,  provided  the  cooling 
circumstances  are  the  same  for  every  part,  in  both  cases, 
^c."  This  is  all  just ;  but  let  us  add  that  we  must  multiply  the 
number  of  pairs  in  the  same  proportion  as  the  length  of  the 
wire  to  obtain  a  current  of  the  same  quantity.  In  fact,  there 
would  be  required  the  liberation  of  1000  quantities  of  gas, 
proceeding  from  the  same  number  of  pairs,  to  heat  a  wire  of 
1000  inches  to  the  same  degree,  as  would  be  required  for  a 
wire  of  1  inch  by  a  single  pair.  I  thought  this  remark 
ought  not  to  be  suppressed,  whilst  the  practical  employment 
of  the  voltaic  pile  requires  respect  to  be  paid  to  economy. 

16. 

The  following  is  a  table  of  the  experiments  I  have  made  on 
the  deviation  of  the  needle  with  regard  to  the  quantity  of  gas 
developed  at  the  surface  of  the  negative  plate  of  a  voltaic  pair 
of  silver  and  amalgamated  zinc.  The  specific  gravity  of  the 
sulphuric  acid  was  1*25. 


Devia- 

Timeoccupied 

Devia- 

Time occupied 

tion  of 

in  liberating  a 

tion  of 

in  liberating  a 

the 

cubic  inch  of 

the 

cubic  inch  of 

needle. 

Hydrogen  gas. 

needle. 

Hydrogen  gas. 

42*45' 

50" 

26*30' 

189" 

41  30 

57-5 

24  52 

217 

39  30 

64-5 

23  52 

231 

34  45 

89 

23  7 

246 

32  22 

108-5     . 

21   30 

290 

29 

144 

20   15 

312 

27  30 

167 

20  7 

330 

27   15 

166 

The  bubbles  of  air  rise  regularly  enough  to  serve  as  a  mea- 
sure. In  another  series  of  experiments  I  counted  the  time 
occupied  in  developing  10  bubbles  of  air,  of  which  the  fol- 
lowing is  a  table. — 
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Devia- 

Time occupied 

Devia- 

Time occupied 

tion  of 

in  developing 

tion  of 

in  developing 

the 

10  bubbles  of 

the 

10  bubbles  of 

needle. 

Hydrogen  gas. 

needle. 

Hydrogen  gas. 

34*30' 

22- "5 

18*  22' 

80" 

32  30 

25 

15   15 

101 

31 

27-5 

14  30 

124 

?2 

56 

14  20 

126 

21   37 

57 

14    10 

129 

21    22 

59 

13  20 

147 

19  37 

67 

13 

160 

We  must  remark  that  there  was  a  very  feeble  development 
of  gas  even  at  the  surface  of  the  zinc^  of  which  we  have  taken 
account.  But  the  quantity  of  gas  measured  was  in  my  belief 
less  than  that  developed^  for  there  was  a  secondary  action 
manifested  by  the  blackness  of  the  silver  plate,  and  which  we 
have  attributed  to  the  metallic  reduction  of  the  oxides  dis- 
solved in  the  acid.  As  it  is  very  difficult  to  transform  the 
deviation  of  the  needle  into  forces,*  these  tables  could  not 
serve  to  confirm  the  law  of  Mr.  Faraday.  We  can  only  per- 
ceive by  it,  that  the  deviation  of  the  needle  follows  the  same 
course  as  the  development  of  gas.  I  shall  repeat  the  experi- 
ments, but  reversing  the  process ;  viz:  ascertain  the  develop- 
ment of  the  gas  will  be  taken  for  the  most  exact  measure  of  the 
force  of  the  current,  and  the  value  of  the  degrees  on  the  galvan- 
ometer will  be  deduced  from  it,  either  directly,  or  by  some  for- 
mula of  interpolation  convenient  enough  for  use.  liie  experi- 
ments quoted  are  not  rigorous  enough  to  form  the  elements  of 
calculation. 

17. 

Let  us  return  to  the  magnetic  machine.  We  have  succeeded 
in  gaining  a  reversion  in  the  direction  of  the  current,  as  in- 
stantaneous 88  exact,  by  the  commutator  described  in  Art  7, 
whose  efiect  is  not  at  aU  aiFected  by  the  velocity  of  rotation. 
We  have  succeeded  also  in  gaining,  at  least  for  some  time,  a 
tolerably  constant  voltaic  apparatus.  In  short,  means  have 
been  found  to  reduce  to  a  minimum  the  expense  attending  it 
by  preventing  the  direct  action  of  the  acid  on  the  zinc,  an 
action  which  really  cannot  be  made  useful,  and  which  as  we 
know  infinitely  surpasses  that  which  produces  the  voltaic 
current.     Thus  the  most  important  difficulties  in  the  prac- 

*  Becquerel  Traits  d' Electricity  et  du  Magnetisme.  T.  II,  p.  20. 
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tical  application  of  electro-magnetism  being  overcome,  I 
think  it  is  time  to  examine  more  closely  the  nature  of  the 
forces  we  should  wish  to  make  use  of,  and  particularly  to 
ascertain  the  cause,  that  limits  the  velocity  which  we  are  right 
in  supposing  ought  to  be  infinitely  accelerated.  This  velocity 
with  a  pile  of  4  pairs,  2  feet  square,  never  exceeded  120 — 130 
revolutions  a  minute.  We  must  not  lightly  abandon  con- 
clusions founded  on  the  nature  of  things,  and  those,  which  I 

relate,  are  drawn  solely  from  the  integral  /^    MdSy  expressing 

the  magnetic  attraction  and  considered  to  be  independent 
of  the  velocity.  It  also  rests  on  the  legitimate  supposition 
that  the  electro-magnetic  excitation  of  soft  iron,  operates  in- 
stantaneously. If  this  were  not  the  case,  my  apparatus  would 
have  shown,  that  magnetism  and  electricity  ought  to  be  attri- 
buted to  the  motion  of  a  tolerably  gross  matter,  or  to  much 
more  perceptible  oscillations  than  those  which  propagate 
sound.  In  short  nobody  can  deny  and  that  if  it  be  the  nature  of 
a  force,  not  to  require  time  to  act,  and  that  its  different  eflects 
were  not  instantaneously  perceptible,  it  would  then  be  some 
molecular  motion  subject  to  mechanical  laws,  which  took  place. 

18. 

At  the  end  of  my  first  note  I  said,  in  the  employment  of 
thermo-electric  piles  for  the  motion  of  machines  we  had  to 
fear  the  magnetic  electrical  currents  developed  by  magnetism 
in  motion.  The  reaction  proceeding  from  it,  will  be  almost 
entirely  destroyed  in  the  hydro-electric  pile,  the  liquid  con- 
ductors offering  too  great  a  resistance  to  the  passage  of  these 
currents.  These  considerations  were  founded  on  detached 
experiments.  Making  use  of  a  thermo-electric  pile,  the 
deviation  of  the  needle  was  affected  by  a  magnet  placed  in  a 
spiral  forming  part  of  the  circuit ;  it  was  not  so  with  a  voltaic 
pair  of  small  dimensions.  The  deviation  of  an  extremely 
sensible  galvanometer  was  not  altered.  I  was  not  surprised 
at  that  since  the  conducting  power  of  liquids  is  much  Delow 
that  of  metals.  But  experimenting  on  the  magnetic  force  of 
a  bar  of  soft  iron,  I  sometimes  found  considerable  differences 
for  which  I  could  in  no  way  account.  I  was  curious  to  know 
if  these  differences  proceeded  from  the  nature  of  the  iron,  or 
from  the  weakening  of  the  electric  current  produced  by  a 
voltaic  pair  of  half  a  foot  square  of  surface.  For  this  reason 
I  placed  in  the  circuit  a  galvanometer  so  distant  as  not  to  be 
affected  by  the  direct  magnetism  of  the  bar.  I  was  much 
astonished  to  see  the  needle  recoil  on  placing  the  armature 
and  advance  on  removing  it,  for  it  was  the  first  time  I  had 
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known  the  double  quality  of  the  connecting  wire^  viz :  that  of 
conducting  the  voltaic  current  and  at  the  same  time  represent- 
ing an  ordinary  wire  subject  to  the  action  of  a  magnet  in 
motion.      The  spiral  producing   a  magnet   by  the  voltaic 
current  is  at  the  same  time  a  magnetic  electrical  spiral  in 
which  a  magnet  is  placed.  Hence  the  solution  of  the  problem 
of  the  uniform  velocity  of  the  magnetic  machine.     For  being 
set  in  motion  by  the  magnetizing  power  of  a  voltaic  current,  it  i 
represents  simultaneously  an  apparatus,  composed  of  magnets 
in  motion,  and  capable  of  producing  a  magnetic  electrical ' 
current,  in  a  direction  opposite  to  that  of  the  voltaic  current. » 
This  first  is  closed  by  the  pile  itself,  which,  being  composed 
only  of  a  single  pair,  does  not,  as  far  as  we  can  see,  offer  too 
great  a  resistance  to  its  passage. 

I  placed  a  galvanometer  in  the  connecting  wire  formed  by 
the  union  of  the  sixteen  spirals  of  the  apparatus.  Then  closing 
the  circuit  and  preventing  the  motion  of  the  machine,  I  ob- 
served the  deviation  of  the  needle.  It  amounted  to  nearly  60*. 
As  soon  as  the  motion  of  the  apparatus  commenced  the  needle 
recoiled  and  continued  to  do  so  in  proportion  as  the  velocity 
became  more  accelerated.  The  motion  becoming  uniform  at 
60  revolutions  a  minute,  the  needle  was  fixed  at  a  deviation  of 
about  47*.  The  needle  always  advanced  when  the  motion 
was  stopped  or  retarded ;  it  recoiled  on  the  contrary  when  it 
was  mechanically  accelerated.  It  appeared  that  the  deviation 
of  the  needle  at  47*  corresponds  to  the  state  of  equilibrium^ 
for  the  motion  ceasing  by  itself  the  needle  did  not  quit  this 
position.  Also  in  several  experiments,  whether  the  first 
deviation  of  the  needle  exceeded  60'  or  whether  it  was  less,  it 
always  became  fixed  at  about  47*.  The  voltaic  current  being 
weakened  by  the  interposition  of  different  branches,  until  the 
first  deviation  of  the  needle  amounted  to  no  more  than  47* 
the  magnetism  was  not  strong  enough  to  produce  motion  in 
the  apparatus.  Repeated  experiments  will  be  necessary  to 
explore  these  interesting  phenomena. 

19. 

I  thought  it  would  be  profitable  to  open  to  the  magnetic 
electrical  current  two  passages  or  separate  branches,  one  of 
which  would  be  the  pile  and  the  other  a  second  metallic  con- 
necting wire,  so  long  and  so  thin  as  not  to  affect  too  much 
the  quantity  of  electricity  passing  by  the  principal  connecting 
wire,  (Art  8  No.  6).  It  was  natural  to  suppose  that  the  counter 
current  would  rather  follow  the  metallic  wire  than  the  liquid 
of  the  pile.  It  was  not  so.  During  the  motion  of  the  apparatus 
the  galvanometer  being  fixed  at  47*  and  the  second  circuit 


440    M.  Jacobin  tm  the  application  of  electro-magnetism 

suddenly  established^  the  needle  was  not  much  affected  by  it; 
it  certainly  advanced  but  only  1*5*;  also  the  velocity  of  the 
apparatus  was  not  sensibly  altered.  On  reducing  the  length 
of  the  second  wire  nearly  the  same  thing  took  place.  The 
passage  of  the  counter-current  over  the  metallic  wire,  was  proved 
at  least  in  part  by  the  interposition  of  a  second  galvanometer. 
During  the  accelerated  motion  the  needleof  the  latter  advan- 
ced in  proportion  as  that  of  the  former  recoiled.  We  ought  to 
expect  it^  since  the  counter-current  in  the  secondary  branch 
has  the  same  direction  as  the  voltitic  current.  This  is  quite 
conformable  to  the  remark  M .  Nobili  has  added  to  the  end  of 
his  first  memoir  on  the  theory  of  electro-dynamic  induction 
(jtntologia  di  Firenze^  1832,  Ab.  42.  J  The  ends  of  the 
connecting  wire  surrounding  the  bars,  ought  to  be  considered 
as  the  poles  of  an  electro-motive  apparatus.  In  addition  to 
this  the  magnetizing  power  of  this  counter-current  has  been 
proved  by  making  it  traverse  a  spiral  bent  about  a  bar  of  soft 
iron. 

20. 

In  short  every  thing  leads  us  to  believe,  that  the  greater 
part  of  the  counter-current  might  be  made  useful  by  employ- 
ing two  apparatus  of  the  same  kind,  whose  connecting  wires, 
bent  in  spirals  about  bars  in  each  system,  terminated  in  the 
same  pile.  The  counter -current  engendered  by  the  motion  of 
one  apparatus,  would  serve  to  reinforce  the  magnetism  of  the 
other,  and  vice  vers& ;  the  counter-currents  would  balance  one 
another  to  annihilate  their  effects.  An  experiment  might  be 
made  on  a  small  scale  with  the  bar  described,  the  legs  of 
which  were  surrounded  by  separate  spirals.  Fig.  1 14 ,  shows 
the  disposition  of  the  experiment.  The  two  spirals  were  con- 
nected by  the  pointed  wire  c  b  immersed  in  the  small  cups 
c  by  fillea  with  mercury.  They  thus  formed  a  single  connect- 
ing wire,  of  which  the  other  ends  a  d,  were  combined  with  a 
pile  C  Z.  I  grasped  in  my  hands,  moistened  with  acidulated 
water,  the  connecting  wire  at  the  place  e,fy  and  I  caused  the 
circuit  to  be  broken  at  g  or  h.  I  felt  a  violent  shock.  This  is 
otherwise  the  same  as  the  beautiful  experiment  of  Mr. 
Jenkins,  related  by  Mr.  Faraday.*  Placing  the  multiplying 
wire  of  a  galvanometer  m  in  the  circuit,  the  needle  was  devi- 
ated to  48*  by  the  voltaic  current.  Then  placing  the  armature 
near,  it  recoiled  from  48*  to  40*.  The  deviation  on  taking 
away  the  armature  could  not  be  observed,  the  latter  being  too 
strong.     The  spirals  were  now  connected  with  the  pile  in  two 

*  The  experiment  is  originally  that  of  Professor  Henry.  See 
his  paper  in  this  volume.    Edit. 
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separate  branches  by  means  of  the  wires  ab  and  de.  The 
wire  c  b  was  taken  away.  I  expected  on  breaking  the  circuit, 
to  perceive  that  the  magnetic-electrical  current  excited  in  the 
spiral  a  c,  would  be  conducted  entirely  by  the  spiral  b  d  and 
vice  vers&.  But  I  was  wrong.  The  shock  was  not  much 
less.  The  needle  did  not  recoil  less.  I  was  struck  with  this 
experiment,  but  after  all  I  considered  this  magnetic-electrical 
disposition  as  an  unclosed  voltaic  pile,  consisting  of  two  ele- 
ments combined  so  as  to  form  only  a  single  pair  as  represented 
in  fig.  1 15.  The  currents,  whose  directions  are  opposed  with 
regard  to  the  wires  ab,  cd  unite,  in  crossinc^  some  connect- 
ing wire  placed  in  contact  with  the  points  e/.  If  the  galvanic 
excitation  be  not  in  perfect  equilibrio,  being  stronger  on  one 
side  than  the  other,  there  will  be  a  deviation  of  the  needle 
proportional  to  the  difference  of  the  currents  which  traverse 
the  wiresai,  C£f.  This  is  conformable  to  the  experiments 
related  by  Mr.  Faraday,  in  the  beginning  of  the  8th  series,  on 
the  subject  of  decompositions  made  with  a  single  voltaic  pair. 
In  &Lct  what  is  caUed  tension,  is  the  effect  of  forces  equal  and 
contrary  in  direction.  In  mechanics  such  forces  destroy 
one  another,  their  sum  being  zero,  but  in  natural  philosophy 
it  is  another  thing. 

As  to  the  direction  of  the  magnetic  electrical  current  which 
causes  the  shock,  it  is  the  same  as  that  of  the  voltaic  current. 
That  was  proved  by  a  galvanometer,  the  multiplying  wire  of 
which  terminated  in  the  points  e,/.  There  was  a  deviation  on 
a  part  of  the  voltaic  current,  traversing  the  secondary  branch 
e,y.  On  causine  the  armature  to  approach,  the  needle  of  this 
galvanometer  advanced  at  the  same  time  that  the  needle  m 
recoiled.  The  contrary  effect  might  be  observed  on  removing 
the  armature  by  a  blow  from  a  hammer. 

21. 

Here  are  still  some  more  experiments  relative  to  this  sub* 
ject.  The  extremities  of  the  bar  were  surrounded  by  a  copper- 
plate fig.  116,  in  the  circuit  cf  which  was  placed  a  galvanome* 
ter.  On  causing  the  armature  to  approach,  the  needle  was  not 
affected ;  but  alter  having  bent  the  ends  of  the  multiplying 
wire  about  the  points  e,  /,  and  the  circuit  being  thus  closed^ 
there  was  a  considerable  deviation. 

An  analogous  result  will  be  found  in  the  following  experi- 
ment. Immersing  in  the  cups  a,  boic^d  of  the  bar,  fig.  1 14, 
two  plates  of  copper,  which  were  firmly  grasped  in  the  hands, 
there  was  no  shock,  when  the  circuit  was  broken  by  separating 
the  wires  aboicd;  for  the  human  body  formed  part  of  a  circuit 
in  which  equal  excitations  took  place  on  two  opposite  sides. 
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The  plates  being  immersed  in  the  cups  c  and  hy  there  was  a 
violent  shock  at  the  moment  of  the  disjunction. 

I  formed  a  thermo-electrical  circuit  of  bismuth  and  antimony, 
in  which  was  placed  a  galvanometer ;  after  having  heated  the 
two  solderings  to  the  same  degree  there  was  no  deviation  of 
the  needle ;  but  the  multiplying  wire  having  been  placed 
so  as  to  form  an  intermediate  branchy  and  the  solderings 
being  at  opposite  sides,  there  was  a  considerable  deviation. 
That  would  not  have  happened  if  the  circuit  of  bismuth 
and  antimony  had  been  in  its  normal  state,  for  it  would  have 
then  conducted  the  greatest  part  of  the  thermo-electrical 
current,  since  the  multiplying  wire  was  so  long  and  thin  as 
only  to  intercept  an  extremely  feeble  part. 

it  seems  to  me  that  there  are  circumstances  which  cause 
metals  to  lose  their  conducting  power,  and  these  same  cir- 
cumstances on  the  contrary  increase  that  of  liquids.  Is  this 
perhaps  the  state  of  bodies  that  Mr.  Faraday  calls  electro- 
tonic  ? 

22. 

In  the  supplement  to  No.  105  of  the  Institute  for  May  13, 
1835,  will  be  found  a  note  on  a  memoir  by  Mr.  Faraday, 
which  we  expect  to  be  published.  The  experiment  described 
at  the  end  of  this  note  seemed  to  me  so  striking  and 
important  to  the  researches  which  are  the  object  of  the 
present  memoir,  that  I  did  not  delay  to  repeating  it.  Two 
copper  wires,  400  feet  long  and  f  of  a  ligne  in  diameter,  care- 
fully covered  with  silk  ribbon,  were  bent  together  in  a  spiral 
about  a  cylinder  in  hollow  wood  of  1^  inch  in  diameter.  The 
ends  of  these  two  wires  were  united.  The  effect  of  this  combi- 
nation exceeded  my  most  sanguine  expectations;  for  employing 
a  voltaic  pair  of  silver  and  zinc,  having  only  half  an  inch  square 
of  surface,  I  obtained  at  the  moment  of  disjunction  a  bright 
spark,  and  so  powerful  a  shock  that  I  could  scarcely  support  it. 
The  same  effect  took  place  when  the  pair  was  reduced  to  a  pla- 
tina  and  zinc  wire.  After  having  placed  a  soft  iron  cylinder  in 
the  hollow  of  the  wooden  one,  the  action  was  still  more  con- 
siderable. These  effects  were  not  much  increased  by  enlarging 
the  surface  of  the  pair.  A  wire  conductor  400  feet  long  being 
employed  alone,  the  spark  and  shock  were  much  more  feeble; 
but  after  uniting  the  two  ends  of  the  second  wire  of  400  feet 
in  the  circuit  there  was  neither  shock  nor  spark.  This  is 
perfectly  conformable  to  the  experiment  of  Mr.  Faraday. 

For  this  reason  I  made  the  following  experiment :  in  the 
wooden  cylinder  I  placed  a  cylinder  of  soft  iron  1^  inch  in 
diameter,  forming  the  armature  of  the  soft  iron  bar.      Liet  us 
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call  the  corresponding  extremities  of  the  bar  and  armature 
A,  a,  B,  b.  The  two  spiral  wires  400  feet  long  bent  about  the 
armature  were  united  in  one  of  800  feet,  the  ends  of  which 
were  conducted  by  a  multiplier  to  the  poles  of  a  voltaic  pair  of 
about  ^  of  a  foot  square.  The  spiral  surrounding  the  bar 
terminated  in  a  pile  of  a  foot  square  by  means  of  a  vibrating 
commutator.  The  deviation  of  the  needle  was  16'.  The 
current  which  magnetized  the  horse-shoe  iron  bar,  being 
directed  so  as  to  produce  in  A  the  same  magnetism  as  in  a, 
(Aq  An ,  B,  6|)  the  needle  advanced  to  30%  and  on  reversing  the 
current  so  as  to  produce  contrary  magnetisms  (A.  Oq  ,  Bq  6,  ) 
the  needle  recoiled  from  16*  to  10*  returning  after  a  few  oscilla- 
tions to  its  former  position  of  16*.  Employing  a  single  wire 
400  feet,  the  other  wire  not  forming  the  circuit,  the  deviation 
of  the  needle  was  21  *.  By  the  arrangement  (An  Oo  ^  B ,  6,  )  the 
needle  advanced  as  far  as  33}*,  it  recoiled  on  the  contrary  to 
13*  when  the  magnetism  of  the  bar  and  armature  attracted  each 
other  (A.  a^ ,  Bn  A,  )  After  uniting  the  second  wire  of  400  feet 
in  the  circuit,  the  deviation  of  the  needle  being  the  same  as 
formerly,  viz :  21  *,  the  latter  by  the  above-mentioned  arrange- 
ments advanced  and  recoiled  to  30*  and  14*  respectively. 
We  see  that  in  this  case  the  needle  is  rather  less  affected 
than  in  the  case  of  the  disjunction  of  the  second  wire;  but  I 
had  expected,  as  a  necessary  consequence,  that  the  needle 
would  not  be  at  all  affected,  having  neither  received  a  shock 
or  spark  in  the  analogous  experiment.  I  confess  I  am  at 
present  unable  to  explain  the  striking  difference,  which  sub- 
sists 1  between  the  current  of  reaction  and  the  magnetic  elec- 
trical current. 

23. 

With  regard  to  the  magnetic  apparatus,  it  will  be  very  im- 
portant to  weaken  the  effect  of  the  counter-current,  without  at 
the  same  time  weakening  the  magnetism  of  the  bars.  Well : 
it  is  the  alternate  combination  of  the  pairs  of  the  voltaic  pile 
that  enables  us  to  increase  at  pleasure  the  velocity  of  rotation. 
We  know  that  the  magnetic  power  of  the  current  is  not  sensi- 
bly increased  by  augmenting  the  number  of  pairs,  but  the 
counter-current  is  considerably  weakened  by  it,  being  obliged 
to  pass  through  a  great  number  of  liquid  strata.  In  feet,  by 
using  12  voltaic  pairs,  each  six  inches  square  instead  of  4 
copper  troughs  as  I  had  done  hitherto,  the  velocity  of  rotation 
amounted  at  least  to  250 — 300  revolutions  a  minute,  which 
number  I  could  only  appreciate,  not  being  able  to  count  them. 
The  acid  I  used  was  extremely  weak,  and  had  served  for  ex- 
periments for  a  long  time.     The  development  of  gas  was 
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neither  appreciable  by  sight  nor  smell.  Having  immersed  two 
large  copper  wires  in  the  cups  p  and  o,  and  grasped  them  in 
my  hands^  moistened  with  salt  water,  I  received  during  the 
motion  of  the  apparatus  violent  shocks,  and  felt  an  extreme 
pricking  in  the  upper  part  of  my  body.  The  mechanical  effect 
of  the  apparatus,  corresponding  to  the  velocity  of  250  to  300 
revolutions  a  minute,  was  estimated  at  half  the  force  of  a  man. 
I  shall  apply  it  hereafter  to  an  exact  dynamometric  apparatus. 
I  have  not  been  able  to  make  any  further  experiments  on 
this  subject,  and  am  even  obliged  to  interrupt  the  course  for 
some  time :  but  from  what  precedes  I  think  I  may  assert  that 
the  superiority  of  this  new  mover  is  placed  beyond  a  doubt,  as 
regards  the  absence  of  all  danger,  the  simplicity  of  application, 
and  the  expense  attending  it. 

LXX.  Facts  and  observations  for  the  purpose  of  illus- 
trating  a  theory  intended  to  connect  the  operations  of 
nature  upon  general  principles.    By  P.  Cooper,  Esq.* 

I .  The  theory  which  we  propose  to  illustrate  in  this  paper, 
will  ultimately  derive  the  strongest  evidence  of  its  truth  from 
the  generalization  of  phenomena  which  have  hitherto  formed 
several  distinct  classes;  and  by  connecting  these  phenomena 
with  the  great  operations  of  nature  to  which  they  belong,  t 
It  is  intended,  however,  that  in  the  progress  of  its  develop- 
ment its  consistency  shall  be  supported  by  experiment,  or  by 
showing  its  application  to  known  facts ;  and  the  reader  will 
greatly  assist  me  in  the  undertaking  by  pointing  out  any  fail- 
ures in  the  fulfilment  of  this  intention,  by  the  opportunities 
it  will  present  for  further  explanation. 

Those  who  cultivate  science,  with  a  view  to  discover  in  the 
works  of  nature  phenomena  beyond  the  reach  of  human  com- 
prehension, will  be  disappointed  in  this  theory;  the  wonders 
which  are  calculated  to  make  the  vulgar  stare  and  the  rational 
hesitate  form  no  part  of  the  system  before  us.  It  must  have 
been  observed,  that  as  machinery  of  human  invention  is  im- 
proved by  the  alterations  which  are  made  from  time  to  time 
to  adapt  it  more  completely  to  its  object,  it  becomes  more 
simple  in  the  same  degree  that  it  approaches  to  perfection ; 
and,  corresponding  with  such  observations,  it  will  be  found 
that  the  machinery  of  nature  being  absolutely  perfect,  is  in 
the  highest  degree  simple.      So  far  then,  from  its  being  de- 

*  Communicated  by  the  Author. 

+  See  abstract  of  a  series  of  papers  entitled  "  Outlines  of  a  The- 
ory intended  to  connect  the  operations  of  nature  upon  general  prin- 
ciples. 
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rogatory  to  the  Great  Mind  which  planned  the  universe,  that 
the  most  simple  means  are  mdversiAly  adopted,  it  is  a  proof 
of  the  highest  wisdom. 

Having  made  these  preliminary  remarks,  we  shall  proceed 
to  the  object  we  have  m  view. 

2.  There  are  few  principles  in  philosophy  which  aj)pear  to 
be  more  clearly  established  than  the  doctrine  of  definite  pro- 
portions; and,  conseauently,  the  division  of  matter  into 
atoms,  varying  in  bulK,  or  specific  gravity,  or  some  other 
property  attached  to  them,  so  as  to  give  them  different 
weights  when  compared  with  each  other. 

In  the  abstract  of  this  theory,  lately  published,  I  have  as- 
sumed that  bodies  are  formed  of  matter  consisting  of  globular 
atoms  of  different  sizes;  but,  in  the  work  from  wnich  the  ab- 
stract is  taken,  it  is  stated  that  the  same  effect  would  be  pro- 
duced by  uniformity  of  size  and  difference  of  attractive  force ; 
and  it  may  be  found  necessary,  in  order  to  account  for  the 
various  phenomena  exhibited  in  chemical  combinations,  to 
admit  both  these  distinctions.  The  theory  was  formed  during 
the  infancy  of  the  doctrine  which  now  forms  an  important 
part  of  our  chemical  knowledge,  and  I  have  not  hitherto  dis- 
turbed its  original  simplicity  by  any  attempts  to  bring  it  into 
unison  with  discoveries  which,  probably,  are  not  yet  fiiUy 
developed. 

3.  The  next  assumption  is,  that  light,  also,  consists  of 
globular  atoms,  uniform  in  size  and  in  everv  other  natural 
quality,  having  an  attraction  for  the  atoms  of  matter,  and  a 
repulsion  between  themselves.*  This,  with  the  exception  of 
a  aefinite  arrangement,  is  not  by  any  means  new;  it  is  almost 
impossible  that  the  known  properties  and  universal  presence 
of  light  and  heat  should  not  have  suggested  something  of  the 
kind  to  those  who  were  acquainted  with  the  various  operations 
in  which  the  materiality  of  this  element  is  so  clearly  demon- 
strated. Lavoisier,  in  his  Elements  of  Chemistry,  page  70, 
says,  ''  It  is  by  no  means  difficult  to  perceive  that  this  elas- 
ticity depends  upon  that  of  caloric,  which  seems  to  be  the 
most  eminently  elastic  body  in  nature.  Nothing  is  more 
readily  conceivable  than  that  one  body  should  become  elastic 
by  entering  into  combination  with  another  body  possessed  of 
that  quality."  And  near  the  close  of  the  same  chapter,  he 
says,  '^  When  we  are  once  permitted  to  suppose  this  repelling 
force"  (namely,  the  mutual  repulsion  of  the  atoms  of  caloric) 
''  the  theory  of  the  formation  of  gases,  or  aeriform  fluids, 

*  For  a  more  particular  statement  of  this  part  of  the  theory,  see 
Abstract,  paragraphs  1  and  ^;  or  Annals,  &c.  Vol.  I.  page  331. 
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becomes  perfectly  simple ;  though  we  must,  at  the  same  time, 
allow^  that  it  is  extremely  difficult  to  form  an  accurate  con- 
ception how  this  repulsive  force  acts  upon  very  minute  par- 
ticles placed  at  a  great  distance  from  each  other/' 

The  difficulty  which  Lavoisier  here  speaks  of  arose  from 
the  want  of  any  connexion^  in  his  view  of  the  subject,  be- 
tween the  atoms  of  matter  and  the  atoms  of  caloric,  or  light; 
for  without  such  a  connexion,  which  is  provided  in  the  present 
theory  by  the  attraction  of  matter  for  light,  the  mutual  re- 
pulsion of  the  atoms  of  the  latter  would  be  unavailing  as  it 
regards  the  elasticity  of  the  former.  With  this  provision, 
nothing  can  be  more  simple;  the  interposed  light  attracts  the 
contiguous  atoms  of  matter,  and  draws  them  together,  inde- 
pendently of  any  attraction  between  themselves;  while  the 
mutual  repulsion  of  the  atoms  of  the  same  light  causes  them 
to  recede  n*om  each  other;  it  is  therefore  at  once  the  bond  of 
union  and  the  motive  for  separation. 

4.  I  need  not  say  that  in  this  enquiry  we  have  the  same 
liberty  to  magnify  in  our  imagination  the  minute  objects  which 
are  the  subjects  of  investigation,  provided  we  preserve  their 
relative  proportions,  as  we  have  to  reduce  the  objects  which 
form  the  solar  system;  in  order,  in  both  cases,  to  bring  them 
within  the  limits  of  our  comprehension.  The  Great  Being 
who  created  the  whole,  views  an  atom  and  a  world  with  equal 
ease;  and  would  as  readily  discover  in  the  former,  as  in  the 
latter,  the  slightest  deviation  from  the  laws  by  which  their 
motions  are  regulated. 

If  we  duly  contemplate  these  minute  wonders  of  creation, 
recollecting  that  the  smallest  animalcula  which  the  microscope 
renders  visible  to  us,  has  many  members;  and  that  these 
members  must  have  organs  to  supply  them  with  the  fluids  re- 
quired to  support  and  repair  the  complicated  machinery  which 
is  necessary  to  their  various  objects;  that  these  fluids  and  the 
vessels  in  which  they  circulate  are  formed  of  an  arranged  col- 
lection of  these  atoms  with  the  properties  we  have  described, 
and  that  every  atom  has  its  office,  the  duties  of  which  are 
performed  with  the  most  perfect  regularity ;  it  will  raise  in 
our  minds  a  greater  degree  of  astonishment  than  the  con- 
templation of  the  myriads  of  worlds  which  surround  us.  We 
can  much  more  easily  comprehend  the  collection  of  vast 
quantities  of  matter  into  masses,  than  we  can  follow  the  divi- 
sion of  matter  into  those  minute  receptacles  for  it,  which  the 
eye  of  reason  only  can  penetrate. 

5.  As  the  combination  of  matter  with  li^ht  is  the  veiy 
foundation  of  our  theory,  and  the  great  principle  upon  whicn 
it  wholly  depends,  we  may  be  allowed  to  be  somewhat  parti- 
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cular  in  our  description  of  it,  and  of  the  arrangements  which 
must  arise  from  the  influence  of  the  laws  by  which  it  is 
regulated. 

If  we  introduce  a  simple  atom  of  matter  to  a  quantity  of 
light,  the  light,  from  its  great  attraction  for  matter,  will  rush 
towards  it  in  every  direction;  but  previously  to  its  coming  in 
contact  with  the  atom  of  matter^  it  will  be  met  by  the 
mutually  repulsive  force  of  the  light  which  is  arriving  in  op- 
posite directions,  and,  instead  of  closing  upon  the  atom,  it  will 
form  a  hollow  sphere  at  some  distance  from  it.  Every  atom 
of  light  which  forms  the  stratum  immediately  surrounding  the 
atom  of  matter,  will  be  equally  distant  from  the  central  atom, 
because  the  attraction  of  this  atom  is  the  same  in  all  direc- 
tions; and  equally  distant  from  each  other;  the  repulsive  force 
of  the  atoms  of  light  being  uniform,  and  this  force  being 
counteracted  by  a  central  attraction,  which  is  also  uniform. 
The  stratum  of  light  succeeding  that  which  immediately  sur- 
rounds the  atom  of  matter,  will  also  be  subject  to  equal  forces ; 
it  will  be  attracted  by  the  atom  of  matter,  and  it  will  be  re- 
pelled by  the  first  stratum  of  light ;  but  both  these  forces 
being  equal  at  equal  distances  from  the  centre,  it  will  form  a 
second  hollow  spnere,  at  some  distance  from  the  first;  the 
next,  and  every  succeeding  stratum,  will  also  be  subject  to 
equal  forces,  both  of  attraction  and  repulsion,  at  equal  dis- 
tances bom  the  centre;  and  the  whole  will  form  concentric 
spheres,  at  distances  from  each  other  depending  upon  the  re- 
lative power  of  the  opposing  forces.  (3;  and  note  with  re- 
ference.) 

6.  It  is  evident  that  the  spheres  of  light  at  different  dis- 
tances from  the  centre,  will  be  held  in  their  position  by  very 
different  forces;  not  only  because  the  force  of  attraction  of 
the  central  atom  declines  as  the  square  of  the  distance,  but 
also,  because  the  repulsive  force  of  the  inferior  strata  of  light 
acts  in  opposition  to  this  attraction;  whereas,  the  repulsive 
force  of  the  superior  strata  concurs  with  the  central  force.  It 
is  equally  evident  that  at  a  certain  distance  from  the  atom  of 
matter  these  two  forces,  namely,  the  attraction  of  the  central 
atom  and  the  repulsion  of  the  light  which  surrounds  it,  will 
become  perfectly  equal,  and  the  atom  will  cease  to  exercise 
any  force  upon  the  light  beyond  it.  The  light  which  is  thus 
attached  to  an  atom  of  matter  may  very  properly  be  called  its 
atmosphere.  It  is  necessary  to  observe,  and  it  is  a  very  ma- 
terial distinction,  that  the  state  of  neutrality  we  have  described 
does  not  arise  from  any  cessation  in  the  action  of  the  two 
forces,  but  from  their  exactly  balancing  or  counteracting  each 
other.     Hence  it  is>  that  as  both  the  forces  are  regulated  by 
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the  same  law  of  distance,  although  the  light  which  surrounds 
every  atom  of  matter  attracts  the  atoms  of  distant  matter  and 
repels  the  atoms  of  distant  light,  these  two  forces  being  equal 
at  all  distances,  light  or  heat,  when  added  to  bodies  appears 
to  be  imponderable.* 

7.  We  have  observed  that  the  concentric  spheres  of  light 
which  form  the  atmospheres  of  the  atoms  of  matter  are  held 
in  their  position  by  different  forces  at  different  distances  from 
the  centre;  the  force  declining  as  the  light  recedes  from  the 
atom  of  matter.  In  conseauence  of  this  difference  of  force, 
the  light  which  forms  the  oifferent  strata  will  be  in  a  different 
state  of  intensity,  or  compression ;  by  which  we  mean,  that 
the  atoms  of  light  will  be  at  different  distances  from  each 
other  under  the  influence  of  different  forces;  for  the  repulsive 
force  of  these  atoms  will  be  opposed  by  the  force  which  draws 
them  towards  the  centre,  and,  at  the  same  time,  nearer  to 
each  other.  In  each  stratum  of  light,  whatever  may  be  it« 
intensity,  or  state  of  compression,  the  distance  of  the  atoms 
from  each  other  will  be  exactly  equal;  the  forces  to  which  it 
is  subjected  being  in  every  respect  the  same. 

8.  Having  described  a  single  atom  of  matter,  with  its 
atmosphere  of  light,  we  will  now  suppose  an  unlimited  num- 
ber of  these  atoms  to  be  brought  together,  in  order  that  we 
may  observe  their  action  upon  each  other.  If  we  direct  our 
attention  to  one  of  these  atoms,  we  shall  perceive  that  its  at- 
mosphere will  be  repelled  by  the  atmosphere  of  every  atom 
which  surrounds  it;  but  while  these  atmospheres  are  all  equal, 
and  the  distance  to  which  they  extend  unlimited,  the  forces 
thus  brought  into  action  can  make  no  impression,  because 
they  are  everywhere  counteracted  by  equal  forces:  whatever 
force  is  exercised  on  one  side  by  one  atom,  is  resisted  by  an 
equal  force  on  the  opposite  side  by  another  atom;  and  this 
being  the  case  at  all  points  and  in  every  direction,  the  atmos- 
pheres of  the  atoms  preserve  their  uniform  state. 

9.  If,  instead  of  supposing  the  atom  we  have  in  our  con- 
templation to  be  surrounded  with  other  similar  atoms  to  an 
unlimited  extent  in  every  direction,  we  suppose  that  on  one 
side  of  this  atom,  though,  perhaps,  at  a  considerable  distance^ 
these  atoms  terminate,  and  others  are  introduced,  the  atmos- 
pheres of  which  present  greater  or  lesser  forces,  the  effect 
will  be  very  different;  for  the  light  which  forms  the  atmos- 
phere of  the  atom  will  then  flow  towards  this  side  in  the  lat- 

♦  The  anomaly  which  has  hitherto  existed,  between  the  impon- 
derable quality  of  caloric  and  its  known  attraction  for  matter,  is 
thus  removed. 
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ter  case,  and  from  it  in  the  former ;  not  because  there  is  any 
direct  attraction  or  repulsion  between  the  distant  body  of 
atoms  and  the  atom  we  have  in  view^  but  because  every  inter- 
mediate atom  will  be  brought  into  the  same  state ;  it  being 
impossible  to  present  two  diiferent  forces  to  each  other  without 
producing  this  effect  to  an  extent  which  will  exhaust  the  in- 
ductive force^  by  the  resistance  which,  though  with  little 
effect  severally,  every  atom  opposes  to  this  derangement  of  its 
atmosphere.  The  body  which  in  this  case  presents  the 
greater  force,  is  said  to  be  positive,  and  the  body  which  pre- 
sents the  lesser  force,  negative. 

10.  The  means  by  which  this  extensive  derangement  is 
effected  may  be  easily  understood.  Let  us  suppose  that  the 
atoms  A,  B,  C,  D,  E,  F,  ^c.  in  Scheme  1,  present 

Scheme  1. 
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greater  forces  than  the  atoms  6,  U,  I,  K,  L,  M,  &c.  or  that 
the  former  are  positive  when  com^red  with  the  latter,  which^ 
consequently,  must  be  negative.  Let  C  be  the  atom  we  have 
in  view,  forming  part  of  the  series  A,  B,  C,  &c.  the  atmos- 

Eheres  of  which  previously  to  the  introduction  of  the  negative 
ody  of  atoms,  G,  H,  I,  &c.  were  uniform.  Now,  the  moment 
6  and  F  were  brought  within  the  inductive  influence  of  each 
other,  we  shall  observe  the  atmosphere  of  C  will  flow  towards 
the  negative  body,  and  assume  the  form  indicated  by  scheme  1, 
by  the  positive  and  negative  signs;  this  will  happen,  not  in 
consequence  of  any  attraction  between  the  atmosphere  of  C, 
and  the  distant  body  G^  H,  1,  &c.,  but  because  the  interme- 
diate atoms,  commencing  with  the  atom  nearest  to  G,  are 
brought  into  the  same  state;  the  atmosphere  of  F  repelled  on 
one  side  by  the  atmosphere  of  E,  and  on  the  other  by  the 
atmosphere  of  G,  finds  least  resistance  in  G  and  flows  towards 
it,  thus,  by  rendering  the  side  of  F  towards  E  negative,  pre- 
paring ibe  way  for  the  atmosphere  of  D  to  flow  in  the  same 
direction;  leaving  it  negative  towards  C,  the  atom  we  have 
been  attending  to;  which,  of  course^  will  assume  a  similar 
arrangement. 

The  positive  body  will  exercise  a  similar,  though  opposite, 
action,  upon  the  negative  body;  the  force  of  F  being  greater 
than  the  force  of  H,  the  light  which  forms  the  atmosphere 
of  the  intermediate  atom  G  will  flow  towards  the  latter,  ren- 
dering it  positive  towards  H,  and  negative  towards  F:  this 
will  renew  the  action  between  F  and  G,  by  increasing  their 
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relative  positive^  and  negative  states,  and  there  will  be  a  suc- 
cession of  these  actions  and  reactions,  which  will  extend 
throughout  both  series  entil  an  equilibrium  be  established. 
(See  Electricity,  104.)* 

The  propagation  of  the  deranging  force,  in  the  manner  we 
have  here  described,  has  usually  been  called  induction ;  but 
we  shall  also  occasionally  term  it  the  extension  of  derangement. 
11.     The  deranging  force  is  of  so  much  importance  to  our 
theory,  that  we  may  be  allowed  to  be  somewhat  particular  in 
its  description.     Hitherto  we  have  spoken  of  the  formation  of 
one  kind  of  atoms  only;  but  we  have  assumed  that  they  are  of 
different  sizes,  or  that  they  differ  in  attractive  force  (2),  so 
that,  although  the  arrangemetit  of  their  atmospheres  is  made 
upon  the  same  principle,  the  forces  which  they  are  prepared  to 
bring  into  action  are  different,  when  compared  with  each 
other,  both  at  the  surface  and  at  different  depths  below  it,  as 
we  approach  the  atom  of  matter.     There  are  so  many  con- 
tending forces  to  be  taken  into  the  account,  that  it  is  extremely 
difficult  to  determine  whether  the  larger  or  the  smaller  atom 
will  present  the  positive  surface;  it  is  not  impossible,  and  there 
are  circumstances  which  render  it  probable,  that  to  a  certain 
depth  from  the  surface,  the  atmosphere  of  an  atom  may  be 
positive  or  negative,  when  compared  with  an  atom  of  a  different 
size  or  power,  and  below  this  point,  or  nearer  to  the  central 
atom,  it  may  be  neutral,  or  even  in  an  opposite  state  to  its 
surface ;  at  any  rate  such  an  arrangement  is  not  inconsistent 
with  the  forces  which  are  brought  into  action.     But,  at  pre- 
sent, it  is  only  necessary  to  observe  that  the  atoms,  thus  dif- 
ferently constituted,  may  reasonably  be  expected  to  present  to 
each  other  different  forces,  when  brought  into  contact,  as  at 
F,  G.       Let  us,  then,  suppose   that  the  force  of  the  positive 
atom,  F,  is  100,  and  the  force  of  the  negative  atom,  G,  80;  or 
that  the  intensity  of  the  light  upon  the  two  surfaces  is  in  such 
proportions,  that  at  the  points  in  contact,  F  presents  the  re- 
pulsive force  of  100  atoms,  and  G  the  repulsive  force  of  80. 
Now,  every  atom  of  light  repels  every  other  atom  of  light ;  the 
force  of  100,  therefore,  in  F  is  resisted  by  a  force  of  only  80 
in  G,  and  as  H  presents  the  same  force,  the  atmosphere  of  G 
is  repelled  towards  it,  until  its  increased  compression,  on  the 
side  towards  H,  produces  a  resistance  corresponding  with  the 
force  which  is  opposed  to  it. 

♦  We  shall  frequently  have  occasion  to  refer  to  the  treatises 
published  by  the  Society  for  the  Diffusion  of  Useful  Knowledge,  and 
to  avoid  repetition,  we  shall  merely  ffive  the  title  of  the  treatise,  and 
the  number  of  the  paragraph,  the  ^rnier,  generally,  as  it  is  abre- 
viated  in  the  index. 
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12.  If  we  recollect  that  the  light  which  forms  the  atmos- 
pheres of  the  atoms  of  matter  has  perfect  freedom  of  motion,  and 
that  its  uniformity  can  be  preserved  only  while  the  forces  are 
equals  we  must  perceive  that  the  derangement  of  these  atmos- 
pheres must  be  a  necessary  consequence  of  bringing  a  force  to 
act  upon  one  side  of  it  which  is  not  counteracted  by  an  equal 
force  on  the  opposite  side.  But  there  is  another  effect  of  this  un- 
equal action,  and  consequent  derangement,  which  is  highly 
important ;  the  atom  of  matter  preserves  its  central  position 
within  its  atmosphere  only  in  consequence  of  its  being  sur- 
rounded by  equal  forces ;  when  therefore  the  light  is  repelled 
from  one  side  of  this  atom,  and  accumulated  on  its  opposite 
side,  the  atom  moves  from  its  central  position,  to  a  position 
corresponding  with  the  relative  strength  of  the  opposing 
forces ;  so  that  the  atom  and  its  atmosphere  are  constantly  in 
equilibrium.  This  is  an  essential  part  of  the  arrangement, 
and  secures  its  stability,  for  if  it  were  possible  to  fix  the  atom 
in  its  central  position,  it  would  be  found  that  the  resistance  to 
the  derangement  of  its  atmosphere  arising  from  it,  would  pre- 
vent those  arrangements  which  are  absolutely  necessary  in  the 
various  operations  of  nature,  and  which  are  now  made  with  so 
much  facility,  that  in  some  of  these  operations  they  are  ex*- 
tended  to  distances  of  which  we  can  form  little  conception.* 

13.  We  have  hitherto  supposed  that  the  light  which  forms 
the  atmospheres  of  the  different  atoms  has  such  freedom  of 
motion,  that  it  may  readily  take  whatever  position  is  required 
by  the  forces  in  action ;  but,  in  electrics,  in  consequence  of  a 
difference  of  capacitv  in  their  constituent  atoms,  and  other 
circumstances  which  will  hereafter  appear,  this  is  not  the 
case;  and  the  phenomena  of  electricity  arise  almost  en- 
tirely from  circumstances  connected  with  it;  for  if  the  atoms 
A,  B,  C,  &c.,  and  G,  H,  I,  &c.,  could  in  every  case  return 
to  a  neutral  state  upon  the  removal  of  the  deranging  force, 
as  they  do  when  both  are  conductors,  these  phenomena  might 
have  been  for  ever  unknown  to  us. 

14.  Instead  of  supposing  A,  B,  C,  &c.,  and  G,  H,  I,  &c.^ 
to  be  separate  atoms,  let  us  consider  them  to  be  in  a 
state  of  cohesion,  and  forming  sections  of  the  glass  cylinder 
of  an  electrical  machine  and  its  rubber,  the  atom  A  being 
supposed  to  form  part  of  the  internal  surface  of  the  cylinder, 
and  the  atom  F  part  of  its  external  surface,  the  intermediate 
atoms  forming  Uie  section  perpendicular  to  these  surfaces ; 
the  atom  G,  part  of  the  external  surface  of  the  rubber,  which 

*  Sound,  which  is  propagated  upon  the  same  principle,  has  been 
heard  at  a  distance  or  200  miles. 
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is  continued  perpendicularly  to  this  sur&ce,  by  the  atoms  H, 
I,  K,  &C.9  to  an  indefinite  extent,  terminating  with  the  ground, 
a  reservoir  of  light,  which,  as  compared  with  the  quantity  re- 
quired in  our  experiments,  is  of  almost  infinite  capacity. 

15.  When  the  electric,  A,  B,  C,  &c.,  is  brought  into  close 
contact  with  the  rubber,  G,  H.  I,&c.,  the  atoms  of  both 
assume  the  arrangement  described  in  the  scheme ;  for  it 
must  be  observed,  the  positive  and  negative  state  of  the  oppo- 
site surfaces  of  the  atoms,  indicated  by  the  symbols  attached 
to  them,  is  not  intended  to  show  their  natural  state,  but  the 
state  to  which  they  are  brought  by  their  action  upon  each 
other.*  The  pressure  of  the  cylinder  upon  the  rubber,  by 
bringing  the  forces  into  closer  contact  ^  increases  the  derange- 
ment of  the  sur&ces,  and  consequently  the  quantity  of  light, 
plus  on  one  surface,  and  minus  on  the  other,  in  the  direct  ratio 
of  the  pressure,  to  a  certain  point,  after  which  it  is  probable 
that  this  relation  diminishes.f  The  friction  is  probably  of  no 
other  use  than  to  transfer  the  pressure  from  one  part  of  the  cy- 
linder to  another,  and  at  the  same  time  break  the  contact  be- 
tween the  cvlinder  and  the  rubber,  with  the  necessary  rapidity 
to  prevent  the  return  of  the  cylinder  to  its  natural  state,  which 

*  This  forms  one  of  the  great  distinctions  between  the  present 
theory  and  every  other  with  which  I  am  acquainted  ;  there  is  no 
fixed  polarity  in  the  atoms  of  matter,  but  the  polar  forces  are  in- 
duced, by  the  action  and  re-action  ot  the  positive  and  ne^tive  sur- 
fiices  upon  each  other,  wherever  they  happen  to  be  m  contact. 
Hence  atoms  are  not  confined  to  an  umon  in  single  proportionals, 
as  they  probably  would  be  when  in  a  solid  state,  if  each  of  them 
were  limited  to  three  polar  axes  at  right  angles  to  each  other,  or 
to  any  other  ^  proportions  which  would  necessarily  arise  from 
these  axes  being  nxed  in  other  positions  (See  Dr.  Prout's  Bridg- 
water Treatise^  P^S^  4^0  \  but  as  the  poles  are  induced  wherever 
atoms  with  different  forces  come  into  contact,  they  are  unlimited  in 
number,  as  well  as  in  position.  If  we  duly  con^aer  the  numerous 
forms  of  cry8tallization,which  the  same  atom  is  capable  of  assuming 
in  the  various  combinations  into  which  it  is  known  to  enter,  it  ap« 
pears  to  me,  we  cannot  fail  to  discover  the  incompatabilit^r  of  a 
fixed  polarity  with  the  phenomena  which  these  changes  exhibit. 

In  the  case  before  us,  the  polarity  assumed  by  the  different 
atoms,  though  the  same  in  principle,  is  altogether  independent  of 
the  polarity  by  which  these  atoms  are  kept  m  a  state  or  cohesion ; 
and  it  fiirmshes  an  instance  of  the  manner  in  which  polarity  is  in- 
duced,  wherever  and  under  whatever  circumstances  two  bodies, 
havinfir  different  electrical  forces,  are  brought  into  contact. 

+  See  an  interesting  paper  by  Becquerel,  on  the  development 
of  electricity  by  pressure,  from  which  these  proportions  are  taken. 
Annales  de  Chemie^  Tom.  XXII,  p.  5. 


operations  of  nature  upon  general  principles.        453 

it  would  otherwise  do  upon  quitting  the  rubber,  by  transferring 
the  fluid  upon  its  surface  to  the  ground,  through  its  medium 
as  a  conductor.  Becquerel  found  by  experiment,  that  in  the 
development  of  electricity  by  pressure,  the  effect  was  greatly 
influenced  by  the  degree  of  rapidity  with  which  the  bodies 
were  separated,  and  that  when  this  rapidity  was  much  abated, 
particularly  when  the  subjects  of  experiment  were  good  con- 
ductors, the  electricity  became  imperceptible.  He  also  found 
that  while  the  pressure  was  continued  upon  the  two  bodies  in 
contact,  neither  of  them  ^ave  the  least  sign  of  electricity  :  a 
proof  that  the  electricity  aeveloped,  arises  from  forces  which 
are  permanently  in  action  during  the  continuance  of  the  pres- 
sure. 

The  method  of  Becquerel  and  that  by  the  common  electrical 
machine,  differ  from  each  other  only  in  the  means  by  which 
the  pressure  is  removed  and  the  electrical  fluid  collected ;  in 
both  these  respects  the  machine  has  decidedly  the  advantage, 
both  objects  being  effected  by  a  simple  motion,  which  at  the 
same  time  transfers  the  pressure  to  an  uncharged  part  of  the 
cylinder;  this  however  does  not  in  the  slightest  degree  lessen 
the  value  of  Becquerel's  experiments,  which  were  made  for  a 
different  purpose. 

16.  Havmg  then  explained  the  means  by  which  electricity 
is  developed,  we  shall  next  proceed  to  trace  the  principles 
upon  which  it  is  transferred,  and  more  permanently  retained. 
While  one  surfece  of  the  glass  cvlinder  is  in  contact  with  the 
rubber^  it  will  be  observed  that  its  opposite  or  interior  surface 
is  in  contact  with  the  air,  and  this  being  a  non-conductor^ 
there  is  a  resistance  to  its  derangement  which  by  re-action 
prevents  the  fiill  derangement  of  the  surface  in  contact  with 
the  rubber;  it  being  impossible  to  give  a  full  charge  to  one 
surface  of  glass  positively,  unless  the  opposite  surface  be 
charged  in  a  corresponding  degree  negatively. 

If  the  atoms  A,  B,  C,  &c.,  be  a  section  perpendicular 
to  the  sur&ces  of  a  Leyden  jar,  A  being  the  terminating  atom 
of  the  external  surface,  and  F  the  terminating  atom  of  the  in- 
ternal sur&ce,  it  will  be  impossible  to  charge  F  positively, 
unless  we  at  the  same  time  charge  A  negatively.  That  is,  we 
cannot  transfer  the  light  which  has  been  developed  upon  the 
surface  of  a  glass  cylinder,  by  the  action  of  a  rubber,  to  the 
interior  surface  F  of  the  jar,  unless  we  provide  the  means  of 
escape  for  an  equal  quantity  of  light  from  its  exterior  surfitce 
A.  These  objects  it  is  well  known  are  usually  effected  by 
transferring  the  fluid  collected  from  the  cylinder,  to  the  in- 
terior sur&ce  of  the  jar  by  means  of  a  conductor,  both  sur- 
faces having  been  previously  covered  with  tin  foil,  while  the 
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external  surface  of  the  jar  is  in  communication  with  the  ground, 
either  directly  or  through  the  medium  of  another  conductor. 
17.  Let  the  series  of  atoms  represented  in  scheme  2  be  a 
section  of  one  of  these  coated  jars ;  the  glass  being  represented 
by  the  atoms  A,  B,  C,  &c.,  and  the  coatings  by  the  atoms  W, 
X,  &c.,  and  Y,  Z,  &c. 


W       X 

4-0—  +o—  &c. 


Scheme  2. 

ABC 

+o—  4-0 —  4-0 —  &c. 


Y       Z 

4-0 |-o —  &c. 


When  the  jar  is  charged  as  represented  in  the  figure,  the 
atoms  W,  X,  &c.,  being  the  positive  coating,  and  the  atoms 
Y,  Z,  &c.,  the  negative  coating,  every  atom  in  the  series  will 
be  arranged  so  as  to  present  to  each  other  alternate  positive 
and  negative  surfaces.  To  bring  them  into. this  state,  the 
atom  W  upon  being  charged  with  additional  light  upon  its  ex- 
terior surface,  will  resign  the  same  quantity  from  its  interior 
surface  to  X,  and  X  to  any  other  atoms  in  the  coating  in  suc- 
cession, until  it  arrives  at  the  glass,  when  the  charge  will  be 
communicated  to  A,  from  A  to  B,  from  B  to  C,  &c.  to  the 
opposite  surface  of  the  glass ;  from  which  it  will  be  transferred 
to  the  negative  coating  Y,  X,  &c.  in  the  same  order ;  a  quan- 
tity of  light  equal  to  that  which  was  added  to  W,  being  trans- 
mitted to  the  ground  from  Z.  But  it  must  be  observed,  that 
the  charging  and  discharging  of  the  diiferent  atoms  are  simul- 
taneous actions,  it  being  impossible  to  charge  W  positively, 
without  at  the  same  time  charging  Z  negatively,  or  without 
taking  from  Z  the  same  quantity  of  light  which  is  added  to  W. 

It  is  easy  to  perceive,  that  with  this  arrangement,  when 
the  two  coatings  are  connected  by  bringing  W  and  Z  into 
communication  by  means  of  a  conductor,  the  light  will  flow 
from  the  positive  to  the  negative  surface ;  and  as  the  internal 
atoms  will  compensate  each  other  by  a  similar  transfer,  the 
whole  will  return  to  a  neutral  state. 

It  must  be  again  observed,  that  an  atom  of  light  cannot 
leave  W,  unless  it  be  at  the  same  instant  added  to  Z.  How 
then,  it  may  be  asked,  is  this  provided  for,  seeing  that  the 
light  has  to  pass  through  a  conauctor,  which  is  sometimes  of 
great  length  ?  Why,  simply  by  throwing  the  light  which  by 
surrounding  every  atom  of  matter,  forms  a  constituent  part 
of  the  condfuctor,  into  the  form  of  a  current;  by  which  means 
the  moment  the  light  enters  the  end  of  the  conductor  at  W, 
a  corresponding  quantity  is  expelled  from  the  other  end  in 
contact  with  Z. 
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When  we  convey  gas  through  a  tube  to  a  lamp,  perhaps 
some  miles  distant,  we  do  not  pass  it  through  the  similar  gas 
with  which  the  tube  is  abready  occupied ;  but  we  press  this 
gas  forward,  by  supplying  from  the  gasometer  at  one  end  of 
the  tube  the  same  quantity  that  is  emitted  to  supply  the  lamp 
from  the  other ;  and  the  lamp  may  be  burning  for  several  hours 
before  the  gas  which  issues  from  the  gasometer,  at  the  mo- 
ment it  is  lighted^  reaches  it,  to  supply  what  it  consumes. 

Hence  we  may  account  for  those  appearances  which  have 
been  brought  forward  to  prove  the  immense  velocity  of  light, 
and  other  equally  improbable  circumstances  connected  with  it ; 
the  time  which  elapses  between  the  light  leaving  one  point 
and  appearing  at  another,  is  required  (in  consequence  of  its 
elasticity)  to  bring  it  into  a  state  of  compression  sufficient  to 
give  it  force  to  overcome  the  resistance  opposed  to  its  motion, 
and  it  must  of  course  be  regulated  by  the  supply,  and  the  dis- 
tance of  these  points  from  each  other ;  but  if  light  were  per- 
fectly inelastic,  it  would  appear  at  one  point  at  the  same  in- 
stant it  is  put  in  motion  at  the  other,  however  distant  these 
points  might  be  from  each  other.  The  gas  tubes  again  fur- 
nish a  parallel  case. 

18.  If  the  coatings  of  the  jar  are  so  constructed  that  they 
may  be  removed  from  the  glass  without  communicating  with 
each  other,  they  will  return  to  their  neutral  state  as  soon  as 
their  connexion  with  the  electric  is  broken ;  but  the  electric, 
unaffected  by  their  removal,  will  retain  its  charge,  and  upon 
replacing  the  coatings,  they  will  iastantly  resume  their  pre- 
vious state  of  derangement.     {^See  Electricity y  \2\.J 

19.  The  action  which  the  electric  is  here  found  to  exercise 
upon  the  coating,  is  extended  to  all  bodies  indiscriminately, 
until  the  deranging  force  is  exhausted.  If,  for  instance, 
several  layers  of  tin  foil  be  added  to  the  coating,  all  of  them 
will  be  brought  into  the  same  state,  by  their  inductive  influence 
upon  each  other ;  and  their  atoms  throughout  will  present 
alternately  positive  and  negative  surfaces,  which  upon  their 
removal  from  the  electric,  will  again  return  to  their  natural 
state  ;  but  if  instead  of  additional  layers  of  the  metallic  coat- 
ing, a  plate  of  glass  be  brought  into  contact  with  the  excited 
electric,  or  its  coating,  although  the  deranging  force  in  action 
upon  it  will  be  the  same,  the  want  of  conducting  power  in  the 
glass  will  prevent  the  transfer  of  light  from  one  surface  to  the 
other,  which  is  required  to  complete  the  arrangement,  and  the 
glass,  if  it  be  perfectly  insulated,  will  remain  unexcited.  If 
in  this  state  of  the  experiment,  a  communication  be  made 
between  the  opposite  surfaces  of  the  second  plate  of  glass, 
(which  for  this  purpose  ought  to  be  coated),  without  interfer- 
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ing  with  the  charge  of  the  firsts  which  is  sapposed  to  be  com- 
pletely insulated,  the  second  plate  will  instantly  become 
charged,  and  its  atoms  will  be  arranged  in  precisely  the  same 
order  as  the  first,  or  as  the  additional  coatings  already  men- 
tioned ;  but  upon  its  removal  from  the  electric,  this  charge, 
unlike  that  of  the  tin  foil,  will  be  carried  with  it ;  and  the 
second  plate  will  be  found,  with  a  slight  diminution  of  force, 
as  effective  as  the  first  in  extending  the  derangement  to  other 
bodies. 

20.  It  will  be  observed  in  this  and  other  experiments,  that 
the  deranging  force  is  perfectly  independent  of  the  transfer  of 
light,  although  this  transfer  is  necessary  to  carry  the  arrange- 
ment into  effect;  the  force,  consequently,  under  circumstances 
in  which  this  transfer  is  prevented,  is  suspended ;  but  like  a 
spring  opposed  by  a  resistance  superior  to  its  own  force,  con- 
stantly exerting  itself  to  overcome  the  obstacles  opposed  to 
its  action.  We  may  infer  from  this,  and  it  is  an  important 
distinction,  that  the  transfer  of  the  electrical  fluid  or  light,  is 
not  the  cause,  but  the  effect  of  the  derangement  which  is  ob- 
served to  attend  it :  if  this  transfer  could  be  made  indepen- 
dently of  the  deranging  force^  it  would  produce  only  an  in- 
crease of  temperature. 

In  the  experiment  preceding  these  observations  (19),  it  will 
be  found  upon  examining  the  original  electric,  that  its  force 
is  unimpaired  by  its  action  upon  the  second  ;  which  not  only 
corroborates  our  inferences,  but  also  points  to  a  method  of  in- 
creasing the  deranged  surfaces  to  an  almost  unlimited  extent, 
simply  by  bringing  these  surfaces  into  juxtaposition.  This 
mode  of  exciting  electricity,  is  said  to  communicate  the  charge 
by  induction,  to  distinguish  it  firom  other  methods  of  produc- 
ing the  same  effect ;  but  upon  investigation  it  will  be  found 
that  the  principle  we  have  here  discribed,  however  the  cir- 
cumstances may  be  varied,  extends  to  the  whole  of  these 
methods.     (15). 

21.  When  the  fluid  is  collected  upon  the  glass  cylinder  of 
an  electrical  machine  by  the  usual  mode  of  excitement,  the 
want  of  a  corresponding  derangement  upon  its  interior  surface, 
not  only  prevents  its  acquiring  a  full  charge,  but  the  resistance 
arisingfrom  it,  disposes  it  to  part  with  that  which  it  has  acquired 
to  other  bodies  around  it,  and  a  charge  can  be  retained  by  it 
for  a  short  time  only ;  but  when  it  is  transferred  to  a  Leyden 
jar,  this  resistance  is  removed  by  a  corresponding  derange- 
ment of  both  surfaces  ;  when  the  quantity  of  light  upon  the 
surfaces  of  the  different  atoms  being,  though  differently  ar- 
ranged, precisely  the  same  as  in  their  natui^  state,  and  the 
atoms  of  matter  brought  into  a  position  of  equilibrium  with 
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Iheir  respective  atmospheres  (12),  this  disposition  isconsider- 
ably  abated,  and  the  charge  will  be  mucn  more  perfectly  re- 
tained. 

22.  We  cannot  succeed  in  adding  light  to  the  surface  F, 
of  the  atoms  A,  B,  C,  &c.,  scheme  1,  which  we  have  supposed 
to  be  the  section  of  a  glass  cylinder,  unless  a  corresponding 
arrangement  be  made  in  the  atoms  E,  D,  C,  B,  A ;  but  the 
glass  being  a  non-conductor  and  in  contact  with  the  air, 
which  is  also  a  non-conductor,  the  resistance  to  this  arrange- 
ment will  rapidly  exhaust  the  inductive  force,  and  the  surface 

A,  will  be  deranged  negatively  in  a  much  less  degree  than  the 
surface  F  is  deranged  positively,  unless  the  means  of  escape 
be  provided  for  the  superfluous  light  from  A.  But  the  atoms, 
G,  II,  I,  &c.,  which  we  have  supposed  to  be  a  section  of  the 
rubber,  and  consequently,  when  connected  with  the  ground, 
an  endless  conductor,  can  dispose  of  any  superfluous  light,  or 
obtain  a  supply  at  any  point  at  which  it  may  be  required ;  and 
although  there  will  still  be  aresistance  to  derangement,  thesur- 
fitce  M,  will  approach  much  nearer  to  a  correspondence  with 
the  surfEice  G,  than  the  surjEeice  A  to  the  surface  F,  supposing 
these  two  points  to  be  equally  distant  from  each  other.  In 
conseouence  of  this  distinction,  electrical  derangement  will  be 
extenaed  by  induction  to  much  greater  distances  in  con- 
ducting bodies,  than  in  electrics. 

23.  The  resistance  to  derangement  being  connected  with 
several  important  experiments,  the  results  of  which  are  con- 
siderably influenced  by  it,  and  in  some  instances  wholly 
dependant  upon  it,  we  shall  proceed  to  give  a  more  detailed 
explanation  of  it.  When  a  charged  electric  A^  scheme  3,  is 
brought  to  act  by  its  deranging  influence  upon  the  atoms 

B,  C,  D,  &c.  there  is,  as  we  have  before  observed,  a  resist- 
ance on  the  part  of  each  of  these  atoms,  which  must  ulti- 
mately exhaust  its  force ;  and  some  distant  atom  in  the  series 
will  consequently  remain  neutral.  Now  it  is  evident  that 
this  decay  of  force  must  be  gradual,  and  that  the  atom  B  is 
exposed  to  a  greater  deranging  force  than  C,  and  C  greater 
than  D,  &c.  Let  us  assume,  then,  that  A  presents  a  force 
of  120  on  its  positive  and  80  on  its  negative  side ;  and  that 
in  consequence  of  the  resistance  to  derangement,  the  positive 
force  of  B  is  reduced  to  119,  and  the  force  on  its  negative  side 
increased  to  82;  the  positive  force  of  C  is  reduced  to  117,  and 
its  negative  force  increased  to  84:  and  that  the  different 
atoms  D,  E,  &c.  proceed  in  the  same  gradual  approach  to 
neutrality,  until  the  two  sides  of  the  atom  have  equal  forces. 
If  we  proceed  with  the  series,  and  decrease  the  derangement 
in  the  same  ratio,  we  shall  find  that  the  tenth  atom,  L,  will 
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present  a  force  of  101  on  its  positive,  and  100  on  its  opposite 
surface,  which  being  supposed  to  be  the  natural  force  of  the 
atoms,  the  deranging  force  will  cease ;  and  any  other  atoms, 
M,  N,  &c.,  will  remain  neutral. 

Upon  looking  at  the  position  of  the  different 

^  o  o  atoms,  we  find  that  the  positive  sur&ce  of  B 

22    ®      is  exposed    to  the  deranging  force  of   the 

negative  surface  of  A,  which  is  80,  and  that 

^%%   ^      its  negative  surface  is  exposed  to  the  force 

of  C,  which  is  only  117;  whereas,  to  produce 

pSo    ?.      a  corresponding  derangement  between   the 

'*'"    .       two  surfaces  of  B,  the  latter  force  ought  to 

tid  o  S    i      be  120 ;  there  will  consequently  be  a  positive 

'^      "^     force  on  the  surface  of  B,  which  its  negative 

i-iSS    i      force   cannot  satisfy;  the  former  requiring 

'^      +      19  atoms  of  light,  and  the  latter  being  pre- 

»^  ^    I      pared  to  resign  only  18  ;  the  other  part,  there- 

*  2  *  ^     fore,  to  bring  the  positive  surface  into  a  state 

I       of  equilibrium  with  the  different  forces  in 

Ooo>   i      action  must  be  drawn  from  some  other  source. 

CO  "j       The  same  reasoning  will  apply  to  the  atoms 

g  fo  2  S   6      C,  D,  E,  &c. ;  and  even  L,  the  last  deranged 

«      "^      ■*"     atom  in  the  series,  will  require  a  supply  of 

c^      2S    i      lig^t   ^o   complete   the  derangement  of  its 

^  ^      4-     positive  surface,  which  its  opposite,  or  neutral 

^       1      ®^^®  ^^  ^^^  ^®  prepared  to  furnish.* 

^ ;::  *  X         24.     If,  in  the  first  place,  we  consider  the 

I      series,  represented  in  scheme  3,  to  be  insu- 

o  ^  S    4      lated  from  the  commencement  of  the  experi- 

"^      ment,  and  consequently,  that  as  no  additional 

n  2  S    I      supply  of  light  can  be  drawn  from  any  other 

"      4-      source,  it  must  arrange  its  natural  quantity 

^^    I"    agreeably  to   existing  forces;  the  atom  B, 

"^  £5  *  i     which  is  exposed  to  the  deranging  force  of 

:  :     .      100— 80=:i^0,  will  attract  the  light  with  much 

greater  force  than  [>,  which  is  expo&ed  to  the 


(J 


I'S        deranging  force  of  100 — ^98:rr2;  and  as  the 
f^  ^  ^  ^^     atoms  B,  C,  &c.  forming  one  half  of  the  series. 


bo*' 

"^^  «  *  I     same  may  be  said,  though  in  a  progressively 
"s  ^  "^  ^    less  decree,  of  all  the  atoms  in  the  series,  the 


*  The  ten  atoms  among  which,  for  the  purpose  of  illastration, 
we  have  distributed  the  deranging  force  of  the  electric,  must  be 
considered  as  ten  points  very  distant  from  each  other :  and  the  light 
distributed,  instead  of  being  divided  into  twenty  parts,  must  be 
divided  into  twice  as  many  parts  as  there  are  atoms  in  the  actual 
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will  draw  guch  a  snpply  of  light  from  O^  H,  &c.^  the  other 
half^  as  will  bring  the  whole  into  a  state  of  equilibrium  with 
the  forces  which  are  in  action. 

When  this  arrangement  has  taken  place^  if  the  atoms  be 
divided  in  the  centre  and  both  parts  continued  in  their  insu- 
lated state,  upon  the  removal  oi  the  electric  A,  one  half,  B  C 
D  E  V,  will  be  positive,  and  the  other  half,  G  H I  K  L,  will 
be  negative ;  or,  if  the  series  be  divided  into  three  parts,  B 
C  D  E  wiU  be  positive,  FG  will  be  neutral,  and  H  I  K  L 
negative ;  F  and  G  being  at  equal  distances  f^om  the  centre, 
the  one  during  the  deranging  influence  of  the  electric,  will  be 
as  much  overcharged  as  the  other  is  undercharged^  and  upon 
its  removal  they  will  neutralize  each  other. 

25.  If,  in  the  next  place,  we  suppose  the  series  to 
be  connected  with  other  conducting  atoms,  so  as  to  form 
an  endless  or  at  least  a  very  long  conductor,  such  as  it  is 
when  in  communication  with  the  ground,  the  additional  light 
necessary  to  produce  an  equilibrium,  will  be  supplied  through 
this  medium  as  a  conductor;  and  if  we  then  suppose  the  de- 
ranged part  of  the  series  to  be  insulated,  and  the  electric.  A, 
to  be  withdrawn,  the  whole  will  exhibit  signs  of  a  positive 
charge. 

26.  If,  in  the  last  place,  instead  of  operating  upon  a  series 
of  atoms  sufficient  to  exhaust  the  force  of  the  electric,  as  in 
the  previous  experiments,  we  substitute  a  more  limited  num- 
ber ;  B  C  D,  &c.,  if  supplied  with  light  to  bring  the  series 
into  a  state  of  equilibrium  with  the  deranging  force  of  A, 
through  the  medium  of  a  conductor,  will  exhibit  the  same 
positive  charge,  when  the  electric  is  removed,  as  in  the  last 
experiment.  If,  on  the  other  hand,  a  limited  number  of 
atoms,  or  a  conductor  of  insufficient  length  to  exhaust  the 
force  of  the  electric,  be  insulated,  the  eifects  will  be  precisely 
the  same  as  in  the  first  experiment ;  the  part  of  the  series 
connected  with  B  will  be  positive,  the  middle  neutre,  and  the 
other  part  negative. 

If  the  positive  force  of  A  had  been  presented  to  B,  the 
effects  would  have  been  equal  in  degree,  but  in  an  opposite 
order  in  all  the  experiments ;  and  the  same  explanation  will 
apply,  with  the  requisite  substitution  of  terms  and  reversal  of 
consequences. 

27.  These  theoretical  deductions  axe  illustrated  and  sup- 
ported by  the  following  experiments. 

distance  which  ia  found  to  exhaust  the  electrical  force.  The  num* 
bers  assumed  in  this,  and  other  places,  are  merely  to  assist  the 
description;  and  are  not  intended  to  convey  the  most  distant  idea 
of  the  actual  proportions. 

JVo.  6,  October,  1837.  2  I 
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''  Let  a  cylinder  of  metal,  N  P,  (see  fig.  1 17,  Plate  XIV,) 
of  some  lengthy  "with  rounded  ends,  and  furnished  in  different 
parts  with  pairs  of  suspended  pith-balls^  to  serve  as  electro- 
scopes, being  previously  insulated,  be  placed  in  the  vicinity  of 
an  electrified  globe  of  glass,  E,  taking  care  that  it  be  not 
sufficiently  near  to  receive  any  quantity  of  electricity  by  trans- 
ference.'* 

"We  shall  find  that  every  pair  of  balls  except  those  situ- 
ated in  a  particular  plane  M  m,  about  the  middle  of  the  cylin- 
der, will  immediately  diverge,  indicating  the  electrical  states 
of  the  parts  from  which  they  are  suspenaed.  Those  at  either 
extremity  of  the  body,  n,  p,  diverge  the  most ;  and  the  diver- 
gence diminishes  as  we  approach  the  middle  plane  before- 
mentioned,  at  which  the  body  is  in  the  natural  or  neutral 
state.  The  position  of  this  plane  of  neutrality,  M  m,  varies 
according  to  the  distance  of  the  electric,  and  the  relation 
which  that  distance  bears  to  the  length  of  the  body  itself.  If 
we  further  examine  the  species  of  electricity  residing  in  the 
different  parts,  we  shall  find  it  to  be  negative  in  all  the  parts 
nearer  to  the  electric  than  the  neutral  planes^  and  positive  in 
all  those  more  remote.     (Elect.  102.) 

^'  It  will  be  recollected  that  in  the  changes  we  have  thus 
traced  as  the  effects  of  induction,  there  has  been  no  transfer  of 
electricity  from  either  of  the  bodies  to  the  other;  as  is  suffi- 
ciently proved  by  their  taking  place  equally  if  a  plate  of  glass 
be  interposed.  Another  proof  is  afforded  by  the  circumstance 
that  the  mere  removal  of  the  bodies  to  a  distance  from  one 
another,  is  sufficient  to  restore  each  of  them  to  their  original 
state.  The  globe  remains  as  positively  electrified  as  before; 
the  cylinder  returns  to  its  condition  of  perfect  neutrality; 
nothing  has  been  lost,  and  nothing  gained  on  either  side. 
The  experiment  may  be  repeated  as  often  as  we  please,  with- 
out any  variation  in  the  phenomena.  But  this  would  not  be 
the  case  if  the  cylinder  were  divided  in  the  middle,  and  one 
or  both  of  the  parts  were  removed  separately,  while  they  still 
remained  under  the  influence  of  the  globe.  The  return  of 
the  electric  fluid  from  the  positive  to  the  negative  end  being 
thus  prevented,  each  part  will  retain,  after  its  separation,  the 
electricity  which  had  been  induced  upon  it.  The  nearer 
portion  will  remain  negative;  the  remoter  portion  positive. 
If  the  division  had  been  in  three  parts^  the  middle  part  only 
would  have  been  neutral.  The  experiment  may  be  made  by 
joining  two  or  more  conductors  endwise,  as  shown  in  fig.  118, 
so  that  they  may  act  as  a  single  conductor  when  placed  near 
to  the  electrified  globe,  and  after  induction  has  thus  been 
produced,  removing  them  separately,  and  examining  their 
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electrical  states.     If  E  be  positive,  N  will  be  found  negative, 
P  positive,  and  M  neutral.'*     (Elect.  105.) 

These  views  are  further  illustrated  by  sections  106  and  107 ; 
but  they  are  too  long  to  be  extracted,  and  we  must  refer  the 
reader  to  the  work  itself,  which  is,  no  doubt,  in  the  possession 
of  most  of  those  who  feel  an  interest  in  the  subject. 

28.  As  we  shall  frequently  have  occasion  to  speak  of  the 
force  to  which  all  these  phenomena  may  be  traced,  to  avoid 
the  necessity  of  repeating  our  explanation,  we  propose  to  call 
it  the  resistance  to  derangement.  It  enables  bodies  under 
the  inductive  influence  of  electrical  surfaces,  to  appear  neutral, 
when  in  possession  of  a  quantity  of  light  exceeding  their 
natural  proportion,  if  the  electrical  surface  to  which  they  are 
exposed  be  negative ;  and,  also,  when  deficient  of  this  pro- 
portion, if  the  deranging  force  be  positive.  This  peculiar 
state  of  a  body,  in  which  it  is  overcharged  or  undercharged 
with  fluid  without  any  visible  appearance  of  it,  has  been 
denominated  by  Biot,  disguised  electricity.     (Elect.  107.) 

29.  Hitherto  our  remarks  upon  electrical  induction  have 
been  in  a  great  measure  confined  to  conductors ;  but  when  the 
body  exposed  to  the  deranging  influence  of  a  charged  elec- 
tric is  itself  an  electric,  there  is  a  resistance  to  its  derange- 
ment arising  from  a  cause  to  which  we  have  not  yet  adverted. 
In  conductors,  an  equilibrium  is  readily  established  by  a 
transfer  of  light  from  one  side  of  an  atom  to  the  opposite  side 
of  the  same  atom;  and  the  light  mav  be  transmitted  from 
atom  to  atom,  by  pressing  forward  and  supplying  the  place  of 
the  atmospheres  of  the  atoms  in  the  line  of  transmission  in 
succession ;  the  light  to  be  disposed  of  is  pressed  upon  the  atom 
A,  which  transfers  an  equal  quantity  from  its  own  atmosphere 
to  B ;  and  from  B  the  transfer  is  made  in  like  manner  to  C  D, 
&c.  &c.,  antil  when  the  conductor  is  connected  with  the 
ground,  it  becomes  generally  difiused.  A  quantity  of  light  be- 
longing to  the  different  atoms  in  the  line  of  transmission,  cor- 
responding with  the  quantity  transmitted,  is  thus  thrown  into 
the  form  of  a  current.  But  the  transfer  from  one  side  of  an  atom, 
to  the  opposite  side  of  the  same  atom,  and  the  transmission 
from  atom  to  atom,  are  both  denied  to  electrics,  which  have  no 
means  of  producing  an  equilibrium  except  by  a  transferfrom  the 
sur&ce  of  one  atom  to  the  contiguous  sur&ce  of  the  atom  next 
in  succession ;  beyond  which  the  non-conducting  properties 
of  the  electric  prevent  any  communication.  Thus,  if  we 
suppose  ABC,  &c.,  scheme  I,  to  be  an  electric,  the  interior 
atoms  B  C  D  E  can  only  be  charged  by  a  transfer  of  light 
from  the  negative  surface  of  F  to  the  positive  surface  of  E  ; 
from  the  negative  surface  of  E  to  the  positive  sur&ce  of  D ;  from 
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the  negative  surface  of  D  to  the  positive  surface  of  C ;  and 
from  tne  negative  sur&ce  of  C  to  the  positive  surface  of  B ; 
and  these  atoms  can  only  he  discharged  by  the  reverse  opera- 
tions^ (17).  Hence  the  electrified  globe  E,  fig.  1 17,  Plate  XIV, 
acts  upon  the  conductor  without  any  displacement  of  its  own 
fluid  from  the  reaction  of  this  conductor  thus  brought  into  an 
electrical  state.  (Elect.  103.  104.) 

30.  If  the  atoms  ABC,  &c.,  scheme  1,  have  equal  capaci- 
ties, they  may  be  fully  charged  upon  this  principle  by  taking 
light  from  the  surface  of  A,  marked  —  (negative),  and  adding 
it  to  the  surface  of  F,  marked  4-  (positive),  or  by  connecting 
these  surfaces,  by  means  of  a  conductor,  while  the  body  is 
under  the  influence  of  the  deranging  force.  But  electrics 
derive  their  peculiar  properties  from  a  want  of  this  equal  capa- 
city between  their  contiguous  atoms,  the  atom  B  not  being 

Srepared  to  receive  the  same  quantity  of  light  which  A  en- 
eavours  to  dispose  of;  and  as  B  can  only  act  upon  C  by  the 
force  which  it  receives  from  A,  the  decline  of  the  deranging 
force  is  much  more  rapid  in  a  series,  such  as  B  C  D,  &c.,  scheme 
3,  supposing  it  to  be  an  electrical  body,  than  in  a  similar 
bodv  formed  of  atoms  which  have  equal  capacities. 

The  difference  of  capacity  in  the  atoms  A  and  B,  neces- 
sarily implies  a  difference  of  intensity ;  and  this  renders  them 
incapable  of  transmitting  a  current,  because  the  atmosphere 
of  A  must  supply  the  place  of  the  atmosphere  of  B,  and  B  of 
C,  &c.,  in  succession.  If,  for  example,  we  suppose  the  atoms 
BCD,  &c.,  to  have  capacities  alternately  equal  to,  and 
less  than  A ;  that  is,  that  B  is  equal  to  A ;  C,  less ;  D, 
equal  &c.;  B  will  be  exposed  to  a  greater  force  from  A,  than 
it  can  convey  to  C;  and  as  C  can  exert  only  the  force  it  has 
received,  its  action  upon  D  will  be  less  than  the  action  of  A 
upon  B ;  and  less  than  it  would  have  been  if  the  atmospheres 
of  the  atoms  BCD,  &c.,  had  been  of  uniform  capacities;  the 
force  of  derangement  is  therefore  much  sooner  exhausted.  (22). 

31.  But  when  atoms  are  charged,  as  they  must  be  in  non- 
conducting bodies,  by  a  discharge  from  contiguous  surfaces ; 
the  atom  B  will  require  a  greater  discharge  to  bring  it  into 
equilibrium  with  A,  than  C  requires,  or  can  receive,  for  a 
similar  purpose,  and  B  will  exert  a  force  to  dispose  of  the 
superfluous  light,  which,  when  the  action  is  continued  for  a 
sufficient  time,  will  drive  it  to  the  opposite  side  of  C ;  for  the 
atoms  even  of  electrics  are  not  such  absolute  non-conductors 
as  to  wholly  resist  this  transfer  under  the  influence  of  a  con- 
siderable force ;  and  from  C  it  will  readily  pass  to  D,  the 
positive  surface  of  which  will  by  this  means  acquire  a  charge 
more  nearly  approaching  to  B ;    and  ultimately  the  whole 
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series  will  be  brought  into  a  higher  state  of  derangement  than 
could  have  been  produced  without  this  transfer. 

32.  In  our  previous  descriptions  of  the  manner  in  which 
bodies  are  electrically  charged^  by  a  transfer  of  light  from 
the  surface  of  one  atom  to  the  contiguous  surface  of  the  next 
in  succession,  it  might  be  expected  that  it  would  only  be 
necessary  to  bring  the  opposite  surfaces  of  such  bodies  into 
communication,  in  order  to  discharge  them ;  but  this  is  only 
strictly  true  when  bodies  are  formed  of  atoms  of  uniform 
capacities ;  and  are  uniformly  charged.  In  electrics,  where 
the  different  forces  in  action  produce  the  complicated  arrange- 
ment we  have  endeavoured  to  describe  (31),  the  discharge  is 
never  instantaneously  completed ;  even  in  very  thin  electrics, 
such  as  the  Leyden  jar,  it  leaves  what  is  usually  called  a  re- 
sidual charge  (Electricity  123.);  and  in  bodies  of  consider- 
able depth,  a  very  small  part,  if  anv,  of  the  charge  is  removed 
by  connecting  their  positive  and  negative  surfaces;  such 
bodies,  like  the  magnet,  and  upon  the  same  principle,  having 
in  some  degree  a  permanent  derangement.  It  is  evident,  from 
the  manner  in  which  these  bodies  acquire  their  charge  (31), 
that  the  communication  between  the  surfaces  must  be  long 
continued  to  bring  them  into  a  completely  neutral  state. 

33.  The  distinguishing  phenomena  exhibited  by  the  elec- 
trophorus  are  readily  accounted  for  upon  the  principles  we 
have  endeavoured  to  explain.     (See  Electricity  192). 

When  the  electrical  cake  in  this  instrument  has  been  pro- 

Serly  excited,  the  different  capacities  of  its  atoms  prevent  its 
ischarge ;  and  it  is  in  a  state  to  exercise  its  deranging  force 
upon  other  bodies  without  losing  its  own  power  (32).  If  when 
the  cake  has  been  negatively  excited,  the  cover  held  by  its 
insulating  handle  be  placed  upon  it,  the  contrary  or  positive 
state  will  be  induced  m  the  cover  on  the  sur&ce  in  contact 
with  the  electric,  and  its  capacity  will  be  increased  by  the 
resistance  of  its  atoms  to  derangement  upon  the  principles  we 
have  already  explained  (23) ;  but  being  insulated,  this  in* 
creased  capacity  cannot  be  satisfied,  and  it  only  leads  to  a 
different  arrangement  of  its  own  light;  the  under  surface  in 
contact  with  the  electric,  being  rendered  positive,  the  middle 
neutre,  and  the  upper  surface  negative  (24).  If,  while  in  this 
state,  the  upper  or  negative  surface  be  touched  with  the  fin- 
ger, or  with  anv  other  conductor  communicating  with  the 
ground,  a  spark  will  pass  from  the  latter  to  the  cover,  to 
satisfy  the  increased  capacity  arising  from  its  contact  with  a 
negative  body.  But  when  the  plate  is  raised,  provided  it  be 
held  by  its  insulating  handle,  the  action  of  the  cake  being 
withdrawn,  the  cover  is  found  to  be  charged  with  positive 


464    Mr.  Cooper^  on  a  theory  intended  to  connect  the 

electricity  (25.  26.).  This  operation  may  be  repeated  an 
indefinite  number  of  times^  since  the  electricity  oi  the  cake 
continues  unimpaired  during  the  process  (18.).  The  sole  of 
the  electrophorus  being  in  contact  with  the  positive  surface  of 
the  cake^  for  bodies  in  an  electrical  state  whether  under  or 
over  charged  have  positive  and  negative  surfaces,  as  its  capa- 
city decreased  (26.*)*;  and,  if  insulated^  a  spark  may  be  ob- 
tained from  it,  when  the  cake  has  been  excited. 

34.  *^  If  while  placed  on  the  cake  the  cover  be  touched 
with  the  finger,  and  at  the  same  time  the  sole  be  touched  with 
the  thumb,  a  sensible  shock  will  be  felt  in  that  part  of  the 
hand."  This  I  am  inclined  to  think,  although  I  have  not 
tried  the  experiments  necessary  to  ascertain  it,  arises  from 
the  increas^  derangement  of  both  sole  and  cover  upon  com- 
pleting the  circuit,  a  return  to  a  natural  state  being  prevent- 
ed by  their  contact  with  the  electric ;  and,  if  so,  the  current 
must  be  from  the  cover  to  the  sole,  or  from  the  negative  to 
the  positive  surface ;  upon  the  same  principle  that  the  cur- 
rent passes  from  the  negative  surface  of  the  zinc  to  the  posi- 
tive surface  of  the  copper,  upon  completing  the  circuit  in  a 
galvanic  combination  of  these  metals ;  the  atoms  of  the  bodies 
being  in  both  cases  more  highly  deranged,  although  they  are 
thus  put  in  possession  of  their  natural  quantity  of  light. 

35.  Hitter's  secondary  piles  retain  the  charge  which  is 
given  to  them  by  the  inductive  influence  of  a  voltaic  battery, 
upon  the  same  principle  that  permanence  is  given  to  the 
derangement  of  the  cake  of  the  electrophorus ;  the  difference 
of  capacity  in  the  elements  of  which  they  are  formed,  pre- 
venting the  transfer  of  light  required  to  bring  them  to  a  natu- 
ral state.     (See  Galvanism  93.) 

36.  Some  of  the  most  interesting  appearances  in  electri- 
city, arise  from  the  attraction  and  repulsion  of  the  surfaces  of 
bodies  in  an  excited  state.  The  principles  upon  which  these 
phenomena  may  be  explained,  being  very  simple,  and  having 
been  already  investigated,  may  be  concisely  stated. 

Every  atom  of  light  repels  every  other  atom  of  light ;  the 
comparative  force  of  repulsion  may  therefore  be  ascertained, 
by  multiplying  the  atoms  in  action  upon  one  surface  by  the 
atoms  in  action  upon  the  contiguous  surface.  Again,  every 
atom  of  light  in  action,  forming  part  of  the  atmospheres  of 
two  contiguous  atoms  of  matter,  attracts  the  matter  of  the 

*  26  with  a  star,  refers  to  the  latter  part  of  the  section  2(5» 

beginning  with,  *^  If  the  positive  surface  of  A  had  been  presented 

to  B,  the  effects*'  &c.,  and  the  section  should  be  dividea  accord- 
ingly. 
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adjoining  atom,  as  well  as  its  own,  and  thus  assists  in  draw- 
ing them  together ;  the  comparative  force  of  attraction  may 
therefore  be  ascertained  by  adding  these  atoms  together. 

37.  When  two  atoms  in  a  neutral  state  are  placed  in 
contact^  there  is  no  action  either  of  attraction  or  repulsion ; 
we  may  therefore  conclude  that  the  two  forces  balance  each 
other.  Let  us  suppose  that  the  surfaces  in  this  case  present 
to  each  other  a  force  of  100  atoms  of  light ;  the  repulsive 
force  between  the  atmospheres  of  two  such  atoms^  and  con- 
sequently between  the  atoms  to  which  they  are  attached^  will 
then  be^  100x100=10,000:  and  the  force  of  attraction, 
which,  as  proved  by  the  neutrality  of  both,  is  eaual  to  this 
repulsive  force,  will  be  100+100=200.  Let  us  mrther  sup- 
pose that  when  the  same  two  atoms  are  electrically  deranged, 
the  contiguous  surfaces  present  120  atoms  ai  light  on  the 
positive  surface  and  80  atoms  on  the  negative  surface;  the 
force  of  repulsion  will  in  this  case  be  120x80=:9,600,  and 
the  force  of  attraction  120-1-80=200,  as  before ;  there  wiQ 
consequently  be  a  balance  in  fitvour  of  attraction.  This 
balance  will  increase  with  the  increase  of  difference  between 
the  two  surfaces.  The  distance  from  each  other  of  the  atoms 
of  matter,  the  position  of  which  within  their  respective  at- 
mospheres  will  be  regulated  by  the  forces  brought  into  action, 
(12.)  will  be  the  same  in  both  cases ;  for  when  they  are  in  a 
neutral  state  they  will  be  drawn  together  by  100+100=200, 
and  when  deranged  by  120-|-80=200  atoms;  the  force 
arising  from  their  mutual  attraction  will  consequently  be  im- 
affected  by  the  derangement  of  their  atmospheres.  We  thus 
satisfactorily  account  for  the  attraction  between  surfaces  in 
different  electrical  states. 

38.  When  two  positive  or  two  negative  surfaces  are  op- 
posed to  each  other,  the  position  of  the  atoms  of  matter,  with 
regard  to  each  other,  is  such  as  to  leave  no  balance  of  force 
either  of  attraction  or  repulsion.  When  the  positive  surfaces 
are  in  contact,  supposing  each  of  them  to  be  charged  with 
120  atoms  of  light,  the  atoms  of  matter  are  drawn  together 
by  a  force  of  11^+120=240  atoms;  the  atoms  leave  their 
eentral  position  in  their  respective  atmospheres,  in  obedience 
to  the  greater  force  on  their  positive  surfaces  (12.),  and  this 
by  bringing  them  nearer  to  each  other,  increases  their  re- 
ciprocal attraction  for  the  atmospheres  of  each  other ;  but  to 
counteract  this  increased  attraction  we  have  the  repulsive 
force  of  120  X  120=14,400.  When  the  negative  surfaces  are 
in  contact,  supposing  each  of  them  to  be  charged  with  80 
atoms  of  light,  the  atoms  of  matter  are  drawn  together  by  a 
force  of  only  80+80=160  atoms ;  they  are  consequently  at  a 
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greater  distance  firom  each  other,  and  from  the  contiguoos 
surfaces  of  light,  than  when  in  a  natural  state ;  and  the  force 
of  attraction,  produced  by  their  reciprocal  action,  is  only 
equal  to  the  repulsion  of  80  X  80=6,400. 

39.  The  conclusion  that  the  forces  in  these  cases  balance 
each  other,  is  perfectly  consistent  with  our  theory,  and  we 
have  strong  evidence  that  it  is  correct ;  for  if  we  admit  that 
when  positive  surfaces  are  opposed  to  each  other  there  is  a 
balance  in  favour  of  repulsion,  we  must  also  admit  that  when 
negative  surfaces  are  in  a  similar  situation,  there  is  a  balance 
in  favour  of  attraction ;  whereas  experiment  has  decided 
that  the  force  in  both  cases,  firom  whatever  cause  it  may  arise, 
has  the  appearance  of  being  repulsive. 

40.  If,  however,  we  take  into  consideration  the  state  and 
the  connexion  of  the  different  surfaces,  it  will  enable  us  to 
give  an  explanation  free  from  difficulty.  The  most  simple 
electrometer  we  have,  is  formed  of  two  pith  balls,  supported 
by  threads  of  equal  lengths.  When  this  electrometer  is  sus- 
pended from  a  body  charged  with  electricity,  whether  posi- 
tive or  negative,  the  balls  separate,  and  the  degree  of  sepa- 
ration marks  the  strength  of  the  charge. 

41.  This  appearance  of  repulsion  between  the  two  balls, 
does  not,  according  to  our  theory,  arise  from  any  action 
between  their  contiguous  surfaces,  these  surfaces  being  in 
possession  of  opposing  forces  which  balance  each  other ;  but 
the  opposite  or  distant  surfaces  of  the  balls  are  in  contact 
with  the  air,  which,  though  an  electric,  is  brought  by  the 
inductive  action  of  these  surfaces  into  a  state  of  derangement 
of  the  opposite  kind  to  that  of  the  balls.  If  the  balls  are  over- 
charged, their  surfaces  will  be  positive,  and  they  will  induce 
in  the  surrounding  strata  of  air,  negative  surfaces  directed 
towards  their  own  centres,  and  positive  surfaces  directed 
towards  the  strata  of  air  next  in  succession ;  which  will  be 
continued  to  more  distant  strata,  until  their  forces  are  ex- 
hausted. When  the  balls  are  undercharged,  the  arrangement, 
and  the  effects  of  it,  will  be  reversed. 

42.  While  the  balls  are  in  contact  these  deranged  strata 
of  air  cannot  entirely  surround  them;  and,  consequently, 
any  force  which  they  may  produce  will  act  on  one  side  with- 
out being  counteracted  by  an  equal  force  on  the  opposite  side; 
the  balls,  therefore,  will  be  separated,  not  by  a  repulsive  force 
between  themselves,  but  by  the  action  of  the  contiguous  strata 
of  air,  which  present  themselves  in  an  opposite  state  of  derange- 
ment, and  consequently  exhibit  an  attractive  force.  As  the 
balls  separate,  the  derangement  will  be  extended  to  the  air 
which  will  then  occupy  the  space  between  them,  and  the 
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degree  of  separation  would  mark  the  extent  of  derangement 
in  the  surrounding  atmosphere^  if  its  tendency  to  separate  the 
balls  were  not  in  some  measure  counteracted  by  their  weight. 
There  is  little  or  no  action^  in  this  case^  between  the  balls 
and  the  distant  strata  of  air;  the  force  being  communicated 
from  stratum  to  stratum,  acting  upon  each  other  in  succession : 
the  stratum  A^  for  instance^  which  is  supposed  to  be  in 
contact  with  the  ball,  adheres  to^  or  attracts  it;  the  stratum  A 
communicates  the  derangement  to,  and  is  in  consequence 
attracted  by  another  stratum  B;  and  B  communicates  the 
derangement  in  like  manner^  and  is  attracted  by  C  D  E  &c. 
in  succession.  When  by  their  separation,  the  air  is  admitted 
between  the  balls,  the  different  strata^  ABC  &c.^  surround 
them;  and  the  attraction  of  the  surrounding  strata  being 
rendered  equal  on  all  sides  by  their  completion,  there  is  no 
balance  of  force;  the  balls^  consequently^  must  now  be  sup- 

Sorted  by  the  action  of  more  distant  strata^  which  are  still 
eficient  on  the  sides  of  the  balls  contiguous  to  each  other. 

43.  The  objection  which  has  usually  been  urged  against 
a  single  electric  fluid,  that  it  necessarily  involves  the  condi- 
tion of  a  mutual  repulsion  among  the  particles  of  ordinary 
matter  (Electricity  233.),  is  entirely  obviated  in  this  explana- 
tion. Our  theory  supposes,  that  when  the  atoms  of  bodies 
are  in  a  natural  state,  the  repulsive  force  of  the  light  connected 
with  them^  is  exactly  counteracted  by  the  attraction  of  the 
matter  of  these  atoms ;  and  that  as  the  two  forces  are  obedient 
to  the  same  laws^  this  is  the  case  at  all  distances  (6).  It  is 
the  derangement  of  the  natural  state  of  bodies  that  leads  to 
all  the  phenomena  of  electricity.  It  is,  in  fact,  a  very  slight 
derangement  of  the  two  immense  forces  we  have  been  speaking 
of,  that  produces  all  the  phenomena  which  are  the  subjects  of 
philosophical  investigation;  for  while  these  forces  are  in 
equilibrium,  nature  is  inactive. 

44.  Another  objection  has  been  urged^  by  Biot,  against 
the  hypothesis  of  a  single  fluid,  on  the  ground  that  it  implies 
an  equal  degree  of  attraction  between  the  fluid  and  every 
species  of  matter  (Electricity  240.).  This  objection,  how- 
ever, cannot  apply  to  the  present  theory,  the  very  foundation 
of  which  rests  upon  a  difference  of  electrical  force  in  the  bodies 
which  are  the  subjects  of  experiment  (11.). 

45.  I  have  enaeavpured  in  this  paper,  to  apply  the  theory 
to  such  of  the  experiments  usually  introduced  in  treatises  on 
electricity  as  appeared  to  me  to  present  the  greatest  dij£culties, 
and  the  most  general  character;  but  it  applies  with  equal  ease 
to  the  whole  of  these  experiments,  and  I  have  only  been  pre- 
vented from  pursuing  the  subject  further,  by  supposing  that 
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the  reader  himself  will  readily  extend  it  to  what  has  been 
omitted,  and  from  a  wish  to  avoid  lengthening  the  paper 
unnecessarily. 
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plied to  Vessel.     By  Marttn  Roberts,  Esq. 

Read  before  the  Electrical  Society  of  London,  June  Mth  1837. 

As  accidents,  attended  with  loss  of  lives  and  property,  are 
constantly  occurring  in  our  Royal  Navy  and  Mercantile 
service,  from  the  effects  of  lightning,  notwithstanding  the  pro* 
vision  often  made  for  their  defence ;  I  have  been  induced  to 
turn  my  attention  to  the  subject,  as  well  in  a  philosophical,  as 
in  a  nautical  point  of  view,  and  I  trust  by  an  examination  of 
the  catises,  and  a  citation  of  a  few  effects  consequent  upon 
them,  to  solve  the  embarrassment  under  which  we  now  lie, 
and  to  point  out  a  means  whereby  such  disastrous  consequences 
may  be  in  future  prevented. 

The  causes  may  be  traced  to  two  principal  heads,  namely, 
the  form,  and  the  position,  of  the  conductor  used  at  sea. 
The  conductor  most  in  use  is  a  chain,  each  link  of  which 
becomes  by  the  action  of  the  saline  moisture  of  the  atmosphere 
highly  oxidated,  and  as  oxide  of  metal  is  a  non-conductor  of 
electricity,  we  have  at  every  junction  of  one  link  with  another, 
a  solution  of  continuity  in  the  chain  regarded  as  a  conductor 
of  electricity,  and  therefore  when  the  vessel  is  struck  by  light- 
ning, every  joint  of 'this  conductor  becomes  a  point  at  which 
an  explosion  may  take  place,  and  where  consequently  the 
electric  fluid  mav  strike  off  in  any  direction  whatever. 

Its  position,  when  the  royal  and  top-gallant  masts  are  struck, 
is  often  productive  of  danger  and  inconvenience,  for  the  por- 
tion of  chain  not  then  stretched,  (the  spare  part)  is  allowed 
to  remain  on  deck,  or  towed  overboard,  either  position  being 
one  of  danger  to  the  ship.  The  other  form  of  conductor  used 
is  that  invented  by  Mr.  Snow  Harris,  with  considerable  in- 
genuity, but  in  my  humble  opinion  by  no  means  tending  to 
diminish  the  danger.  Mr.  Snow  Harris's  plan  is  to  let  into 
the  after  part  of  the  masts  a  strip  of  copper,  of  considerable 
surface,  but  of  little  thickness,  (under  the  conviction  that  su- 
perficies, not  content,  conducts  electricity)  from  which  opinion 
I  must  beg  to  differ,  as  it  is  decidedly  contrary  to  experiment; 
and  if  he  made  his  strips  thick  enough  to  be  efficient,  they 
would  materially  injure  that  essential  quality  in  masts,  plia- 
bility. 
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While  differing  so  widely  from  a  gentleman  for  whose  ta- 
lents I  have  the  greatest  respect^  I  feel  myself  called  upon  to 
lay  before  the  Society  a  few  of  the  effects  likely  to  result 
from  an  adoption  of  the  system  he  advocates. 

As  I  before  mentioned^  he  proposes  that  a  strip  of  copper 
be  let  into  the  after  part  of  each  portion  of  the  mast^  viz.:  the 
royal^  top-gallant^  top,  and  lower  mast,  through  the  keel  into 
the  water. 

Now,  in  the  first  place,  as  at  every  joint  of  the  mast  there 
must  be  a  separation  in  the  copper  to  allow  the  masts  to  be 
lowered,  the  same  effects  must  be  expected  as  have  been  con- 
demned in  the  chain ;  and  even  supposing  the  lightning  to  pur- 
sue its  course  downwards  over  the  copper  strip,  it  appears  to 
me  highly  dangerous  to  conduct  such  an  immense  accumula- 
tion of  electric  fluid  as  that  in  a  lightning  cloud,  into  the  body 
of  the  vessel,  close,  generally  speaking,  to  the  powder  maga- 
nine,  or  at  all  events  among  many  substances  that  would  pro- 
duce awful  effects  from  its  action  on  them  :  the  lateral  explo- 
sion, of  which  I  here  speak,  can  easily  be  proved  by  experiment 
to  take  place  even  in  the  transmission  of  the  feeble  quantity 
of  electricity  generated  by  our  machines,  what  great  reason 
then  have  we  to  dread  the  enormous  quantity  of  the  fluid 
which  will  be  conveyed  into  the  hull  of  the  ship?  Indeed  Mr. 
Harris  himself  gives  an  instance  of  most  serious  injury, 
arising  to  a  sailor  leaning  against  a  mast  through  which  the 
lightning  was  transmitted. 

From  what  has  been  instanced,  I  feel  confident  that  few 
will  dissent  fiom  the  position  I  wish  to  defend,  that  a  perfect 
metallic  continuity  of  conduction  from  the  mast  head  to  the 
water y  and  also  a  transmission  of  the  fluid  through  a  chan^ 
nelfar  removed  from  the  interior  of  the  ship,  is  absolutely 
necessary  for  t/ie  protection  of  vessels  from  Thunder  Storms. 

To  attain  this  desideratum  under  all  circumstances,  I  beg 
to  propose  the  following  plan. 

Let  conductors  be  made  of  a  metallic  rope,  consisting  of 
some  hundreds  of  fine  annealed  copper  wires,  laid  up  as  a 
common  hemp  rope ;  it  will  be  pliable,  may  be  rove  through 
blocks,  and  traverse  as  well  as  any  other  rope.  Let  this  rope 
be  fixed  to  a  copper  point  at  the  highest  mast  head,  led  down 
the  after  part  of  the  mast,  until  it  arrives  at  the  lower  mast 
head,  and  from  thence  led  as  a  backstay  to  the  outside  of  the 
ship,  and  there  festened  to  her  copper  sheathing.  By  this 
means  a  perfect  metallic  conducting  channel  is  maintained  for 
the  lightning,  from  the  highest  point  to  the  water,  without  in- 
terruption or  contact  with  any  thing  that  can  possibly  produce 
ill  effects. 

2  K  2 
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When  the  masts  are  struck^  or  half  struck,  the  spare  part 
of  the  conductor  can  be  stopped  up  and  down  its  standing  part 
by  a  very  simple  means  :  thus  let  the  part  ccc  fig.  126,  Plate 
XV,  that  leads  from  the  lower  mast  head  to  the  water,  be 
rove  through  two  blocks,  B  B' ;  and  let  the  lov/er  block  have 
a  lanyard  I  attached,  on  hauling  which,  the  conductor  will  in 
a  manner  be  sheepshanked,  and  the  lanyard  can  be  belayed  to 
the  conductor  itself.  The  small  arrow  shows  the  direction  in 
which  the  conductor  is  finally  led  to  the  copper  sheathing  of 
the  vessel. 

MARTYN  ROBERTS, 
Bryn.  y.  Caerau, 
Llanelly. 


LXXII.  An  experimental  investigation  of  the  influence  of 
Electric  Currents  on  Soft  Iron,  as  regards  the  thickness 
of  metal  requisite  for  the  full  display  of  mxisnetic  action: 
and  how  far  thin  pieces  of  iron  are  availaSle  for  practi- 
cal purposes.  By  W.  Sturgeon,  Lecturer  on  Experi- 
mental Philosophy,  at  the  Honourable  East  India  Com- 
pany's Military  Academy,  Addiscombe,  Sfc.  Sfc. 

Read  before  the  Electrical  Society  of  London,  August  5,  1 837. 

About  some  seventeen  years  ago  a  considerable  degree  of 
interest  was  excited,  in  the  philosophical  world,  by  some 
singular  and  unexpected  facts  which  were  discovered  by  Mr. 
Barlow,  in  his  well-known  series  of  experiments  on  the  mag- 
netism exhibited  by  soft  iron  when  under  the  influence  of 
terrestrial  magnetic  action  only.  The  experiments  of  that 
justly  celebrated  philosopher,  to  which  I  shall  have  more  par- 
ticularly to  allude  in  this  Paper,  are  those  by  which  the 
following  curious  fact  was  developed:  viz.  that  the  extent  of 
magnetic  action  exhibited  on  a  compass  needle,  by  this  class 
of  ferreous  bodies,  depends,  principally,  on  the  extent  of  sur- 
face which  they  expose,  and  not  on  the  mass,  or  quantity  of 
iron  which  they  contain.  Notwithstanding,  however,  the 
generality  of  this  law  as  regards  the  influence  of  surface,  it 
was  very  natural  to  imagine  that  some  subsidiary  law  must 
necessarily  be  in  operation  with  reference  to  the  thickness  of 
metal  absolutely  requisite  for  the  full  development  of  the 
magnetic  action  due  to  any  given  extent  of  surface.  This 
obvious  inference  was  not  likely  to  escape  the  attention  of 
the  able  philosopher  who  was  conducting  the  experiments. 
Mr.  Barlow  accordingly  furnished  himself  with  the  necessary 
specimens,  (both  as  regards  thickness  and  qttality  of  iron,) 
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for  the  complete  investigation  of  this  philosophical  problem, 
the  solution  of  which,  whether  regarded  in  a  theoretical  or 
practical  point  of  view,  appeared  to  be  of  the  highest  impor- 
tance to  the  science  of  magnetism. 

Mr.  Barlow's  experiments  appear  to  have  been  conducted 
with  great  care,  and  through  an  extensive  series  of  ferruginous 
specimens ;  and  from  the  results  which  they  afforded,  it  ap- 
peared that  iron  of  about  one-tenth  of  an  inch  in  thickness* 
displays  as  much  magnetic  action  on  a  compass  needle  as 
though  it  were  of  much  greater  substance;  and  another  series 
of  experiments  subsequently  conducted  by  Capt.  Kater,  were 
attended  with  similar  results. 

This  important  law,  which  governs  what  may  conveniently 
be  considered  the  natural  display  of  the  magnetism  of  soft 
iron,  reduces  the  standard  action  of  immense  masses  much 
below  that  which  would  have  been  exhibited  by  them,  had  it 
been  proportional  to  their  solid  contents;  and  which  would 
probably  have  amounted  to  an  almost  unmanageable  extent  on 
the  steering  compass,  when  emanating  from  the  great  number 
of  heavy  pieces  of  iron  which  now  enter  into  the  construction 
and  equipment  of  large  men  of  war.  And  on  the  other  hand, 
this  law  places  at  our  command  an  immense  magnetic  action 
from  a  comparatively  small  quantity  of  iron,  by  a  mere  exten- 
sion of  its  surface  into  any  required  form. 

By  taking  advantage  of  this  law  in  combination  with  that 
which  governs  the  action  by  proximity y  Mr.  Barlow  was  en- 
abled to  counteract  the  magnetic  effects  of  all  the  iron  on 
board  of  our  largest  ships  of  war,  by  the  employment  of  a  thin 
disc  of  that  metal  not  more  than  twelve  inches  in  diameter. 

Notwithstanding  the  importance  of  the  investigations  I 
have  now  mentioned,  nothing  has  hitherto  appeared,  of  a 
similar  character  as  regards  the  action  of  soft  iron  when  under 
other  influences  than  those  of  terrestrial  magnetism.  About 
some  four  years  subsequent  to  the  celebrated  CErsted  having 
laid  the  foundation  of  electro-magnetism,  I  had  the  good  for- 
tune to  discover  that  bars  of  soft  iron,  subjected  to  the  influ- 
ence of  electric  currents,  display  magnetic  action  in  a  very 
eminent  degree,  and  to  an  extent  far  beyond  that  which  iron 
usually  exhibits  by  any  other  mode  of  excitation.  I  also 
showed  that  the  magnetic  force,  thus  brought  into  play,  may 
be  annihilated — ^reproduced — and  its  polar  character  reversed 

*  By  referring  to  the  table  of  "  Experiments  of  Plates  of  Iron," 
that  chest  iron  *1384  of  an  inch  thick  gives  the  greatest  deflection. 
Mr.  Barlow  concludes  however,  that  the  necessary  thickness  is 
"probably  1.20th  of  an  inch." 
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with  any  velocity  which  the  experimenter  has  at  command  for 
the  requisite  transition  of  the  electric  currents  employed. 
These  facts  have  been  amply  corroborated  by  subsequent  ex- 
periments j  and,  latterly,  their  importance  has  become  consi- 
derably enhanced  by  their  being  those  alone  on  which  the 
prevailing  hope  now  rests,  of  bringing  the  astonishing  agency 
of  electro-magnetism  into  practice  as  a  first  mover  of  ma- 
chinery; and  as  a  motive  force  of  general  application.  It  is  in 
the  latter  capacity,  especially  in  the  application  of  this  force 
to  purposes  of  locomotion,  that  the  determination  of  the  re- 
quisite thickness  of  soft  iron  for  the  full  development  of  its 
magnetism  when  subjected  to  the  influence  of  electric  currents, 
becomes  a  consideration  of  the  first  importance ;  in  order  that 
the  vehicle  in  which  it  is  employed  may  be  entirely  free  from 
an  encumbrance  not  essential  to  the  production  of  the  force 
which  the  iron  is  susceptible  of  displaying  in  the  shape  best 
adapted  to  the  construction  of  the  engine;  and  which,  whilst 
solid  masses  are  employed  in  the  construction  of  large  engines, 
may  possibly  amount  to  an  extent  sufficient  to  neutralize  a 
considerable  portion  of  the  power  absolutely  produced ;  and, 
perhaps,  to  completely  extinguish  the  most  ardent  hopes,  and 
frustrate  every  design  of  those  who  enter  on  this  laudable 
pursuit. 

It  is  now  about  nine  years  since  my  attention  was  first 
directed  to  this  important  branch  of  electro-magnetics ;  and, 
shortly  afterwards,  I  instituted  a  series  of  experiments  for  a 
fiill  investigation  of  the  subject.  The  results  of  these  experi- 
ments have  never  yet  been  published,  and  as  nothing  of  the 
kind  have  hitherto  appeared  from  any  other  quarter,  they  are 
yet  as  new  to  the  scientific  world  as  if  of  yesterday's  discovery : 
and  I  hope  of  a  sufficiently  interesting  character  to  offer  to 
the  notice  of  the  Electrical  Society. 

The  first  point  necessary  to  ascertain  in  this  enquiry  was 
simply  this.  Do  hollow  pieces  of  iron  display  magnetic  action 
to  the  same  extent  as  solid  pieces  of  the  same  figure  and  di- 
mensions, when  both  are  submitted  to  the  influence  of  similar 
electric  currents?  To  decide  this  point,  and  others  connected 
with  the  investigation,  the  following  experiments  were 
instituted. 

A  piece  of  musket  barrel,  about  twelve  inches  long  and 
about  nine-tenths  diameter,  was  enclosed  in  a  spiral  copper 
conducting  wire  Mo.  15,  which  was  well  covered  with  sewing 
silk.  The  convolutions  of  the  spiral  were  placed  as  close  to 
each  other  as  the  insulating  silk  would  permit;  and  the  spiral 
covered  nearly  the  whole  of  the  iron  tube  from  one  end  to  the 
other.     A  solid  cylindrical  bar  of  soft  iron  of  a  little  smaller 
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diameter  than  the  bore  of  tube^  was  also  provided^  for  the  pur- 
pose of  being  introduced  to,  or  withdrawn  from^  the  interior 
of  the  latter  at  pleasure.  The  tube  was  also  movable  in  the 
coil,  (which  was  formed  on  a  pasteboard  linings)  and  could  be 
taken  out  and  replaced  by  other  pieces  of  iron,  whose  effects 
might  be  found  necessary  to  ascertain  in  the  investigation. 
A  magnetic  needle  having  an  agate  cap,  and  support^  on  a 
fine  steel  point,  placed  in  the  centre  of  a  graduated  card^  was 
also  provided. 

The  axis  of  the  spiral  was  placed  at  right  angles  to^  and  in 
the  same  horizontal  plane  with>  the  magnetic  needle :  having 
its  nearest  extremity  opposite  to  the  centre  of  that  instrument 
and  twelve  inches  distant  from  its  pivot.  The  source  of 
electric  action  was  a  single  voltaic  pair  of  copper  and  zinc^ 
placed  in  a  porcelain  pint  jar.  The  exciting  liquid  diluted 
nitrous  acid. 

When  an  electric  current  from  this  battery  traversed  the 
helix  the  needle  divided  to  3*.  The  iron  tube  was  now  placed 
in  the  spiral  and  the  deviation  of  the  needle  increased  to  30*. 
This  ascertained^  the  solid  iron  cylinder  was  slowly  introduced 
to  the  bore  of  the  tube,  and  the  deflections  of  the  needle  noted 
at  every  inch  which  the  former  advanced  towards  the  needle^ 
in  the  interior  of  the  latter.  The  results  are  exhibited  bv  the 
following  table.  When  the  solid  bar  was  made  to  touch  the 
furthest  end  of  the  tube  the  deflection  was  40*. 

When  Introduced.        Deflection. 

7  Inches 40 

8  „     37 

9  „     35 

10  „      33 

11  „      32 

12  „      30 

These  experiments  show  that  the  deflection  increases  for 
the  first  three  inches  of  the  solid  bar's  introduction^  but  no 
further :  and  that  it  again  diminishes  for  every  advance  of  the 
bar  from  that  point ;  and  when  the  whole  is  enveloped  by  the 
tube^  the  deflection  is  about  the  same  as  by  the  latter  alone.* 

♦  This  experiment  was  shown  to  Mr.  Christie,  in  the  summer  of 
1830,  in  the  Koyal  Arsenal,  at  the  time  that  I  was  carrying  on  my 
experiments  on  the  thermo-magnetism  of  simple  metals ;  and  mag- 
netizing some  of  the  largest  pieces  of  iron  ordnance,  and  iron  globes, 
both  solid  and  hollow,  by  the  influence  of  electric  currents.  A  ten 
inch  bomb  shell,  which  I  fitted  up  for  the  lecture  table,  has  been  ex- 
hibited in  the  Adelaide  Gallery  of  Practical  Science,  for  the  last 
five  years,  and  remains  a  prominent  piece  of  the  electro-magnetic 
apparatus  of  that  excellent  institution. 


When  IntrodncedL 

Deflection. 

1 

Inch     . . 

...  45* 

2  Inches   . 

...  46 

3 

99               • 

...47 

4 

W               • 

...45 

5 

W                • 

...44 

6 

ft               • 

...43 
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There  was  something  so  exceedingly  curious  in  the  results 
of  these  experiments^  especially  in  the  loss  of  magnetic  action 
as  the  solid  bar  .advanced  towards  the  needle,  that  I  was  in- 
duced to  repeat  them  many  times,  but  they  were  always  at- 
tended with  similar  results.  I  next  examined  the  magnetic 
action  of  the  external  extremity  of  the  solid  cylinder  when 
introduced  to  various  distances  in  the  tube^  but  nothing  very 
interesting  was  discovered,  its  polarity  being  of  the  opposite 
kind  to  that  exhibited  by  the  end  of  the  tube  nearest  to  the 
needle,  as  was  expected. 

Other  pieces  of  iron  of  various  shapes  and  magnitudes  were 
made  to  touch  the  furthest  end  of  the  tube,  whilst  under  the 
electro-magnetic  influence,  and  in  every  case  a  considerable 
increase  of  deflection  was  observed:  but  in  none  was  the  de- 
flection so  great  as  when  the  solid  cylinder  was  introduced 
about  two  or  three  inches  into  the  bore  of  the  tube.  I  have 
sometimes  observed  about  two  degrees  greater  deflection  when 
the  whole  of  the  solid  cylinder  was  introduced  than  when  not 
present,  but  this  is  not  always  the  case,  and  therefore  does 
not  interfere  with  the  general  results. 

The  next  experiments  were  made  with  another  piece  of  the 
same  musket  barrel,  but,  being  nearer  to  the  muzzle  of  the 
piece  than  the  former,  was  of  somewhat  thinner  metal.  The 
thinner  end  of  this  tube  was  closed  with  a  solid  plug  of  iron, 
firmly  welded  to  it,  and  reached  about  half  an  inch  inside. 

When  this  tube  was  placed  in  the  electro-magnetic  spiral, 
with  its  solid  end  nearest  to  the  needle,  the  deflection  was 
about  2*  less  than  with  the  former  open  tube.  Several  trials 
were  made  by  changing  them  frequently  in  the  spiral  whilst 
the  same  current  was  traversing  it,  and  the  mean  diiterence  was 
about  2'.  The  increase  of  deflection  by  introducing  the  solid 
iron  cylinders,  was  similar  to  that  shown  by  the  former  open 
tube,  with  this  exception,  when  the  solid  cylinder  was  intro- 
duced as  far  as  possible,  or  till  it  touched  the  inner  end  of  the 
plug,  the  deflection  was  invariably  about  3*  greater  than  when 
the  solid  cylinder  was  not  present.  This  efiect  I  attributed 
to  the  thinness  of  the  metal  at  that  end  of  the  tube,  which 
was  of  very  difierent  dimensions  on  the  opposite  sides.  On 
one  side  of  the  tube  the  iron  was  about  tt>  and  on  the  other 
not  more  than  ^y  of  an  inch  thick. 

Another  iron  tube,  of  the  same  external  dimensions  as  the 
former,  but  not  more  than  ^\  of  an  inch  thick  of  metal,  was 
next  placed  in  the  helix.  The  needle  deviated  to  22\  When 
the  solid  iron  cylinder  was  wholly  introduced  to  the  interior 
ofthis  tube,  the  deviation  increased  to  32';  and  the  needle 
stood  deflected  to  30%  even  when  the  solid  cylinder  was  with- 
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drawn.  This  curious  circumstance  induced  me  to  vary  the 
experiment  in  several  ways.  I  heated  the  tube  to  redness  and 
destroyed  every  trace  of  local  magnetic  action^  so  that  when 
held  verticle,  the  lower  extremity^  whichever  it  might  be, 
invariably  exhibited  the  same  kind  of  polarity.  This  treat- 
ment of  the  tube,  however,  though  it  lessened  the  quantity 
?ained,  and  retained,  did  not  entirely  remove  the  latter  effect, 
lie  tube  still  exhibited  greater  magnetic  action  after  the 
solid  cylinder  was  withdrawn  than  before  it  was  introduced. 
Tapping  the  tube  with  a  piece  of  wood,  so  as  to  agitate  its 
particles,  whilst  under  the  influence  of  the  current,  increased 
its  magnetic  action  so  as  to  deflect  the  needle  two  or  three 
degrees  more  than  before  such  treatment;  but  by  no  method 
which  I  could  think  of,  would  it  become  so  powerful  as  by  the 
introduction  and  removal  of  the  solid  cylinder;  and  the  effect 
was  nearly  the  same  whether  the  current  was  traversing  the 
helix  at  the  time  the  solid  cylinder  was  introduced,  or  that 
the  connexions  were  made  afterwards.  The  tube,  with  its 
solid  cylinder,  was  introduced  to  the  interior  of  the  helix  at 
one  and  the  same  time,  both  whilst  the  current  was  moving 
through  it,  and  before  the  battery  connexions  were  made;  but 
still  the  effects  were  of  the  same  kind,  and  nearly  to  the  same 
amount  in  all  cases.  It  occurred  to  me  eventually,  that  since 
the  deflection  was  greatest  whilst  the  whole  of  the  solid  cylinder 
was  in  the  tube,  the  former  had  become  as  decidedly  polar  as 
the  latter ;  and  would  consequently  retain  some  polarity  whilst 
any  part  of  it  was  within  the  nelix.  Under  these  circumstances 
the  operation  of  the  interior  pole  of  the  solid  cylinder,  whilst 
being  withdrawn  from  the  tube,  would  be  on  the  latter,  similar 
to  the  operation  of  any  other  magnet  upon  a  ferruginous  body, 
whilst  rubbed  over  its  surface.  It  would  indeea  magnetize 
the  tube :  which  now  being  subjected  to  an  auxiliary  influence 
conspiring  with  that  of  the  current^  would  become  more  active 
than  by  the  influence  of  the  latter  alone.  This  explanation 
seemed  to  be  satisfactory  enough  as  far  as  regarded  the  mag- 
netizing of  the  tube ;  but  was  no  reason  for  the  latter  retaining 
nearly  the  whole  of  the  additional  power  exhibited  whilst  the 
solid  cylinder  was  wholly  in  the  interior.  The  mystery  however 
seemed  to  be  reduced  to  the  following  question. 

Are  electric  currents,  which  alone  magnetize  a  piece  of  soft 
iron  only  to  a  certain  degree  of  power,  capable  of  retaining 
any  portion  of  an  additional  power  conferred  on  the  iron  from 
any  other  momentary  source  of  excitation  ? 

To  set  this  question  at  rest,  the  tube  alone  was  placed  in 
the  helix,  and  the  needle  deviated  to  25*.  The  proper  pole  of 
a  steel  magnet  was  now  made  to  touch  the  furthest  end  of 
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the  tube,  and  the  needle  deflected  to  70*.  When  the  perma- 
nent magnet  was  withdrawn  the  angle  of  deflection  subsided 
to  35"* :  so  that  the  tube,  by  this  treatment,  had  required  an 
additional  power  capable  of  pulling  the  needle  from  25*  to  35*^ 
which  it  retained  for  ten  minutes,  the  time  of  electric  action 
after  the  magnet  had  been  taken  away.  On  disuniting  the 
battery  and  helix,  without  removing  any  part  of  the  apparatus, 
the  needle,  after  a  few  oscillations,  reposed  in  the  meridian: 
proving  that,  although  the  iron  tube  might  still  retain  some 
trace  of  permanent  polarity,  it  was  incapable  of  affecting  the 
needle  at  the  distance  of  twelve  inches:  and,  consequently,  the 
action  left  was  infinitely  small  when  compared  to  that  which 
was  retained  by  the  electric  current. 

The  appearance  of  this  novel  fact  induced  me  to  place  the 
pieces  of  gun-barrel  in  the  helix  again,  and  subject  them  to 
the  same  treatment  as  the  thin  iron  tube  had  been  placed 
under.  Both  pieces  retained  a  considerable  quantity  of  the 
additional  power,  conferred  on  them  by  the  permanent  mag- 
net, whilst  they  remained  under  the  influence  of  the  current, 
but  lost  all  trace  of  it  when  the  current  was  cut  off. 

A  solid  cylinder  of  iron,  of  the  same  dimensions  as  the 
hollow  tubes,  was  next  placed  in  the  helix.  The  needle  devi- 
ated to  28*.  The  permanent  ma^et  was  now  brought  to  the 
furthest  extremity  of  the  iron,  and  the  deviation  increased  to 
about  74*.  When  the  magnet  was  withdrawn  the  angle  of 
deflection  became  reduced  to  32*.  When  the  electric  current 
was  cut  ofi^,  the  needle  soon  reposed  in  the  magnetic  meridian. 

Returning  to  the  principal  subject  of  investigation  I  next 
compared  the  electro-magnetic  action  on  the  tubes  and  solid 
cylinder  of  the  same  dmiensions.  The  two  pieces  of  gun 
barrel  invariably  gave  greater  deflections  of  the  needle  than 
those  shown  by  the  action  of  the  solid  piece  of  iron :  but  the 
thin  tube  gave  smaller  deflections. 

Cylindrical  rolls  of  sheet  tin  (tinned  iron)  gave  greater 
deflections  than  the  thin  iron  tube,  but  something  less  than 
either  piece  of  the  musket  barrel.  A  bundle  of  iron  wire* 
gave  smaller  angles  of  deflection  than  the  thin  tube,  and  a 
cylinder  of  copper  gave  no  motion  to  the  needle. 

*  A  member  of  the  society,  on  seeing  my  apparatus  on  the  lecture 
table,  observed  that  Mr.  Payne,  late  manager  of  the  Adelaide  Gal- 
lery of  Practical  Science,  had  tried  the  mag'netic  effects  of  a  bundle 
of  iron  wire  in  an  electro-magnetic  helix,  but  did  not  exactly  re« 
member  the  results. 

I  am  well  aware  that  a  hollow  keeper,  or  cross  piece,  has  long 
been  applied  to  the  lar^e  horse-shoe  magnet  exhibited  in  the 
Gallery :  a  contrivance,  which,  I  believe,  was  also  Mr.  Payne's. 
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From  the  phenomena  developed  by  the  preceding  series  of 
experiments  it  appears  that  iron  tubes  of  a  certain  thickness 
of  metal,  perhaps  about  iV  of  an  inch,  are  susceptible  of  dis- 
playing as  much  magnetic  force  as  solid  pieces  of  the  same 
dimensions,  when  both  are  submitted  to  the  influence  of  a 
single*  electric  current  proceeding  from  a  single  voltaic  pair 
of  copper  and  zinc.  This  important  fact  is  analogous  to  that 
discovered  by  Mr.  Barlow;  and  now  places  at  our  command 
an  immense  magnetic  force  with  a  comparatively  small  mass 
of  iron ;  a  force  which  may  be  increased  to  any  required  extent, 
and  by  a  process  the  most  simple  that  could  be  imagined. 
The  principal  encumbrance  now  removed,  what  can  be  the 
remaining  impediment  to  the  full  completion  of  Electro-mag- 
netic engines  for  any  purposes  they  may  be  wanted?  The  old 
engines  of  solid  iron  have  worked  well;  the  new  ones,  with 
hollow  iron,  will  work  better. 

We  also  discover,  by  these  experiments,  that  electric  cur- 
rents are  capable  of  retaining^  in  active  play,  a  greater  degree 
of  magnetic  action  than  that  which  themselves  alone  are 
capable  of  exciting.  Hence  electric  currents  exercise  two 
kinds  of  magnetic  power  on  soft  iron :  the  exciting  power, 
and  the  retentive  power.  The  difference  of  these  two  powers 
may  very  conveniently  be  called  the  adscititious  power  or 
force,  because  it  is  that  which  the  current  displays  in  addition 
to  the  exciting  force:  or  that  which  is  required  above  the 
latter  to  complete  its  maximum  of  magnetic  action. 

With  the  exception  of  a  few  electro-magnets  which  I  con- 
structed for  rotations,  the  experiments  I  have  hitherto  de- 
scribed were  the  only  ones  I  made  on  hollow  pieces  of  soft 
iron,  until  the  account  of  Professor  Henry's  experiments  with 
the  spiral  conductor  reached  this  country.f  Since  that  time, 
however,  it  is  well  known  to  the  scientific  world  that  I  have 
been  much  engaged  in  investigations  with  that  apparatus ; 
and  have  varied  its  form,  and  also  the  fashion  of  the  axle 

*  By  a  single  electric  current  I  mean  a  current  traversing  a  single 
helix :  for  it  is  possible  that  when  the  current  is  multiplied  by  tra- 
versing more  than  one  helix  over  the  iron,  that  some  other  law 
may  regulate  the  phenomena.  This  point  I  mean  to  investigate 
shortly. 

+  Since  this  paper  was  read  I  have  constructed  a  hollow  iron 
ma^et,  consisting  of  two  pieces  of  ^un-barrel  for  the  two  branches, 
which  are  united  oy  a  cross  piece  ot  solid  iron,  welded  to  one  ena 
of  each  piece.  The  other  two  ends  of  the  branches  are  open,  (open 
poles).  It  is  not  a  horse-shoe  magnet,  but  a  rectangular  one.  It 
nas  four  helices  of  copper  wire  round  each  branch.  It  does  not 
answer  very  well  for  lifting,  but  the  helix  gives  a  good  spark. 
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iron^  in  as  many  ways^  perhaps^  as  any  one  pursuing  the  sub- 
ject. The  results  of  some  of  those  investigations  are  akeady 
well  known^  but  there  are  others  still  in  reserve,  which  I  may 
now  be  permitted  to  describe. 

The  helix  which  I  now  employ  consist^s  of  two  distinct 
wires,  the  one  rather  thick  bell  wire,  the  other  very  thin.  The 
former  is  about  260  feet  long  and  forms  the  inner,  or  lower 
coil.  The  thin  wire  forms  the  upper  or  outer  coil,  and  is 
1,300  feet  long.*  Both  wires  are  covered  with  sealing-wax 
varnish,  but  no  thread  of  any  description.  This  covering  has 
the  advantage  of  permitting  the  convolutions  to  lie  much 
closer  together  than  when  the  wire  is  covered  with  thread ; 
and  the  action  becomes  much  increased  in  consequence.  The 
reel  or  bobbin  is  of  wood,  two  inches  long  inside  the  cheeks. 
The  axis  is  hollow  for  the  reception  of  a  bar,  or  other  piece  of 
iron. 

The  coiling  of  the  wire  is  proceeded  with  in  the  following 
manner.  Ohe  end  of  the  thick  wire  passes  from  inside  to 
outride  of  one  cheek  of  the  bobbin,  at  the  bottom  of  the  bed. 
This  end  of  the  wire  may  be  left  of  any  required  length  for 
battery  connexion.  The  wire  is  now  coiled  in  close  con- 
volutions until  it  arrives  at  the  other  end  of  the  bobbin.  A 
strip  of  silk  is  now  laid  over  the  coil  for  insulation,  and  to  pre- 
vent the  wax  being  rubbed  off  by  the  next  about  to  be  placed 
above  it.  The  coiling  now  proceeds  back  again  to  the  first 
end  of  the  bobbin.  Now  another  strip  of  silk  covers  the 
second  coil,  and  a  third  coil  over  that,  and  so  on  till  the  whole 
of  the  thick  wire  is  nearly  taken  up,  leaving  only  a  few  inches 
which  passes  through  one  cheek  of  the  bobbin  for  connexion 
with  the  other  end  of  the  battery.  Through  this  wire,  and 
this  alone,  does  the  battery  or  primitive  current  run ;  and  it 
is  from  this  coil  alone  that  the  spark  is  shown. 

One  end  of  the  thin  wire  is  now  soldered  to  the  last  con- 
volution of  the  thick  one,  and  a  strip  of  silk  laid  over  the  last 
coil.  This  done,  the  coiling  of  the  thin  wire  is  performed  in 
precisely  the  same  manner  as  the  thick  one.  When  the 
whole  is  put  on  the  bobbin,  the  coU  part  of  the  apparatus  is 
complete.     The  process  is  exceedingly  tedious. 

When  the  shock  is  taken  from  this  helix,  one  hand  is  con- 
nected with  the  outer  end  of  the  thin  wire,  and  the  other 

*  It  is  well  known  to  the  readers  of  these  Annals,  that  Professor 
Callan  employs  two  wires  similar  to  those  here  described :  but  the 
coils  used  by  that  philosopher  are  very  different  to  that  I  am  now 
describing.  Professor  Callan  employs  loTig  coils  or  iron  horse-shoe 
magnets.  Those  which  I  employ  are  short  and  thick,  with  hollow 
axis.' 
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hand  with  either  of  the  ends  of  the  thick  one.  If  the  other 
hand  is  connected  with  the  lower  end  of  the  thick  wire,  the 
secondary  current  has  to  traverse  that  wire.  When  the  hands 
are  connected  with  the  two  ends  of  the  thin  wire,  the  second- 
ary producing  the  shock  runs  through  that  wire  only;  and 
the  effect  is  greater  than  hy  the  other  connexions. 

The  helix  now  descrihed  is  fixed  to  the  base-board  A,  A, 
of  the  instrument  represented  by  fig.  125,  Plate  XV.  One 
end  of  the  thick  coil  wire  is  united  by  solder  to  the  copper  wire 
z,  and  the  other  end  of  the  same  wire  to  the  copper  wire  c. 
The  brass  studs  d  and  e,  with  their  balls,  are  united  to  the 
two  ends  of  the  thin  coil  wire.  A  pillar  P,  fixed  to  the  base- 
board, rises  behind  the  helix,  and  supports  the  wheel  tr,  and 
the  axis  a,  with  its  pulley,  which  is  behind  the  pillar.  The 
battery  connexions,  with  this  instrument,  are  made  by  the 
copper  wires  z  and  c.  The  current  flows  from  the  battery 
through  the  wire  c,  to  the  lower  extremity  of  the  thick  coil 
wire ;  and  after  traversing  the  whole  length  of  that  wire,  ar- 
rives, by  proper  connexions,  at  the  amalgamated  copper  disc 
m,  supported  on  a  pillar  as  seen  in  the  figure.  From  the  mer- 
cury in  the  disc  m,  the  current  proceeds  along  the  bent  wire 
^  ^,  to  the  brass  stud «,  which  is  fastened  to  the  upright  P^ 
and  thence,  by  a  conductor,  to  the  wire  2,  and  so  to  the  zinc 
side  of  the  battery. 

One  end  of  the  bent  wire  1 1,  is  furnished  with  a  socket  which 
fits  the  vertical  part  of  the  stud  S  pretty  tight;  the  other  end 
is  finely  pointed  and  amalgamated,  and  dips  into  the  mercury 
at  m,  at  which  place  the  circuit  can  be  opened  and  shut  with 
great  rapidity,  by  means  of  a  lifting  piece  or  cam,  which  is 
placed  on  the  axis  a,  and  which  is  made  to  revolve  by  the 
wheel  and  band,  as  seen  in  the  figure.  The  revolving  cam 
lifts  the  spring  1 1  twice  each  revolution  of  the  axis  a. 

The  wheel  Wy  w,  is  6  inches  diameter,  and  the  pulley  on  the 
axis  a,  is  one  inch  diameter ;  these  being  united  by  a  band, 
causes  the  latter  to  revolve  six  times  whilst  the  former  re- 
volves once.  Therefore  by  turning  the  wheel  at  the  rate  of 
three  revolutions  in  a  second,  the  circuit  is  opened  36  times, 
and  consequently  36  sparks  are  produced  in  that  period. 
Instead  of  the  copper  disc  m,  I  sometimes  fix  a  small  bottle, 
containing  a  portion  of  mercury,  in  its  place.  By  this  means, 
there  is  no  scattering  of  the  mercury,  and  the  spark  is  seen 
in  the  bottle,  whose  reflection  increases  the  light. 

Another  mode  of  opening  and  shutting  the  circuit  rapidly 
is  by  means  of  a  notched  zinc  disc  D,  which,  when  the  lifting 
piece  is  removed  from  the  axis  a,  and  the  wire  t  ^from  its  stud 
s,  is  fixed  vertically  to  the  pillar  j)  and  concentric  with  the 
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axle  a.  On  the  latter  is  fixed  a  spring  wire,  whose  furthest 
extremity  presses  against  the  notched  part  of  the  disc.  This 
wire  revolves  with  the  axle,  and  the  point  which  touches  the 
zinc  disc  passes  over  the  notch,  and  consequently  the  battery 
connexion  is  broken  every  time  the  revolving  trigger  arrives 
at  a  notch  in  the  disc.  The  disc  has  30  notches,  which, 
multiplied  by  6,  the  number  of  times  the  trigger  revolves 
faster  than  the  wheel,  produces  30  x6=il80  interruptions  of 
the  circuit,  and  consequently  as  many  secondary  currents 
(with  their  shocks,  if  required,)  for  efich  revolution  of  the 
wheel.  The  wheel  can  be  made  to  revolve,  with  ease, 
three  times  in  a  second.  Hence,  180x3=540  shocks  can  be 
communicated  in  one  second;  or  540x60zr32,400  in  one 
minute.  When  the  room  is  darkened,  a  circle  of  sparks 
appears  on  the  face  of  the  disc. 

When  shocks  are  to  be  produced : — If  to  the  hands — ^the 
cylinders  r,  r,  which  are  connected  with  the  studs  rf,  e,  by 
means  of  wires,  are  to  be  grasped  one  by  each  hand ;  and  the 
wheel  put  in  motion,  when  either  of  the  discharging  parts  is 
attached  to  the  apparatus.  When  shocks  are  to  be  com- 
municated to  any  other  part  of  the  body,  the  common  medical 
directors  with  glass,  or  other  insulating  handles,  must  be 
used.  The  metallic  stems  of  the  directors  to  be  connected 
with  the  studs  d,  e,  by  thin  wire,  in  the  same  manner  as  to  a 
common  electrical  machine.  The  balls  must  communicate, 
either  directly  or  indirectly  with  the  skin,  by  similar  means 
as  resorted  to  when  galvanism  is  applied. 

The  shocks  are  pretty  smart,  and  the  sparks  tolerably  bright, 
from  this  instrument;  but  they  are  still  more  so  when  a 
cylindric  bar  of  iron  is  placed  in  the  axis  of  the  coil ;  and  the 
wheel  turned  at  a  moderate  speed.  If,  however,  the  wheel  be 
turned  rapidly,  especially  when  the  notched  disc  with  its 
spring  trigger,  is  employed,  the  powers  of  the  instrument 
instead  of  being  augmented,  by  the  iron  axis,  are  absolutely 
diminished ;  and  when  the  speed  is  very  great,  both  sparks 
an4  shocks  entirely  disappear.  When  I  first  discovered  this 
singular  fact,  I  was  led  to  suppose  that  it  arose  from  an  im- 
perfect contact  of  the  disc  and  trigger  when  the  latter  rotated 
with  great  rapidity  :  but  the  noise  that  was  made  by  the  one 
scraping  over  the  other,  convinced  me  that  the  cause  was  not 
a  want  of  contact. 

I  now  got  an  assistant  to  turn  the  wheel,  whilst  I  slided  the 
iron  bar  to  and  fro,  in  the  axis  of  the  coil ;  sometimes  taking 
it  wholly  out,  and  again  replacing  it  in  the  bobbin :  the  room 
being  quite  darkened.  The  brilliancy  of  th^  sparks  under- 
went no  change  by  any  motion  which  I  could  give  to  the  iron 
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bar  whilst  in  the  interior  of  the  bobbin.  Nor  could  they  be 
made  to  re-appear^  when  the  velocity  of  the  wheel  was  great^ 
BO  long  as  the  bar  remained  within  the  bobbin.  But  when 
it  was  taken  entirely  out,  the  sparks  invariably  made  their 
appearance. 

I  was  now  led  to  try  the  effect  of  my  old  servants,  the  iron 
tubes,  in  the  interior  of  the  bobbin ;  and  I  soon  found  that 
the  shocks  given,  when  a  piece  of  the  musket  barrel  was 
placed  in  the  axis,  were  much  stronger  than  any  I  had  before 
experienced  from  the  instrument.  The  other  piece  of  gun- 
barrel  was  tried,  and  the  shocks  were  stronger  than  with  the 
solid  bar;  and  they  were  still  more  so  by  employing  the  thin 
iron  tube  before  mentioned.  The  sparks  were  also  brighter 
than  with  the  solid  bar;  and  appeared  with  greater  velocities 
of  the  wheel :  but  in  all  cases,  they  disappeared  when  the 
velocity  was  very  great. 

I  next  substituted  a  cylindrical  roll  of  sheet  tin  (sheet  iron 
tinned,)  for  the  iron  bar.  The  shocks  were  now  increased  to 
an  astonishing  degree,  and,  with  great  velocities  of  the  wheel 
the  sparks  were  much  brighter  than  with  any  of  the  preceding 
pieces  of  iron  in  the  axis  of  the  bobbin.  With  a  bunole  of  thin 
iron  wire*  in  the  axis  of  the  bobbin  they  were  quite  as  power- 
ful, if  not  more  so,  than  with  the  roll  of  tinned  sheet  iron. 

I  placed  a  bundle  of  iron  wires  in  the  axis  of  the  roll  of 
tinned  iron,  but  could  not  discover  any  additional  effect  I 
also  rolled  in  a  compact  coil  a  whole  sheet  of  the  thinnest  tin 
I  could  procure,  which  was  double  the  extent  of  surface  of  the 
roll  previously  employed;  but  this  when  placed  in  the  axis  of 
the  helix  did  not  produce  such  strong  shocks  as  the  thicker 
tin  plate.  Bundles  of  narrow  strips  of  tin  plate  gave  very 
strong  shocks. 

Some  of  the  phenomena  developed  by  this  series  of  expe- 
riments are  obviously  analogous  to  some  of  those  developed 
by  the  former.  The  scroll  of  thin  tin  plate,  although  double 
the  extent  of  surface  to  the  thicker,  did  not  produce  such 

^  It  is  something  remarkable,  that  Mr,  Bachhoffner,  who,  about 
a  fortnight  before  this  paper  was  read,  had  got  one  of  my  coils ; 
but  without  knowing  anything  of  mv  experiments,  discovered  that 
a  bundle  of  iron  wires  in  the  axis  of  the  helix  caused  it  to  give  a 
better  shock  than  when  a  solid  bar  was  employed.  When  Mr. 
Bachhoffner  became  acquainted  with  what  I  had  done,  he  very 
politely  expressed  a  wish  not  to  publish  an  account  of  his  experi- 
ments, which  he  had  drawn  up  for  the  present  number  ox  the 
Annals.  To  this,  however,  I  could  not  think  of  consenting,  know- 
ing that  his  discovery  must  have  been  made  independently  of  any 
knowledge  of  mine. 
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powerful  shocks  as  the  latter  ;  showing  that  a  certain  thick- 
ness of  the  iron  is  necessary  for  the  development  of  a  maximum 
effect ;  and  I  think  it  is  very  possible,  though  I  have  not  had 
time  to  try,  that  a  still  thicker  plate  of  tinned  or  any  sheet 
iron,  might  tend  to  increase  the  power  of  the  instrument,  to 
some  greater  extent  than  any  it  has  yet  shown. 

To  understand  how  it  happens  that  the  iron  increases  the 
power  of  the  instrument  when  the  discharges  are  slow,  but  de- 
creases it  when  they  are  made  rapidly,  requires  two  distinct 
investigations.  The  explanation  of  the  former  effect  will  be 
found  in  the  principles  of  magnetic  electricity  already  ex- 
plained in  this  volume ;  but  to  explain  the  latter  effect  it  wiU 
be  necessary  to  call  to  our  aid  another  principle  in  magnetics, 
which,  hitherto,  I  have  not  named. 

In  sdl  cases  where  a  ferruginous  body  is  enclosed  in  an  elec- 
tro- magnetic  spiral,  the  magnetic  lines  of  that  body  will  be 
arranged  in  the  opposite  direction  to  the  electro-magnetic 
lines  of  the  inner  surface  of  the  spiral,  which  keeps  them  in 
play;  and  consequently  in  the  same  direction  as  the  outer 
magnetic  lines  of  the  spiral,  as  may  be  understood  by  looking 
at  fig.  73,  Plate  X.  Now  the  phenomena  exhibited  by  the 
machine  being  produced  only  at  the  time  of  the  primitive  cir- 
cuit being  opened,  they  are  those  of  the  terminal  secondary 
current,  and  are  the  effects  of  a  collapsion,  of  both  the  elec- 
tro-magnetic lines,  and  of  the  magnetic  lines  belonging  to  the 
ferruginous  body ;  which  by  operating  in  concert,  give  a  series 
of  exciting  impressions,  greater  than  either  of  them  would  do 
alone.  The  large  curved  line  in  fig.  73,  is  to  represent  the 
situation  of  those  magnetic  lines  belonging  to  the  iron  which 
have  distended  to  beyond  the  spires  of  the  helix,  and  give  ex- 
citing impressions  by  their  collapsing  motions. 

To  understand  the  cause  of  the  lessening  of  the  power  of 
the  helix,  by  opening  and  shutting  the  electric  circuit  with 
great  rapidity,  it  will  be  necessary  that  we  call  to  remembrance 
a  well  known  fact  which  is  observed  whilst  magnetizing  a 
piece  of  iron,  by  the  influence  of  electric  currents.  Time  is 
required  to  produce  a  maximum  of  effect.  And  again,  when 
the  current  is  cut  off,  time  is  required  for  the  iron  to  recover 
its  neutrality.  From  the  appearance  of  these  circumstances 
we  are  led  to  suppose,  that  either  the  iron  is  a  bad  conductor 
of  the  magnetic  matter,  and  impedes  its  motions ;  or  that  the 
latter,  like  all  ponderable  matter,  is  naturally  and  sensibly 
inert.  Either  principle  alone  would  satisfy  the  conditions  of 
the  phenomena  which  I  have  named,  and  which  have  been 
long  known,  but  it  does  not  appear  so  obvious,  that  the  novel 
phenomena  which  I  have  described,  can  be  owing  to  an  inferior 
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conductibility  of  the  iron,  independently  of  the  operation  of 
the  other  principle.  I  am  led  to  suppose  that  there  is  a  tnag^ 
netic  inertia ;  and  that  the  ma^etic  matter  is  as  prone  to 
remain  in  its  last  placed  condition^  as  any  other  species  of 
matter  whatever. 

The  disappearance  of  the  sparks  and  shocks  by  the  intro- 
duction of  the  iron  to  the  axis  of  the  helix,  could  not  possibly 
arise  from  an  absolute  torpitude  of  the  magnetic  matter  be- 
longing to  the  bar ;  for  in  that  case  it  would  be  perfectly  neu- 
tral, and  the  phenomena  would  be  displayed  with  the  same 
precision  as  if  no  iron  were  present.  That  some  peculiar 
counteracting  force  is  in  operation  during  the  presence  of  the 
iron,  is  sufficiently  obvious  ;  and  as  we  have  no  knowledge  of 
any  other  than  the  magnetic,  by  which  counter  currents  could 
be  excited  in  the  coil,  it  is  allowable  to  infer,  that  in  conse- 
quence of  the  magnetic  inertia,  in  conjunction  with  the  im- 
perfect conductibility  of  the  iron  for  magnetism,  the  polariza- 
tions and  depolarizations  of  the  bar  are  not  simultaneous  with 
the  polarizations  and  depolarizations  of  the  helix,  but  are  in- 
variably later  ;  and  when  the  distentions  and  collapsions  of 
the  electro-magnetic  lines  of  the  helix  succeed  one  another  in 
rapid  alternations,  the  opposite  motions,  or  the  collapsions 
HXiA  distentions  of  the  ferreous  magnetic  lines,  are  respectively 
taking  place.  Both  systems  of  ^ines  are  in  motion,  though 
similar  poles  meet  one  another.  Both  systems  give  exciting 
impressions,  but  in  directions  to  produce  opposite  electric 
currents.  A  feeble  current  will  result  from  the  excess  of  the 
one  over  the  other.  When  the  circuit  is  opened  and  shut  very 
rapidly,  all  the  phenomena  of  secondary  currents  entirely 
disappear,  even  when  no  iron  is  present:  a  fact  not  easily  ac- 
counted for  upon  any  other  principle  than  either  magnetic  or 
electric  inertia i  or  upon  both. 

I  cannot  close  this  paper  without  pointing  out  the  advan- 
tages that  may  be  derived  by  employing  a  helix  such  as  I  have 
described,  with  any  contrivance  for  producing  a  rapid  succes- 
sion of  shocks,  as  a  medical  electric  apparatus.  A  cylinder  of 
copper  and  zinc,  which  would  enter  a  pint  jar,  if  excited  by 
salt  and  water  only,  will  be  a  sufficient  battery  for  the  instru- 
ment to  produce  very  smart  shocks.  The  expense  of  keeping 
up  the  power  is  thus  reduced  to  a  mere  insignificancy,  ana  the 
first  cost  is  trifling.  A  strong  shock  and  bright  spark  are 
produced  by  this  instrument,  when  the  battery  employed  con- 
sists of  a  copper  and  zinc  wire.  No.  15,  immersed  1-lOth.  of 
an  inch  deep  into  dilute  nitrous  acid  placed  in  a  watch  glass. 

JSTo.  6,  October,  1837.  2  L 
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POSTSCRIPT. 

Since  this  paper  was  read  before  the  Electrical  Society,  the 
instrument  there  described  has  been  seen  by  several  scientific 
gentlemen,  both  in  London,  Manchester,  Preston,  and  in 
Liverpool,  who  have  considered  it  as  the  most  portable,  effi- 
cient, and  economical  electrical  machine  ever  yet  ofiered  to 
the  notice  of  the  medical  practitioner. 

At  the  request  of  several  medical  gentlemen,  I  have  under- 
taken to  furnish  each  of  them  with  a  machine  of  this  descrip- 
tion, which  will  be  manufactured  under  my  own  superintend- 
ance ;  and  if  any  other  gentlemen  should  prefer  the  inventor, 
I  shall  have  no  objections  to  receive  their  orders,  and  supply 
them  as  fast  as  the  workmen  can  get  them  completed.  A 
discharging  apparatus,  very  different  to,  and  less  liable  to  be 
out  of  order  than,  that  described,  will  in  future  be  adapted  to 
the  machine.     Letters  must  be  post  paid. 


LXXIII.  Remarks  on  the  error  of  supposing  that  a  com^ 
munication  with  the  Earth  is  necessary  to  the  efficacy 
of  Electric  Machines,  By  R.  Hare,  M.  D.,  Professor  of 
Chemistry  in  the  University  of  Pennsylvania, 

Some  time  since,  in  looking  over  a  volume  of  Cavallo's 
Electricity,  I  was  surprised  to  observe  that  in  order  to  give 
the  greater  efficacy  to  an  electric  machine,  he  advises  that 
the  cushion,  or  negative  poles,  should  be  made  to  communi- 
cate advantageously  with  the  earth.  As  the  means  of 
accomplishing  this  object  he  suggests  a  conducting  commu- 
nication '^  with  moist  ground,  with  a  piece  of  water,  or  with 
the  iron  work  of  the  water  pump." 

It  appears  from  the  following  passage  in  Turner's  Che- 
mistry, a  work  generally  of  great  merit,  that  the  erroneous 
impression  which  gave  rise  to  these  sugmstions,  has  been 
adopted  by  a  more  modem  author.  We  find,  page  77,  Ameri- 
can edition,  the  following  allegation. 

"  The  electricity  which  is  so  freely  and  so  unceasingly 
evolved  during  the  action  of  a  good  electrical  machine,  is 
derived  from  the  great  reservoir  of  electricity,  the  earth. 
This  is  obvious  from  the  fact  that  if  the  whole  apparatus  is 
insulated,  the  evolution  of  electricity  immediately  ceases; 
but  the  supply  is  as  constantly  restored  when  the  requisite 
communication  is  made  with  the  ground.  In  the  state  of 
complete  insulation,  the  glass  and  prime  conductor  are  posi- 
tive as  usual,  and  the  rubber  is  negatively  excited ;  but  as 
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the  electricity  then  developed  is  derived  solely  from  the 
machine  itself,  its  quantity  is  exceedingly  small.  When  the 
machine  is  osed,  therefore,  the  rubber  is  made  to  communi- 
cate with  the  earth.  As  soon  as  friction  is  begun^  the  glass 
becomes  positive  and  the  rubber  negative :  but  as  the  latter 
communicates  with  the  ground  it  instantly  recovers  the  elec- 
tricity which  it  had  lost,  and  thus  continues  to  supply  the 
glass  with  an  uninterrupted  current.  If  the  rubber  is  insula- 
ted, and  the  prime  conductor  communicates  with  the  ground^ 
the  electricity  of  the  former,  and  all  conductors  connected 
with  it,  is  carried  away  into  the  earth  and  they  are  negatively 
electrified." 

I  conceive  that  the  earth  has  never,  of  necessity,  any  asso- 
ciation with  the  phenomena  of  the  electric  machine;  of 
which  the  power  is  evidently  dependent  on  the  efficacy  of 
the  electric  in  transferring  the  fluid  from  the  negative  to  the 
positive  conductor.  When  the  conductors  are  both  insulated, 
they  are  brought  into  states  of  excitement  as  opposite  as  the 
power  of  the  machine  is  at  the  time  competent  to  produce. 
If,  under  these  circumstances,  with  one  end  of  a  metallic  rod, 
(terminating  in  a  metallic  ball,  or  other  suitable  enlargement, 
and  held  by  means  of  an  insulating  handle,)  we  touch  the 
negative  conductor,  while  the  ball  is  approximated  to  the 
positive  conductor,  sparks  at  least  as  long  and  as  firequent 
will  be  obtained  as  when  the  negative  conductor,  or  cushion, 
has  the  best  possible  communication  with  the  earth.  I  con- 
ceive that  any  metallic  surface,  or  surfaces,  duly  connected 
with  either  conductor,  must  become  virtually  a  part  of  the 
conductor,  and  partake  of  its  excitement.  In  this  predicament, 
whilst  receiving  a  charge,  are  the  coatings  of  a  Leyden  jar, 
or  an  association  of  such  jars  in  a  battery.  The  effect  of  the 
machine  is  merely  to  transfer  the  fluid  from  one  surfiice  to 
another.  After  the  conductor,  and  any  jar,  or  battery,  asso- 
ciated with  them  are  charged,  there  is  no  more  electricity  on 
the  surfaces  than  before ;  since  whatever  one  has  gained  the 
other  has  lost. 

If  the  impression  of  the  learned  professor  were  correct, 
how  could  a  battery  or  a  jar  be  charged,  when  both  it  and 
the  machine  are  insulated  from  the  earth  ?  Yet  experience 
shows  that  it  is  under  these  circumstances  that  a  charge  is  most 
easily  imparted.  When  the  conductors  are  in  a  state  of  ex- 
citement, and  both  insulated,  the  one  will  of  course  be  as 
much  below  that  of  the  surrounding  neutral  medium,  and  of 
the  great  reservoir,  as  the  other  is  above  that  standard.  When 
we  connect  either  conductor  with  the  earth,  it  returns  of 
course  to  the  neutral  state  of  the  earth :  but  the  difference 

2L2 


486  Mr.  Hare>  on  the  error  that  a  communication  with  the 

between  the  excitement  of  the  conductors  is  sustained  by  the 
power  of  the  machine  to  the  same  extent  as  before ;  hence  the 
length  and  frequency  of  the  sparks  will  not  be  found  to  be 
sensibly  altered.  It  follows  that  when  either  of  the  conduc- 
tors are  made  neutral  by  connexion  with  the  earthy  that  the 
other  will  have  its  excitement  as  much  above  or  below  neu- 
trality, as  the  sum  of  the  difference  between  each  of  the  two 
conductors  and  the  terrestrial  neutrality^  when  both  are  insu- 
lated. Thus  supposing,  that  when  insulated,  the  one  conductor 
is  relatively  to  terrestrial  electricity  minus  ten,  and  that  the 
positive  conductor  is  plus  ten ;  when  the  negative  conductor 
alone  is  uninsulated,  the  positive  will  be  plus  twenty;  when  the 
latter  is  alone  uninsulated,  the  former  will  be  minus  twenty. 

It  seems  to  be  a  common^  though  as  I  believe  an  erroneous, 
idea^  that  a  spark  changes  its  character  with  the  conductor 
from  which  it  appears  to  be  taken ;  so  that  when  produced 
by  presenting  a  body  to  the  positive  conductor,  it  is  consider- 
ed as  positive,  and  as  negative  when  produced  with  the  nega- 
tive conductor  in  like  manner. 

I  have  already  observed  that  any  conducting  surface  in 
connexion  with  either  conductor,  must  act  as  a  part  of  that 
conductor.  Approximating  to  the  negative  conductor,  a  body 
(a  ball,  for  instance,)  while  in  communication  with  the  posi- 
tive conductor,  is  reaUy  enlarging  or  elongating  the  surface  of 
the  latter,  so  that  when  the  spark  passes,  it  must  still  be  from 
the  positive  to  the  negative  pole ;  and  vice  versa,  elongating 
the  surfaces  associated  with  the  negative  conductor,  till  suffi- 
ciently near  the  positive  conductor  to  receive  a  spark,  does 
not  alter  the  character  of  the  phenomenon.  In  each  case, 
according  to  the  theory  of  one  fluid,  a  current  passes  from  the 
positive  to  the  negative  pole  ;  according  to  the  doctrine  of 
two  fluids,  two  currents  pass  each  other. 

The  cause  of  the  difference  observed  in  the  sparks  in  the 
two  cases  is,  that  they  are  usually  received  from  a  small 
knob  upon  a  big  ball,  or  the  hand ;  or  some  other  body  com- 
paratively large. 

Whenever  the  fluid  is  contracted  into  a  small  jet  on  the 
positive  side,  its  projectile  power  is  increased;  while,  under 
the  opposite  circumstances,  its  projectile  force  is  lessened. 
This  is  the  sole  cause  of  the  long  forked  erratic  form,  of  what 
is  called  the  positive  spark :  and  the  short  stubbed  appear- 
ance of  what  is  called  the  negative  spark.  The  whole  differ- 
ence may  be  effected  in  whatever  situation  the  sparks  may  be 
taken,  by  causing  a  large  and  a  small  ball  to  exchange  sides. 
When  the  surface  on  the  positive  side  is  so  small  as  to  con- 
dense the  electric  matter  before  it  jumps,  the  projectile  force 
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is  greater,  and  as  in  the  case  of  the  jet  pipe  in  hydraulics, 
there  is  a  medium  size  at  which  the  greatest  projectile  power 
is  obtained.  When  the  emitting  surface  is  too  large,  the 
projectile  force  is  lessened,  and  the  spark  consequently  made 
shorter. 

The  following  passage  in  Cavallo's  Electricity  is  that 
alluded  to  above.      See  vol.  i.  page  184 ;  London  1786. 

"  Sometimes  the  machine  will  not  work  well  because  the 
rubber  is  not  sufficiently  supplied  with  electric  fluid ;  which 
happens  when  the  table  upon  which  the  machine  stands,  and 
with  which  the  chain  of  the  rubber  is  connected,  is  very  dry, 
and  consequently  in  a  bad  conducting  state.  Even  the  floors 
and  walls  of  the  room  are  in  very  dry  weather  bad  conductors, 
and  they  cannot  supply  the  rubber  sufficiently.  In  this  case 
the  best  expedient  is  to  connect  the  chain  of  the  rubber,  by 
means  of  a  long  wire,  with  some  moist  ground,  a  piece  of 
water,  or  with  the  iron  work  of  the  water  pump,  by  which 
means  the  rubber  will  be  supplied  with  as  much  electric  fluid 
as  is  required. 


LXXIV.  Description  of  an  Electrical  Machine,  with  a 
plate  four  feet  in  diameter,  so  constructed  a>s  to  be  above 
the  operator;  also  of  a  Battery  Discharger  employed 
therewith:  and  some  Observations  on  the  causes  of  the 
diversity  in  the  length  of  the  sparks,  erroneously  distin- 

Siished  by  the  terms  Positive  and  Negative,     By  R. 
ARE,  M.  D.,  Professor  of  Chemistry  in  the  University 
of  Pennsylvania* 

Fig.  119,  Plate  XIV,  represents  a  machine  with  a  plate 
four  feet  in  diameter,  which  I  have  recently  constructed  so  as 
to  be  permanently  affixed  to  the  canopy  over  the  hearth  of  my 
lecture  room. 

This  situation  I  have  found  convenient,  even  beyond  my 
expectations,  as  the  machine  is  always  at  hand,  yet  never  in 
the  way.  In  lecturing,  with  the  aid  of  a  machine  on  the  same 
level  with  the  lecturer,  one  of  two  inconveniences  is  inevitable. 
Either  the  machine  will  occasionally  be  between  him  and  a  por- 
tion of  the  audience,  or  he  must  be  between  a  portion  of  the 
audience  and  the  machine.  Situated  like  that  I  am  about  to 
describe,  a  machine  can  neither  hide  the  lecturer,  nor  be  hid- 
den by  him.  With  all  its  power  at  his  command,  while  kept  in 
motion  by  an  assistant,  he  has  no  part  of  it  to  reach  or  to  handle 

*  Communicated  by  the  Author. 
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besides  the  knob  and  sliding  rod  of  the  conductor,  which  are 
in  the  most  convenient  situation. 

The  object  of  this  machine  being  to  obtain  a  copious  sup- 
ply of  electricity  for  experiments,  in  which  such  a  supply  is 
requisite,  it  was  not  deemed  necessary  to  insulate  the  cushions 
and  the  axis,  as  in  the  electrical  machine  which  I  employ  for 
experiments  requiring  insulation.* 

The  prime  conductor  is  supported  and  insulated  by  means 
of  wooden  posts  covered  by  stout  bell  glasses,  so  that  the 
summits  of  the  latter  are  between  those  of  the  posts  and  the 
inner  surfaces  of  cups  attached  to  the  conductor.  By  these 
means  the  glass  is  subjected  to  pressure,  but  is  liable  to  no 
strain.  Such  a  support  combines  the  advantages  both  of  wood 
and  glass.  At  C  C  are  the  collectors.  R  represents  a  sliding 
rod,  which  may  be  drawn  out  to  such  an  extent  as  to  be 
brought  in  contact  with  any  apparatus  placed  under  it  upon 
the  table. 

In  fact,  the  large  rod^  in  which  the  rod  R  slides,  may  be 
slipped  up  to  any  elevation  through  the  hole  in  the  brass  ball 
which  sustains  it. 

Battery  discharger  for  deflagrating  wires.  This  appara- 
tus is  employed  by  me  in  lieu  of  Henley's  universal  discharger; 
being  better  adapted  to  my  apparatus,  and  mode  of  operating. 
Two  brass  plates,  S  S,  fig,  120,  are  secured  to  the  pedest^ 
by  a  screw  bolt  N,  which  passes  through  a  hole  made  in  each, 
near  one  extremity;  the  plates  are  thus  allowed  a  circular 
motion  about  the  bolt,  so  as  to  be  set  in  one  straight  line,  or 
in  an  any  angle  with  each  other.  On  one  of  the  plates  near 
the  extremity  not  secured  by  the  bolt,  a  brass  socket  is  sol- 
dered, into  which  a  glass  column  C  is  cemented,  surmounted 
by  a  forceps.  At  the  corresponding  end  of  the  other  plate, 
there  is  a  brass  rod  R,  perpen(ficular  to  the  plate,  and  parallel 
to  the  glass  column.  This  rod  is  furnished  with  forceps. 
Between  these  forceps,  and  those  at  F,  supported  and  insu- 
lated by  the  glass  column  C,  a  wire  is  stretched,  which  may 
be  of  various  lengths,  according  to  the  angle  which  the  plates 
S  S  make  with  each  other.  The  pedestal  should  be  metallic, 
or  have  a  metallic  plate  at  bottom,  in  communication  with 
the  external  coating  of  the  battery.  This  being  accomplished, 
it  is  only  necessary  to  charge  the  battery,  without  subse- 
quently breaking  the  communication  between  the  inner  coat- 

*  See  Silliman's  American  Journal  ofScience  for  1828,  Vol.  VII.; 
London  Phil.  Mag.  for  1823. 

The  machine  aBuded  to  in  the  above  note  has  its  plate  horizontaL 
We  expect  that  Professor  Hare  will  soop  furnish  us  with  a  descrip- 
tion of  this  machme  in  its  present  improved  state.     Edit. 
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ing  of  the  jars,  and  the  prime  conductor,  by  which  the  dis- 
charge is  conveyed.  In  that  case,  touching  the  conductor  is 
equivalent  to  a  contact  with  the  inner  coatings  of  the  jars,  so 
far  as  electrical  results  are  concerned.  Hence,  by  causing 
one  of  the  knobs  of  the  discharger  D,  with  glass  handles,  to 
be  in  contact  with  the  insulated  forceps  F,  and  then  approxi- 
mating the  other  knob  to  the  prime  conductor  B,  the  charge 
of  the  battery  will  pass  through  the  wire  W,  as  it  cannot  de- 
scend by  the  glass  column,  nor  reach  the  operator  through 
the  glass  handles.  These  should  be  longer  than  represented 
in  the  figure. 

Long  zigzag  or  erratic  spark,  contrasted  with  the  short 
straight  spark,  *'  The  cause  of  this  difference  between  the 
lengths  of  the  two  electricities,  we  have  no  means  of  explain- 
ing." Thomson*s  Work  on  Heat  and  Electricity. 

The  object  of  fig.  121  is  to  represent  the  different  forms  and 
lengths  of  the  electric  spark,  which  take  place  between  a  large 
and  a  small  ball,  accordingly  as  they  are  made  negative  or 
positive.  The  long  and  zigzag,  or  erratic  spark  A  takes  place 
between  a  small  ball  attached  to  the  positive  pole,  and  a  large 
one  associated  with  the  negative  pole.  The  short  straight 
spark  B,  is  elicited  under  circumstances  the  reverse  of  those 
just  mentioned.  They  are  represented  as  simultaneous,  but^ 
with  the  same  machine,  can,  of  course,  only  be  obtained  in 
succession. 

In  no  respect  do  the  phenomena  of  mechanical  electricity 
appear  more  favourable  to  the  Franklinian  theory,  and  more 
inexplicable,  according  to  the  doctrine  of  two  fluids,  than 
in  the  diversity  of  the  electrical  spark  in  passing  between  a 
small  and  a  large  metallic  ball,  according  to  the  manner  in 
which  the  balls  are  associated  with  the  positive  or  negative 
poles  of  the  machine.  When  the  small  ball  is  attached  to 
the  positive  pole,  the  spark  is  long,  comparatively  narrow, 
and  of  a  zigzag  shape,  such  as  lightning  is  often  seen  to  as- 
sume: but  when  the  situation  of  the  balls  is  reversed,  the 
spark  is  straight  and  thick,  not  one  third  as  long,  and  no- 
thing of  a  zigzag  shape  can  be  observed  in  it. 

According  to  the  Franklinian  theory,  when  a  body  is  more 
highly  charged  with  the  electricity  than  the  adjoining  bodies, 
the  excess  of  the  fluid  is  attracted  by  them,  while  it  is  inade- 
quately repelled  by  the  inferior  quantity  of  the  electric  fluid, 
with  which  they  are  imbued.  It  follows  that  when  a  small 
globe  is  made  positive  in  the  neighbourhood  of  a  large  one, 
the  excess  of  electric  matter  in  the  former,  is  attracted  by  all 
the  negatively  excited  metal  in  the  latter.  When  the  small 
globe  is  made  negative,  the  metal  of  which  it  consists  attracts 


490    Mr.  Harems  description  of  an  electrical  machine. 

all  the  electric  matter  in  the  large  globe.  Hence  there  is  this 
difference  in  the  two  cases;  the  small  globe  being  positive,  a 
comparatively  small  movable  ma^s  of  electric  matter  is  at- 
tracted by  a  large  immovable  mass  of  metal :  the  small  globe 
being  made  negative^  a  large  movable  mass  of  electric  matter 
is  attracted  by  a  small  immovable  mass  of  metal.  The  charge 
being  in  both  cases  the  effect  of  the  same  machine;  the 
attractive  power  must  be  as  great  in  one  case  as  in  the  other- 
The  forces  by  which  the  masses  are  actuated  being  therfore 
equal,  it  is  quite  reasonable  that  the  greatest  projectile  power 
should  be  attained,  when  the  small  mass  is  movable.  In  that 
case,  it  will  require  less  air  to  be  removed  in  order  to  effect  a 
passage. 

There  is  an  analogy  between  the  difference  which  I  suppose 
to  exist  in  the  case  under  consideration,  and  that  which  may 
be  observed  between  the  penetrating  power  of  a  rod  which  is 
blunt,  and  one  which  is  pointed. 

It  remains  to  show  why  a  large  mass  of  electric  matter  will 
be  discharged  in  a  spark  when  there  is  sufficient  proximity, 
although  that  electric  matter  be  situated  in  the  large  globe,  and 
attracted  by  the  other,  under  circumstances  which,  as  above 
stated,  it  would  not  pass  without  that  proximity. 

It  must  be  evident  that  attraction  increases,  as  the  distance 
between  the  bodies  which  exercise  it  lessens.  Of  course  the 
attraction  of  the  small  globe  must  always  act  more  powerfully 
on  those  portions  of  the  electric  fluid,  which  occupy  the  near- 
est parts  of  the  positively  excited  globe.  But  this  difference 
of  distance,  and  consequent  diversity  of  attraction,  increases 
as  the  globes  are  approximated.  Thus,  that  portion  of  the 
electric  fluid  which  sustains  this  pre-eminent  attraction,  will 
be  accumulated  into  a  conoid:  the  acuteness  of  which, 
and  attraction  causing  the  acuteness,  increasing  with  the 
proximity,  there  will  at  least  be  sufficient  projectile  and  pene- 
trative power  to  break  through  the  air,  and  thus  open  a  passage 
for  the  whole  quantity  attracted  by  the  small  negatively  excited 
globe. 

When,  by  the  process  last  described,  the  fluid  is  made  to 
leap  through  a  comparatively  small  interval,  by  the  concentrated 
attraction  exercised  by  a  small  negative  ball  upon  the  ex- 
panded surface  of  electric  matter  diflused  through  a  large 
^lobe,  the  air  does  not  become  sufficiently  condensed  to  resist 
it  before  it  reaches  its  destination,  and,  of  course,  it  cannot 
assume  the  erratic  form  which  would  arise  from  repeated 
changes  in  its  course,  as  in  the  instance  of  the  long  spark. 

Of  the  electrical  brush.  When  the  machine  is  m  active 
operation,  and  the  prime  conductor  insulated;  from  a  small 
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knob  attached  to  it,  as  at  B,  fig.  122,  the  electricity  will  be  so 
sent  off^  as  by  the  concomitant  light  to  exhibit  the  form  of 
a  luminous  brush,  as  represented  in  the  figure  at  B.  1*  or  the 
production  of  this  phenomenon,  it  is  necessary  that  the  electric 
fluid  shaU  be  cond!ensed  into  a  small  prominent  mass,  so  as, 
agreeably  to  the  preceding  explanation,  to  have  great  penetrat- 
ing power,  lliis  it  cannot  possess,  when,  with  the  same  intensity 
in  the  generating  power,  a  large  ball  is  positively  electrified. 
In  that  case,  the  electric  column  presents  a  firont  too  broad  to 
secure  a  passage  through  the  surrounding  non-conducting  air. 
A  small  ball,  negatively  electrified,  can  only  be  productive  of 
a  difiiise  attraction  for  the  electricity  in  the  atmospheric 
medium  around  it;  so  that  it  has  less  ability  to  create  any 
penetrating  power,  than  when  acting  upon  the  electricity  in  a 
comparatively  large  globular  conductor,  as  in  the  preceding 
illustration.  Hence,  when  the  knob  is  on  the  negative  pole,  it 
may  be  productive  of  a  luminous  appearance  in  its  immediate 
vicinity,  where  the  electric  matter,  converging  from  the  adjoin- 
ing space,  becomes  sufficiently  intense  to  be  productive  of 
light;  but  it  does  not  produce  the  striking  appearance  of  the 
luminous  brushi 

As,  agreeably  to  Du  Fay's  theory,  the  knob,  whether 
vitreously  or  resinously  electrified,  is  surcharged  with  an 
electric  fluid,  the  projectile  power  ought  to  be  as  great  in  the 
one  case  as  the  other,  and  the  long  spark  and  the  brush  should 
be  producible  in  either  case. 


LXXV.  On  a  method  of  connecting  electro-magnets  so  as 
to  combine  their  electric  powers,  Cfc;  and  on  the  appli- 
cation of  Electro-magnetism  to  the  working  of  machines. 
By  the  Rev.  N.  J.  Callan,  Professor  of  Natural 
Philosophy  in  the  R.  C.  College,  Maynooth, 

About  four  months  ago,  a  method  occurred  to  me,  by  which 
any  number  of  electro-magnets  might  be  connected  together 
so  as  to  obtain  an  electric  current,  having  an  intensity  equal 
to  the  sum  of  the  intensities  of  all  the  currents  excited  in  the 
helices  of  all  the  magnets.  I  tested  this  method  by  experi- 
ment about  a  month  ago,  and  found  it  successfiil.  I  coiled  on 
two  bars  of  iron,  once  round  their  entire  length,  a  copper  wire 
one-twelfth  of  an  inch  diameter,  and  left  the  ends  of  the  wire 
on  each  bar,  projecting.  I  then  coiled  about  150-feet  of  wire 
one-ninetieth  of  an  inch  diameter,  over  the  thick  wire.  The 
ends  of  the  thin  wire  on  each  bar  were  also  left  projecting. 
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The  ends  of  the  thick  wire  on  each  bar  were  successively 
connected  with  a  pair  of  seven-inch  plates,  and  the  shock  taken 
from  the  thin  wire^  of  each  magnet^  by  holding  a  pair  of  cylin- 
ders connected  with  their  extremities  of  the  wires.  The 
shocks  from  the  two  magnets  appeared  to  be  equally  strong. 
Afterwards  the  thin  wires  of  the  two  magnets  were  united  at 
one  of  their  extremities  so  as  to  form  one  continuous  wire, 
and  the  voltaic  current  was  passed  from  the  same  pair  ojf 
plates^  through  the  thick  wire  coiled  on  both  magnets.  The 
shock  given  by  the  thin  wire^  in  this  case,  (on  breaking  bat- 
tery connexion)  appeared  to  be  twice  as  strong  as  the  shocks 
given  by  either  of  the  magnets^  separately.  Hence,  if  the 
thin  wires  coiled  on  any  number  of  electro-magnets,  be  united 
together  so  as  to  form  one  continuous  wire;  and,  if  all  the 
magnets  be  simultaneously  magnetized  by  the  voltaic  battery, 
an  electric  current  will  be  produced  in  the  thin  wire  (at  the 
moment  of  breaking  battery  communication)  having  an  inten- 
sity equal  or  nearly  equal  to  the  sum  of  the  intensities  of  the 
currents  excited  in  each  of  the  helices.  Care  must  be  taken 
to  unite  the  thin  wires  in  such  a  manner  that  the  electric  cur- 
rent excited  in  the  helix  of  each  magnet  on  breaking  battery 
communication,  may  all  flow  in  the  same  direction;  otherwise, 
the  current  product  in  the  helix  of  one  magnet  may  neutra- 
lize the  current  excited  in  the  helix  of  another.  From  a  small 
electro-magnet,  an  electric  current  equal  in  point  of  intensity 
to  that  of  a  battery  containing  1,000  or  2,000  voltaic  circles, 
may  be  readily  obtained.  Hence,  by  means  of  100  electro- 
magnets, and  a  battery  containing  10  or  12  large  plates,  we 
may  produce  an  electric  current  equal  in  point  of  intensity  to 
that  of  a  battery  containing  100,000  or  200,000  pairs  of  plates. 
An  electric  current  of  enormous  intensity  may  be  also  obtained 
from  a  single  magnet  of  very  large  size.  But,  I  am  strongly 
inclined  to  think  that  the  electric  power  of  100  small  magnets 
is  considerably  greater  than  that  of  a  single  magnet  equal  in 
size  to  the  100  magnets.  First,  because  all  long  bars  retain 
a  considerable  portion  of  the  magnetic  power  imparted  to  them 
by  the  voltiac  current.  I  have  tried  about  fifteen  bars  of 
iroUj  varying  in  length  from  six  to  thirteen  feet,  and  every 
one  of  them  retained  some  of  their  magnetic  power.  Our 
large  electro-magnet  retains  constantly  a  power  capable  of 
lifting  about  twenty  pounds.  Secondly,  because  long  bars 
lose  their  magnetism^  slowly  and  not  in  an  instant 

Any  number  of  electro-magnets  for  electrical  purposes, 
may  be  united  so  as  to  increase  those  effects  which  depend 
on  quantity  of  electricity.  If  the  similar  ends  of  all  the  thin 
wires  coiled  on  the  magnets  be  connected  together,  while  the 
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similar  ends  of  the  thick  wires  belonging  to  the  magnets  are 
connected  with  the  battery,  as  many  electric  currents  will  (at 
the  moment  of  making  and  of  breaking  battery  communica- 
tion) be  excited  in  the  thin  wires  as  there  are  maenets,  and 
will  pass  through  any  body  placed  between  the  ends  of  these 
wires. 

I  have  just  made  an  electro- magnet  which,  with  a  single 
pair  of  7  inch  plates,  gives  (even  at  the  moment  of  making 
battery  communication)  a  shock  as  strong  as  the  shock  from 
about  30  or  40  pairs  of  plates. 

In  making  electro-magnets  which  are  to  be  connected  for 
the  purpose  of  obtaining  increased  electric  intensity,  care  must 
be  taken  not  to  solder  the  thin  to  the  thick  wires  of  the  mag- 
nets, and  to  leave  both  ends  of  the  thin  wires  projecting.* 

About  four  months  ago  I  coiled  on  a  cylinder  of  wood  about 
10  feet  of  covered  copper  wire  |  of  an  inch  thick.  Over  this 
wire,  I  coiled  about  200  feet  of  very  thin  wire  which  was  also 
covered.  When  the  ends  of  the  thick  wire  were  connected 
with  a  pair  of  plates,  a  shock  was  received  by  holding  in  the 
hands  apair  of  cylinders  connected  with  the  ends  of  the  thin 
wire.  This  shock  was  felt  only  at  the  moment  of  making 
battery  communication,  but  not  on  breaking  the  communica- 
tion. When  the  voltaic  current  was  passed  through  the  thick 
wire  from  a  battery  of  20  pairs  of  2  feet  plates,  there  was  no 
shock  on  breaking  communication,  but,  on  making  communi- 
cation, the  shock  was  very  strong.  The  electric  current  which 
rave  the  shock  was  incapable  of  producing  any  effect  on  a  very 
delicate  galvanometer.  When  an  iron  bar  was  put  into  the 
helix  formed  of  the  thick  wire,  the  shock  felt  on  making  com- 
munication was  greatly  increased,  but  was  far  weaker  than  the 
shock  received  on  breaking  communication. 

In  a  paper  published  in  the  July  nimiber  of  the  Annals,  I 
stated  that  I  was  then  employed  in  making  an  electro-mag* 
netic  engine  to  be  worked  by  26  electro-magnets.  In  the  end 
of  June,  I  tried  the  engine  before  it  was  completed,  and  found 
these  two  defects  in  it.     The  first  was    that  some  of  the 

*  For  the  illustration  of  secondary  currents  at  the  lecture  table, 
I  find  no  method  so  simple  and  explanatory,  as  by  haying  two  dis" 
tmct  coilsj  each  on  its  own  bobbin.  The  battery  coil  of  thick  bell 
wire  is  on  the  smaller  bobbin,  and  can  be  introduced  to  the  interior 
of  the  thin  wire  coil  at  pleasure;  the  bobbin  of  the  latter  having  a 
hollow  axis  sufficiently  iar^e  for  its  admission.  By  this  means  it  is 
obvious  to  every  auditor,  that  the  battery  current  has  no  communi- 
cation with  the  outer  coil.  I  sold  a  pair  of  these  coils  to  Mr.  Cottam, 
Secretary  to  the  Manchester  Mechanics'  Institutioa,  during  my  late 
lectures  there.    Edit. 
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magnets  were  connected  by  iron  where  they  ought  to  have 
been  connected  by  a  substance  not  susceptible  of  magnetism ; 
the  second  arose  from  the  number  of  magnets  which  were 
divided  into  two  sets,  each  containing  13  magnets.  I  found 
it  imposible,  in  the  plan  which  I  adopted,  to  make  an  odd 
number  of  magnets  work,  and  was  therefore  obliged  to  reduce 
the  number  of  magnets  to  24:  or  to  two  sets  each  containing 
12  magnets.  I  also  substituted  a  brass  connexion  between 
the  magnets  for  the  iron  one.  I  then  found  that  one  small 
electro-magnet  was  capable  of  producing  circular  motion  in  a 
wheel  which  weighed  about  100  pounds,  and  that  six  magnets 
were  sufficient  to  give  rapid  motion  to  the  wheel.  The  results 
of  the 'experiments  which  I  made,  convinced  me  that  electro- 
magnetism  might  be  successfully  applied  to  the  working  of 
machinery  of  every  kind,  and  I  resolved  to  get  made  an  engine 
which  would  do  the  work  of  one  horse  or  perhaps  of  two.  This 
engine  will  contain  40  electro-magnets,  and  I  expect  that,  with 
a  battery  containing  6  square  feet  of  zinc,  it  will  propel,  at 
the  rate  of  7  or  8  miles  an  hour,  a  carriage  which  along  with 
its  load,  will  weigh  13  cwt.  The  engine  will  be  ready  for 
work  in  the  end  of  this  month  or  in  the  beginning  of  the  next. 
By  calculations  founded  on  experiment,  I  have  been  led  to 
the  following  conclusions.  First,  that  an  electro-magnetic 
engine  as  powerful  as  any  of  the  steam  engines  on  the  Kings- 
town Railway,  may  be  constructed  for  the  sum  of  £250 ; 
secondly,  that  the  weight  of  such  an  engine  will  not  exceed 
two  tons ;  thirdly,  that  the  annual  expense  of  working  and 
repairing  it  will  not  be  more  than  £300.  If  my  calculations 
be  correct,  the  expense  of  propelling  the  railway  carriages  by 
electro-magnetism,  will  be  scarcely  one  fourth  of  the  cost  of 
steam.  I  have  found  that  the  first  cost  of  an  electro-magnetic 
engine,  and  the  expense  of  working  and  repairing  it,  increase 
only  as  the  square  root  of  the  power  of  the  engine.  Thus,  the 
first  cost  of  an  engine  of  100  horse  power,  and  the  expense  of 
working  it  will  be  very  little  more  than  ten  times  the  cost  of 
an  engine  of  1  horse  power.  A  battery  containing  10  square 
feet  of  zinc  will  work  an  engine  100  times  as  powerful  as  that 
which  requires  only  one  square  foot  of  zinc. 

N.  J.  CALLAN. 
Maynooth  College, 
September  1 1th,  1837. 

LXXVL     The  Magnetic  Balance.     By  R.  W.  Fox,  Esq. 

A  front  view  of  this  instrument  is  given  at  fig.  117,  Plate 
XIV.     The  beam  is  shown  at  o,  6,  having  an  axis  passing 
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through  its  centre  of  gravity^  which  is  terminated  by  fine 
pivots  working  in  jewelled  holes. 

This  beam  is  itself  a  magnet,  and  its  position  is  governed 
and  adjusted  by  the  repulsive  action  of  two  other  magnets  in 
the  lower  part  of  the  instrument^  situated  as  shown  by  the 
dotted  lines  at  c  and  d ;  they  turn  with  the  axis  a  and  dy  and 
may  be  adjusted  to  any  angle  by  the  graduated  circles. 

The  scale  pans  e  and  y  are  formed  of  slight  silver  foil  and 
suspended  from  the  beam  by  single  fibres  of  unspun  silk;  they 
are^  together  with  the  beam^  separated  from  the  other  parts  of 
the  instrument  by  slight  partitions^  to  avoid  the  effect  of  cur- 
rents of  air;  and  the  weights  and  materials  are  put  in  at  the 
sides^  where  there  are  sliding  glass  doors,  which  are  not  shown 
in  the  figure.  The  mode  of  reading  the  indications  of  the 
instrument,  by  means  of  the  double  scale,  is  exactly  similar 
to  that  used  in  Mr.  Fox*s  dipping  needle  deflector:*  in  fact, 
the  present  is  a  new  application  of  the  principles  of  that  in- 
strument, and  the  experiments  tried  with  it  prove  it  to  be 
equally  successful.  The  advantages  it  possesses  over  the  or- 
dmary  balance  are  extreme  sensibility,  it  being  capable  of 
indicating  much  less  than  the  ten  thousandth  part  of  a  grain; 
the  frtcility  with  which  its  indications  are  obtained;  and  the 
comparatively  low  price  at  which  it  can  be  rendered. 

To  adjust  the  instrument  for  use,  it  must  be  carefully  levelled 
by  the  screws,  two  of  which  are  shown  at  g  and  h ;  the  beam 
is  then  brought  to  the  zero  points  by  turning  the  magnets,  and 
when  ascertained  to  be  correct,  it  maybe  kept  in  this  position 
by  partly  drawing  up  the  arms  p  y,  by  the  screw  r,  to  prevent 
too  much  vibration  while  the  weights  and  materials  are  being 
introduced.  This  done,  the  sliding  doors  closed,  and  the 
screw  t^  carefiiUy  released ;  the  beam  immediately  takes  its 
position,  which  is  rendered  exceedingly  accurate  by  gentle 
mction  applied  at  the  point  of  a  brass  pin  at  the  back,  show- 
ing the  difference  of  the  materials  and  weights,  by  the  small 
space  passed  over  by  the  points  of  the  needle :  and  as  its  value 
should  be  previously  determined  by  experiment,  the  weight 
would  be  known ;  or,  if  preferred,  weights  may  be  added  till 
the  beam  becomes  perfectly  horizontal.  It  is  evident  that  this 
balance  will  afford  great  facilities  for  taking  the  specific  gravity 
of  minute  bodies  with  extreme  accuracy;  and  for  this  purpose 
the  scale  pan  A,  fig.  118,  suspended  by  a  fine  wire,  may  be 
substituted,  and  a  glass  of  distilled  water  placed  in  the  drawer 
to  receive  it. 

This  instrument  is  manufactured  by  T.  B.  Jordan,  of 
Falmouth. 

*  This  instrument  will  be  described  in  a  future  number.    Edit. 
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LXXVII.     ji  letter  to  W.  Sturgeon,  Esq. 

Dear  Sir, 

I  have  lately  been  employed  in  experimenting  with  the  com- 
pomid  helix  which  was  kindly  supplied  me  by  yourself;  and 
have  devised  the  following  instrument  for  making  and  break- 
ing contact,  which,  from  its  convenience  and  portability,  may, 
I  think,  prove  interesting  to  some  of  your  readers. 

A  is  a  mahogany  box  containing  the  helix :  and  here  permit 
me  to  observe,  that  if  a  bundle  of  insulated  iron  wires  are 
employed  instead  of  the  iron  bar,  the  power  of  the  instrument 
is  increased  at  least  twofold.  The  wire  I  usually  employ  is  the 
common  covered  bonnet  wire.  I  cannot  detect  any  difference 
in  the  force  or  powers  of  the  shocks  by  using  one  large  piece 
doubled  up,  or  in  a  series  of  small  pieces,  (I  give  preference, 
however  to  the  latter),  but  the  increase  of  power  of  the  wires 
over  the  bar  requires  only  a  trial  to  be  convinced  of  the  fact, 
I  mention  the  above  circumstance,  because  I  think  it  may  be 
successfully  applied  to  the  electro-magnet,  and,  perhaps,  to 
the  magnetic-electrical  machine. 

B  the  helix ;  F  the  bundles  of  wires ;  /g  are  the  terminals 
of  the  helix,  the  ends  of  which  dip  into  the  mercury  cups  3 
and  2. 

C  is  the  galvanic  battery  for  transmitting  a  current  through 
the  helix ;  n,  i,  the  poles  terminating  in  the  cups  1  and  2. 

G  is  the  top  of  the  box  on  which  stands  the  instrument  for 
making  and  breaking  contact,  to  which  I  have  given  the  name 
of  electro-magnetic ;  o,  o,  are  two  brass  pillars,  the  ends  of 
which  terminate  in  the  mercury  cups  1  and  3. 

E  is  a  steel  spring;  D  a  ratchet  wheel  upon  which  the 
spring  rests.  By  mere  inspection  it  is  evident  that  as  the  wheel 
rotates,  contact  is  broken  every  time  the  spring  leaves  the 
tooth  upon  which  it  rests.  The  wheel  has  36  teeth,  and  when 
made  to  rotate  120  times  in  a  minute,  which  by  a  series  of 
experiments  I  find  gives  the  maximum  of  power,  we  have, 
you  see,  4,320  distinct  shocks  following  each  other  with  great 
rapidity.  4  and  5  are  two  brass  screws  into  which  may  be 
placed  the  conducting  wires  and  tubes  y,  k,  for  receiving  the 
shock.* 

*  To  prevent  mis-representation,  we  beg  to  state  that  Mr.  Bach« 
hofFner'fi  method  ot  opening  and  shutting  the  battery  circuit  is,  as 
far  as  we  are  aware,  perfectly  original;  his  paper  was  put  into  oar 
hands  immediately  after  the  business  of  the  meeting  of  the  Electrical 
Society  of  August  6th  was  concluded.     Edit. 
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H9  H,  are  two  extra  conductors,  communicating  with  the 
thin  wire,  and  consequently  entirely  without  the  battery 
current.  The  shock,  when  received  from  them,  is  the  result 
of  the  secondary  current  only,  and  will  be  found  to  give  shocks 
of  greater  power. 

With  this  arrangement  the  helix  becomes  a  very  formidable 
instrument;  the  rapidity  with  which  the  shocks  follow  each 
other,  together  with  their  power,  even  with  a  very  small  vol- 
taic arrangement,  is  so  insupportable,  that  anything  like  grasp- 
ing the  conducting  tubes  with  the  hands  moistened  is  out  of 
the  question.  It  is  in  f&ct  impossible  from  the  excruciating 
agony  which  they  communicate. 

With  a  Wollaston's  battery  of  ten  pairs  of  plates,  the 
instrument  far  exceeds  in  power,  in  my  estimation,  so  &r  as 
shocks  are  concerned,  the  largest  battery  which  has  ever  yet 
been  constructed.  In  my  next  I  intend  to  send  you  an  account 
of  its  chemical  and  igniting  power,  if  you  should  consider 
them  of  sufficient  importance,  and  remain, 

Your's  faithfully, 
GEORGE  H.  BACHHOFFNER, 
13,  Aberdeen  Place, 
Maida  Hill, 


103,  Newgate  Street, 
July  23d.  1837. 

LXXVIIL  To  W.  Sturgeon,  Esq. 
Sir, 
I  was  lately  experimenting  with  Dr.  Ritchie's  rotating 
magnet,  substituting  a  horse-shoe  of  soft  iron  bound  with 
helices  of  copper  wire,  in  the  place  of  a  permanent  magnet. 
While  the  bar  was  revolving,  and  it  revolved  very  rapicfly,  I 
observed  that  one  of  the  wires  eminating  from  a  Mullins's 
sustaining  battery,  rested  merely  on  the  edge  of  the  wooden 
cup,  instead  of  dipping  into  the  mercury,  so  as  to  render  the 
circuit  complete;  I  was  somewhat  surprised,  and  immediately 
removed  the  bar,  to  apply  a  delicately  poised  magnetic  needle, 
and  found  that  the  terminations  of  the  horse-snoe  attracted 
either  pole  indiscriminately,  which  led  me  to  believe  that  the 
rotation  in  this  instance  was  not  caused  by  attractive  and  re- 
pulsive forces.  I  then  had  a  bar  of  soft  iron,  bent  in  the 
usual  form,  but  not  covered  with  wire,  and  connected  the 
revolving  bar  with  a  battery,  when  it  immediately  commenced 
its  revolutions,  and  continued  to  rotate  in  the  same  direction, 
as  might  be  expected^  when  the  poles  were  reversed.  What 
seemed  curious  was,  that  it  rotated  in  either  direction ;  but  it 
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had  a  tendency  when  stopped  to  hegin  again  in  the  same, 
unless  urged  to  the  contrary  by  a  few  revolutions.  Instead 
then  of  two  attractive  and  two  repulsive  forces  being  brought 
into  operation  in  this  experiment,  as  in  the  case  when  a  per- 
manent  or  voltaic  magnet  is  used,  there  are  but  two  attractive 
forces;  for  the  terminations  of  the  soft  iron  cannot  be 
rendered  repulsive  in  any  manner,  by  means  of  the  revolving 
bar,  because  it  is  from  that  alone  it  receives  any  supply  of 
magnetism,  and  magnetism  always  induces  the  opposite 
states.* 

I  am,  Sir,  yours  very  respectfully, 

JAMES  C.  COOMBE. 


LXXIX.     A  Letter  to  W.  Sturgeon,  Esq. 

My  dear  Sir, 

Soon  after  I  received  the  second  number  of  your  Annals, 
I  made  one  of  Mr.  Kemp's  voltaic  batteries,  the  single  one 
last  described  in  that  number,  and  after  several  trials  could 
not  produce  the  slightest  magnetic  action ;  a  few  days  affo  I 
resolved  to  give  it  another  one,  and  was  still  unable  to  procLuce 
any  effect.  After  a  little  reflection  I  placed  a  plate  of  Uiin  rol- 
led zinc  on  the  surface  of  the  fluid  amalgam  of  mercury, 
which  of  course  floated  on  it.  On  replacing  the  copper  plate  I 
found  it  in  action  :  after  a  few  minutes  I  took  the  copper  plate 
off  and  was  surprised  to  find  the  zinc  amalgamated  on  the 
upper  side  which  had  not  touched  the  murcury,  and  which 
must  therefore  have  penetrated  through  it.  I  then  removed 
the  plate  of  zinc  and  put  the  copper  plate  again  on,  and  found 
the  battery  then  in  action  notwithstanding  the  zinc  plate  had 
been  removed ;  and  what  is  remarkable  the  action  has  con- 
tinued ever  since,  which  at  the  time  I  am  now  writing  is  up- 
wards of  forty-eight  hours.  The  helix  I  used  was  made  of  cop- 
per beU  wire,  and  not  more  than  twenty-one  rings.  The  piece  of 
soft  iron  wire  enclosed  in  it,  one-eighth  of  an  inch  diameter^ 
and  sustains  the  key  of  a  tea  caddy  lock,  the  diameter  of  the 
wooden  box  or  cup  four  inches,  internal  measure. 

There  are  two  objections  to  the  construction  of  this  bat- 
tery; one  is  the  quantity  of  mercury  required  to  cover  the  bot- 

*  Since  this  paper  has  been  put  in  type,  Mr.  Coombe  has  dis- 
covered that  his  rotating  piece  performs  well  by  the  action  of  ter- 
restrial magnetism,  independently  of  any  iron  being  present  This 
is  what  might  have  been  expected,  and  is  a  very  interesting  varia- 
tion of  the  experiment.     Edit. 
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tom^  and  also  on  account  of  the  acid  liquor  penetrating  through 
the  pores  of  the  wood  Mine  is  made  of  hard  beech.  I  have  in 
my  mind  a  plan  to  obviate  both  these^  which  when  I  have 
tried  I  will  send  you  the  result.  If  you  think  poper  to  insert 
this  in  your  Annals^  it  may  possibly  attract  the  attention  of 
your  numerous  readers. 

I  am^  yours  truly^ 

J.  HARPER. 

Oxford,  Sept.  18,  1837. 


LXXX.  Description  of  an  arrangement  of  a  series  of 
the  Sustaining  Voltaic  batteries,  so  as  to  ootain  qtiantity 
or  intensity.  Also  of  an  apparatus  to  give  shocks  by  a 
single  voltaic  pair.  By  E.  M.  Clarke,  Magnettcal 
Instrument  Maker  to  the  Royal  University  of  Christiana, 
Norway,  11,  Lowther  Arcade,  London. 

This  arrangement  consists  of  a  number  of  sustaining  voltaic 
batteries  put  in  a  double  row  in  a  deal  case,  having  a  partition 
length- wise  between  them ;  on  this  is  fixed  a  set  of  circular 
blocks  so  as  to  fill  the  spaces  that  are  left  between  the  jars 
that  contain  the  zinc  and  copper  cylinders.  The  blocks  have 
four  holes  drilled  in  them  to  contain  mercury  into  which  the 
conducting  wires  from  the  batteries  dip.  Fig.  128,  Plate  XVI, 
a,  the  box,  having  a  cover  that  slips  down  on  it;  b,  the  porcelain 
jars  that  contain  the  sustaining  batteries,  c  and  c'.  Fig.  128, 
and  129,  the  partition  on  which  the  blocks  {fand  d'  are  fixed. 
Fig.  129  shows  the  arrangement  of  the  conducting  wires,  those 
from  the  zincs  being  ranged  in  the  line  e,  and  tne  coppers  in 
line/l  The  intensity  conductor,  fig.  130,  consists  of  a  slip 
of  mahogany  having  pieces  of  copper  wire  passing  through, 
and  so  arranged  that  each  separate  bent  piece  of  copper  wire 
will  connect  a  zinc  and  copper  cylinder  alternately  throughout 
the  entire  series.  Any  apparatus  is  readily  connected  by  means 
of  the  binding  screwsat  g,  where  pieces  of  wire  are  held  in  good 
contact  with  the  battery,  and  brought  into  the  mercury  cups 
of  the  decomposition  of  water  apparatus  h.  A  battery  thus 
arranged  consisting  of  ten  jars  holding  three  pints  each,  has 
a  power  of  decomposing  water  truly  surprising,  yet  not  ca- 
pable of  giving  a  shock  of  the  most  trifling  description. 

Fig.  131,  the  quantity  conductors,  being  two  rods  of  brass 
having  pieces  of  copper  wire  soldered  in  and  at  proper  dis- 
tances, so  as  to  drop  into  the  mercury  in  the  blocks  a,  it  will 
be  readily  understood  that  by  this  arrangement,  as  both  con- 
ductors are  separate,  one  will  connect  all  the  copper  cylinders/ 

No.  6,  October,  1837.  2  M 
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the  other  all  the  zincs :  the  binding  screws  at  each  end  afford 
the  same  facility  of  connexion  as  the  intensity  conductor. 
The  apparatus  represented  in  the  figure  as  being  in  connexion 
with  these  conductors^  is  for  giving  shocks  from  a  single  vol- 
taic pair,  and  consists  of  a  hollow  reel  of  box-wood,  within 
whicn  is  a  cylinder  of  soft  iron.  A  coil  of  insulated  copper  wire 
is  put  on  the  reel  on  the  same  principle  as  described  by  Pro- 
fessor Callan,  in  the  5th.  No.  p.  376  of  these  Annals,  k,  L 
a  pair  of  conductors  in  connection  with  the  fine  wire  coil.  1 
use  a  wire  for  the  secondary  current,  of  ^V  of  an  inch  diameter 
which  I  find  gives  a  more  powerfiil  shock  than  a  wire  of  tV^  as 
used  by  the  learned  Professor.  On  grasping  the  conductors 
in  the  hands  and  drawing  the  wire  which  projects  from  k 
along  the  sur&ce  of  a  steel  file,  a  succession  of  violent  shocks 
will  be  received,  accompanied  with  brilliant  scintilations  of 
the  burned  steel;  this  arrangement  answers  very  well  for 
illustrating  the  effects  of  secondary  currents  giving  shocks^ 
but  fig.  132  represents  an  apparatus  for  applying  those  shocks 
medicinally,  and  is  an  improvement*  on  an  apparatus  which 
the  editor  of  these  Annals  showed  me.  m  a  cylinder 
of  iron  passing  through  the  sides  of  the  mahogany  stand,  n 
a  coil  of  wire  of  the  same  description  as  already  alluded  to, 
the  thick  magnetizing  coil  being  in  connexion  with  the  vol- 
taic battery  o.  A  pair  of  sponge  directors  are  in  connexion 
with  the  secondary  coil,  and  as  represented  in  the  figure, 
a  succession  of  shocks  are  passing  from  the  knee  to  the 

♦  It  must  at  all  times  be  gratifymg  to  philosophers  to  observe 
that  their  discoveries  and  inventions  are  of  sufficient  importance  to 
demand  the  attentio^  of  others,  and  to  inspire,  in  instrument 
makers,  a  spirit  of  emulation  to  excel  in  their  attempts  to  improve 
even  the  most  trifling  mechanical  arrangement.  On  tne  other  hand. 
It  must  be  allowed  that  there  is  a  respect  and  gratitude  due  to  phi- 
losophers, which  those  who  profit  by  their  discoveries  are  but  too 
seldom  disposed  to  acknowledge.  Notwithstanding  the  trivial  alter- 
ations he  may  think  proper  to  make,  the  fame  of  the  bstrument 
maker  could  not  possibly  suffer  by  a  candid  acknowledgment  of  the 
source  of  his  information,  on  any  point  whatever,  relative  to  the 
original  invention:  and  the  least  degree  of  courtesy  that  could  be 
^pected  from  him  would  be  to  permit  the  discoverer,  or  inventor, 
lo  nave  a  prionty  of  publication.  Mr.  Clarke  will  observe,  however, 
dio-Kri  1?  ^y  hesitated  to  give  publicity  to  his  paper  without  the 
mfth!!f  5^*^"^**?n>  but  it  is  our  duty  to  stete,  that  Mr.  Clarke's 
that  ^15  owning-  and  shutting  the  battery  circuit  is  similar  to 
the  orS*""^  ^y,^'-  ^^'^^^^^^  See  fig.  42,  plate  VI:  and  that 
puroose^!^.   k '"?l''y?l®°*  ®^  *^e  spur-wheel  and  mercury  for  this 

pap'er,  ^:^^^,  TZi:i^r  Lr'""'^'  "^ ""''  ^^"*''""^'' 


Electrical  Society  of  London.  501 

toe.  The  peculiarity  in  this  arrangement  is  the  method  of 
breaking  the  connexion  with  the  voltaic  battery^  and  is  as 
follows  :  r  a  copper  star  which  is  made  to  rotate  in  the  glass 
vessel  s  which  contains  a  little  mercury^  by  means  of  a  grooved 
multiplying  wheel  t,  having  a  band  passing  over  a  smaller 
one  V,  which  is  attached  to  the  spindle  that  carries  r,  a  point 
of  which  only  touches  the  surface  of  the  mercury^  each  point 
leaving  before  the  other  enters^  by  which  means  a  succession 
6f  some  thousand  shocks  may  be  given  in  a  minute.  The 
mercury  is  effectually  prevented  spilling  about  and  is  unac- 
companied with  any  disagreeable  noise.  This  instrument 
also  decomposes  water ;  in  short  performs  all  the  different  ex- 
periments that  require  an  intensity  arrangement.  The  quan- 
tity experiments  that  are  performed  by  it  depend  more  on  the 
action  of  the  voltaic  battery  than  any  assistance  which  this 
instrument  gives. 

LXXXI.    First  Report  of  the  Committee  of  the  London 
Electrical  Society, 

At  a  General  Meeting  of  the  Electrical  Society  held  Satur- 
day, August  5, 1837,  the  following  Resolution  was  unanimously 
agreed  to ; — 

Resolved.  The  weeekly  meetings  of  the  Electrical  Society 
having  been  adjourned  from  the  12th.  day  of  August,  untU 
Saturday  the  7th.  day  of  October,  J  837,  the  Committee  are 
requested  to  prepare  and  print  a  Report  for  circulation ;  and, 
in  order  that  the  general  interests  of  the  Society  may  not 
suffer,  the  Committee  are  further  requested  to  meet  from 
time  to  time  during  the  recess  and  act  m  every  instance  as  if 
the  general  meetings  were  continued;  it  being  understood 
that  a  Report  of  the  Committee's  proceedings  is  to  be  sub- 
mitted to  the  Society  at  the  first  general  Meeting. 

The  Committee  have  now,  in  pursuance  of  the  above  Reso- 
lution, to  offer  to  the  Society  the  following 

REPORT. 

The  Committee  have  great  pleasure  in  announcing  to  the 
members  of  the  Electrical  Society,  that  the  object  for  which 
the  Society  was  formed,  as  stated  in  the  resolution  of  16th. 
May,  1837,  will  be  fully  carried  into  effect;  at  the  same  time, 
the  Committee  claim  from  every  member  his  individual  co- 
operation, not  only  by  procuring  an  additional  number  of  sub- 
scribers but  also  by  diffusing  among  his  scientific  friends  the 
knowledge  of  the  existence  of  the  Society,  its  rules,  and 

3M2 
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objects;  as  the  Comttiittee  feel  assured  that  the  views  of  the 
Society  have  only  to  be  made  public  to  insure  its  ultimate 
success. 

It  was  originally  the  intention  of  the  Committee  to  make 
a  selection  from  the  numerous  papers  that  have  been  read 
at  the  weekly  meetings  of  the  Society^  in  order  that  they 
might  be  printed  and  circulated  among  the  members.  The 
Committee^  however,  for  the  present,  defer  the  publication, 
particularly  as  the  weekly  meetings  have  been  attended  by 
most  of  the  resident  members,  who  have  had  an  opportunity 
of  hearing  the  contents  of  the  papers  alluded  to.  The  Com- 
mittee are  the  more  induced  to  delay  the  publication  from 
some  of  the  members  having  intimated  their  intention  of  pre- 
senting papers  after  the  recess,  comprising  new  but  important 
focts  in  Electrical  Science. 

The  following  list  of  papers,  already  read  at  the  weekly 
evening  meetings,   is  printed  for  the  information  of  those 
members  who  had  not  an  opportunity  of  attending ;  and  the 
Committee,  with  great  pleasure,  refer  to  the  same  as  a  proof 
of  the  spirit  and  ener^  with  which  those  meetings  have 
hitherto  Deen  conducted.     Some  of  the  papers  will,  by  the 
liberality  of  the  Editor  of  the  '*  Annals  of  Electricity^*, 
appear,  from  time  to  time,  in  that  work. 
lieeui  June  10.     On  the  same  cause  under  different  circum* 
stances,  producing  the  varied  phenomena  of  the  difierent 
sciences  of  Electricity,  Galvanism,  and  Magnetism.      This 
paper  was  illustrated  with  many  diagrams. 
On  the  principle  and  character  of  a  new  Galvanometer. 
24.     On  Lightning  Conductors,  particularly  as  applied  to 

vessels. 
On  the  theories  of  Franklin  and  Du  Fay,  as  regards  single 
and  double  fluids,  developed  by  friction  or  electric  ma- 
chines. 
On  secondary  electric  currents  and  on  their  influence  in  cer- 
tain arrangements  of  apparatus. 
Recui  July  1.     On  the  effects  of  peculiar  electrical  states 
of  the  atmosphere  on  the  functions  of  animals  and  plants, 
and  an  attempt  to  explain  the  ^* modus  operandi^*  of  the 
electrical  fluid  in  producing  epidemic  diseases. 
Extract  of  a  letter  from  Lieut.  Morrison,  R.  N.,  dated  Chel- 
tenham, June,  1837,  describing  an  instrument  which  he 
terms  a  Magnet  Electrometer ;  it  not  only  indicates  the 
kind  but  also  the  degree  of  Atmospheric  Electricity.    Lieut. 
Morrison  has  intimated  his  intention  of  sending  the  So- 
ciety the  result  of  observations  made  by  him  with  tiiis 
mstrument. 
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8.     On  atmospheric  electricity.  This  paper  was  accompanied 
by  a  table  containing  a  series  of  experiments  made  with 
the  electrical  kite,  by  Mr.  Swaim,  of  Philadelphia. 
On  a  new  experiment  with  a  magnetic  battery,  by  which  a 

continuous  line  of  sparks  can  be  produced. 
15.     On  the  inconsistencies  of  some  of  the  present  views 
respecting  electricity.    The  author  of  this  papier  is  at  pre- 
sent carryinfir  on  a  series  of  eiqperiments  to  demonstrate 
his  views,  wnich  will  be  laid  berore  the  Society  at  an  early 
meeting. 
22.    On  the  e%ct  of  peculiar  electrical  states  of  the  atmos- 
phere, &c.  (Second  paper). 
29.     An  original  letter,  dated  November,  1822,  from  Andrew 
Crosse,  Esq.  to  Mr.  K.  Spencer,   describing  the  mode  in 
which  he  then  insulated  his  atmospheric  apparatus. 
August    5.     A  paper  entitled  ^'An  Experimental  Investi- 
gation of  the  influence  of  electric  currents  on  soft  iron,  as 
regards  the  thickness  of  the  metal  necessary  for  the  full 
display  of  its  magnetic  action,  and  how  frur  thin  pieces  of 
iron  are  available  for  practical  purposes.'' 
12.     Extract  of  a  letter  from  Andrew  Crosse,  Esq.  to  W. 
Leithead,  Esq^.  dated  Broomfield,  near  Taunton,  August  4, 
1837,  describmg  some  interesting  results  obtained  by  him 
in  producing  Crystals  by  transferring  the  electric  energy 
from  the  zinc  and  copper  plates  to  other  substances,  not  me- 
tallic, in  contact  with  them. 
On  a  new  mode  of  increasing  the  power  of  the  shock  from 

a  coil  of  wire  when  acting  upon  a  voltaic  current. 
On  the  commonly  received  opinion  that  two  electric  currents 
can  pass  along  a  central  wire  in  opposite  directions.     This 
paper  is  accompanied  with  a  diagram  showing  the  action  of 
the  electric  currents  on  the  magnetic  needle. 
At  the  meeting  of  June  24,  the  Rev.  Mr.   Shillibeer,  of 
Oundle,  Northamptonshire,  a  non-resident  member,  stated 
that  he  had  given  instructions  for  a  series  of  his  Voltaic  Bat- 
teries to  be  prepared,  and  which  he  hoped  the  Society  would 
favour  him  by  accepting. 

The  thanks  of  the  Society  have  been  voted  to  Mr.  Shilli- 
beer for  his  donation  :  as  also  to  Mr.  T.  Pollock  for  his 
work,  entitled,  ''An  Attempt  to  explain  the  Phenomena 
of  Heat,  Electricity,  Galvanism,  Magnetism,  Gravitation, 
and  Light,  on  the  assumption  of  one  cause  or  universal 
principle. 

At  the  Meeting  of  the  22d  July,  the  Chairman  stated  that 
if  any  Member  was  desirous  of  carrying  on  a  series  of  esqperi*- 
ments,  he  would,  on  mentioning  his  intention,  and  deseribii\f 
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the  nature  and  object  of  the  proposed  experiments  in  writing 
to  the  Committee,  be  immediately  afforded  the  necessary 
facilities. 

The  Committee,  in  pursuance  of  the  instructions  of  the 
Society,  continue  to  hold  their  Meetings  during  the  recess, 
and  should  any  Member  require  further  information  he  will 
please  address  a  letter  to  the  Honorary  Secretary,  who  will 
communicate  the  same  to  the  Committee. 

The  Committee  have  further  to  announce  that  in  conse- 
quence of  the  increased  number  of  Members  and  Visitors  at- 
tending the  weekly  Meetings,  they  have  been  compelled  to 
seek  a  larger  room  for  their  accommodation.  The  Council  of 
the  Society  for  the  Illustration  and  Encouragement  of  Prac- 
tical Science  have  obligingly  permitted  the  future  Meetings  to 
be  held  in  their  Lecture  Koom ;  in  addition  to  which  the 
Council  have  liberally  offered  the  Society  the  use  of  their 
Electrical  Apparatus.  The  Committee  cannot  but  point  out 
to  the  Members  the  advantages  likely  to  accrue  to  the 
Society  from  the  increased  accommodation  thus  afforded  to 
Members  as  well  as  Visitors,  and  fully  rely  on  the  active 
exertions  of  the  Members,  both  resident  and  non-resident,  in 
carrying  out  the  objects  for  which  the  Society  was  originally 
formed. 

The  general  Weekly  Meetings  will,  agreeably  to  the  5th 
rule,  be  resumed  on  Saturday,  the  7th  October,  at  7  o'Clock, 
notice  of  which  will  be  sent  to  each  resident  Member :  in  the 
mean  time  the  Committee  will  be  happy  to  receive  any  com- 
munications through  the  Secretary. 

WILLIAM  LEITHEAD,  Secretary. 

London,  Sept,  4,  18S7. 

The  following  extract  taken  from  the  Rules  and  Regula- 
tions unanimously  agreed  to  at  the  Meeting  of  20th  May,  1837, 
the  Committee  have  deemed  it  advisable  to  reprint. 

RULES. 

The  Society  for  the  present  to  consist  of  Resident  and  non- 
Resident  Members. 

The  Subscription  of  a  resident  member  (or  one  residing 
within  20  miles  of  London)  to  be  for  the  first  year  Two  Gui- 
neas y  and  that  of  a  non-resident  One  Guinea, 

Visitors  may  be  introduced  by  any  of  the  Members  and 
will  be  permitted  to  join  in  the  discussion. 

The  Society  to  meet  every  Saturday  Evening,  at  7  o*clock, 
for  the  purpose  of  conversation,  and  at  8  o'clock  the  Chair 
shall  be  taken.  The  Chairman  being  elected  by  the  Mem- 
bers present. 
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ORDER  OF   BUSINESS. 

Immediately  on  the  Chair  beinfi^  taken,  the  minutes  of 
the  previous  meeting  are  to  be  read,  and  the  names  of  any 
Members  subsequently  registered,  announced.  The  Secretary 
shall  then  read  such  papers  as  have  been  presented  to  the  So- 
ciety during  the  past  week.  After  each  paper  has  been  read, 
a  discussion  may  take  place,  should  the  members  present 
consider  it  expedient. 

All  donations  of  money,  books,  or  apparatus,  to  be  entered 
in  the  minutes  of  the  meeting  next  i^ter  they  have  been  re- 
ceived, when  they  will  be  duly  acknowledged. 

Every  paper  communicated  to  the  Society,  in  order  to  be 
read  at  its  meetings,  will  be  deemed  the  property  of  the  So- 
ciety; unless  any  engagement  to  th^  contrary  shall  have 
been  stipulated  by  the  Author. 


LXXXII.     Miscellaneous  Articles. 

To  the  Editor  of  the  Annals  of  Electricity ^  Sfc. 

Sir, 

All  the  writers  of  the  present  day  have  led  us  to  believe 
that  Mr.  Faraday  invented  the  apparatus  called  the  voltameter, 
and  on  reference  to  his  papers  read  before  the  Royal  Society 
(735),  &c.,  it  will  be  founa  that  he  there  claims  it  as  his  own. 
Judge  then  of  my  surprise,  in  reading  the  following  passage 
in  Donovan's  Galvanism,  and  how  nearly  the  opinions  there 
entertained  of  its  merits  as  a  measurer  of  voltaic  electricity, 
coincide  with  those  expressed  by  you  in  the  last  number  of 
the  Annals. 

**  He,  (Robertson)  also  describes  an  instrument,  theprinci- 

Sle  of  which  has  been  since  frequently  used  for  measuring  the 
ecomposing  energy  of  any  galvanic  series.  It  consists  of  a 
tube  of  glass  filled  with  water,  and  containing  a  wire  at  each 
end  which  comes  very  near  the  other  within.  The  tube  stands 
vertically,  and  is  graauated  at  its  upper  end,  so  that  the  water 
is  resolved  into  gases,  the  quantity  of  which  being  ascertained 
by  the  scale,  gives,  when  compared  with  the  time,  the  energy 
of  the  series.  Various  other  instruments  bearing  this  name 
have  been  since  contrived;  but  they  are  really  electrometers, 
and  do  not  measure  the  decomposing  power  of  the  pile." 

The  priority  of  invention  is  so  obvious,  that  it  needs  no 
comment.  I  am  however  rather  surprised,  that  Dr.  Faraday^ 
whose  papers  so  ofter  appear  in  another  publication,  the  prin- 
ciple of  which  are  for  the  purpose  of  vindicating  the  merits  of 
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himself  and  others^  should  have  permitted  the  above  to  pass 
unnoticed^  and  ventured  to  claim  an  invention  which  so  oDvi- 
ously  belongs  to  another. 

I  am,  Sir,  your  obedient  servant, 

ELECTRICUS. 

N.  B.  The  following  queries,  if  of  sufEcient  importance,  I 
should  feel  obliged  by  your  inserting  with  a  view  to  elicit 
answers  to  them  from  some  of  your  correspondents. 

1st.  During  the  action  of  a  voltaic  current  through  the 
compound  helix,  of  what  character  is  the  electricity  developed 
in  the  secondary  current? 

2d.  Can  any  reason  be  assigned  why  the  magnetic  lines 
should,  by  their  proximity  to  an  unelectrified  or  quiescent 
wire,  create  or  communicate  to  the,  at  present,  unrepulsive 
particles  of  electricity  a  repulsive  character,  so  that  they 
expand  and  form  an  electric  atmosphere,  extending  outwards 
in  every  direction  from  the  wire? 

3d.  Is  the  equilibrium  of  the  electricity  disturbed,  for  upon 
that  depends  the  Franklin  theory  of  any  and  every  electrical 
effect  ? 

4th.  If,  as  in  Mr.  Sturgeon's  theory,  magnetism  and  elec- 
tricity are  principles,  sui  generis^  and  exist  independent  of 
each  other  in  all  bodies  when  in  a  quiescent  state;  by  what 
action  is  either  the  one  or  the  other  made  evident? 

E. 


To  the  Editor  of  the  Annals  of  Electricity^  Sfc. 

Sir, 
As  many  of  your  readers  will  probably  have  heard  that  the 
spark  and  other  phenomena  have  been  obtained  from  a  thermo- 
electric pile,  a  description  of  that  apparatus  will  probably  be 
interesting. 

Yours,  &c. 

Thermal. 

''There  have  been  many  trials  to  make  thermo-electric 
piles  that  would  operate  like  that  admirable  instrument  for 
which  we  are  indebted  to  the  genius  of  Volta;  but  none  have 
been  crowned  with  that  degree  of  success  as  has  attended 
those  of  M.  M.  Nobili  and  Melloni.  These  two  philosophers 
have  constructed,  in  common,  a  thermo-electric  pUe,  with 
which  they  have  made  some  very  interesting  experimentfl  cm 
radiant  heat;  but  we  shall  confine  ourselves  to  a  description 
of  that  made  by  M.  Melloni. 

'*  The  pile  which  M.  Melloni  used  was  composed  of  fifty 
small  bars  of  bismuth  and  antimony  placed  parallel^  aide  by 
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side,  forming  one  prismatic  bundle  F  F^  fig.  96,  Plate  XI^  30 
millimetres  long,  and  something  less  in  diameter.  The  two 
terminal  faces  are  blackened.  The  bars  of  bismuth^  which 
succeed  alternately  those  of  antimony,  are  soldered  at  their 
extremities  (to  the  latter  metals),  and  separated  from  each 
other  at  every  other  part  of  their  surfaces  by  some  in&ulating 
substance  (silk  or  paper).  The  first  and  last  bars  have  each 
a  copper  wire  which  terminates  at  one  of  the  pegs  c  c,  of  the 
same  metal,  passing  through  a  piece  of  ivory  fixed  on  the  ring 
A.  The  space  between  this  ring  and  the  elements  of  the  pile 
is  filled  with  some  insulating  substance.  The  loose  extremi- 
ties of  the  two  wires  are  connected  with  the  ends  of  the  wire 
of  a  multiplier,  which  indicates,  by  the  motions  of  its  needle, 
when  the  temperature  of  the  furthest  face  of  the  pile  is  above 
or  below  that  of  the  other."     BecquereVs  Electricity. 

The  piles  which  are  now  used  in  London  are  made  of  square 
plates  of  antimony  and  bismuth  soldered  together  at  the  al- 
ternate edges,  as  shown  in  fig.  97,  Plate  XI;  where  the  shaded 
pieces  represent  the  antimony,  and  the  unshaded  pieces  the 
bismuth.  If  the  pile  were  used  in  the  zigzag  form,  as  in  the 
figure,  there  would  be  no  need  of  intervening  insulating  mat- 
ter; but  as  the  metals  are  usually  packed  closely  together  pa- 
rallel to  each  other,  it  becomes  necessary  to  place  between  the 
metals,  intervening  squares  of  card  board,  or  thick  paper,  to 
prevent  their  touching  one  another.  Tlie  terminal  metals  A 
and  B,  are  furnished  with  wire,  for  the  convenience  of  con- 
nexion. 

We  have  to  acknowledge  the  receipt  of  a  pamphlet  contain- 
ing some  excellent  observations  on  mineral  veins,  with  the 
theory  of  their  formation,  by  R.  Wear  Fox,  Esq,  Falmouth. 
We  have  also  received  from  the  same  gentleman  a  specimen 
of  artificial  copper  ore,  accompanied  by  a  letter  from  which 
the  following  is  an  extract.     Edit. 

'^  I  send  a  specimen  which  has  been  changed,  to  some  depth, 
by  electrical  agency,  from  the  bisulphuret  to  the  sulphuret  of 
copper.  This  and  other  specimens,  when  stripped  of  their 
crust  of  sulphuret,  have  been  found  to  be  greatly  reduced  in 
weight,  and  yet  W.  J.  Henwood  has  imagined  that  there  has 
been  no  change,  but  merely  decomposition.  (See  the  Annals 
of  Electricity.  No.  Ill,  page  225).  But  if  R.  W.  Fox's 
paper,  in  No,  II,  page  133,  of  the  same  valuable  publication, 
be  referred  to,  it  will  be  seen  that  W.  J.  Henwood  has  not 
made  his  experiments  as  there  described." 

END   OF   THE    FIRST    VOLUME. 
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foOawing  short  Ust  to  Public  Inspection  .*— 

^^  £.   s.   A 

E.  M.  CLARKE'S  MAGNETIC  ELECTRICAL 
MACHINE,  with  twq  Armatures,  Decomposition  of 
Water  Apparatus,  Voltaic  Magnet,  Apparatus  to  show 
the  ignition  of  Platina  Wire,  pair  of  Conductors,  Steel 
Maiptiets  weighing  dibs..  Adjusting  Key,  and  Lever ....  12  12  O 
DITTX),  fitted  up  for  meaical  electricity,  with  a  pair  of 
sponge  Directors 10  10    O 

Fpr  a  description  of  this  Machine  see  Lon<]on  and  Edinbnivfa  Phfl. 
Mstg^  For  October,  1836 ;  and  Stuigeon*s  Qoarterij  Annals  of  Electri- 
city, for  Jannarr  1837. 

SPONGE  DIRECTORS,  for  Ditto 0    7    6 

DECOMPOSITION  OF  WATER  APPARATUS,  for 
collecting  the  Gases,  separate  for  Ditto •       0  10    6 

PAIR  OF  PLATINA  DISCS,  for  showing  the  decomposi. 

tion  of  the  neutral  salts  for  Ditto  ••••       0    5    S 

MERCURY  CUP  AND  POINTS,  to  show  the  disadvan- 
tage of  the  Mercury  flood.  It  also  shows  the  combustion  of 
Mercury,  and  ignition  of  either  for  Ditto 0    3    O 

PROFESSOR  DAi^IELI/S  OXY-HYDROGEN  BLOW- 
PIPE,  WITH  MAUGHAM'S  JETS  AND  CARY'S 
LIME-HOLDER.  This  instrument  made  as  described 
hi  the  Transactions  of  the  Society  of  Arts,  YoL  L.y  and 
No.  IIL,  of  the  Annals  of  Electricity 1     5    0 

DITTO,  as  improved  by  E.  M.  C.  whereby  he  has  removed 
the  inconvenience  occasioned  by  Uie  use  of  so  many 
]>arate  parts.  Including  the  two  stopcocks  and  fear 
ion  joints  .....•..•...••••,..,...,,.. , , ,       i  15    0 


£.   *.    d. 

MULLINS'S  SUSTAINING  VOLTAIC  BA^ITERY.  By 

appointment  of  the  Inventor,  F.  W.  Mullins  Esq.,  M.  P.      110 

SHILLIBEER'S  SUST.UNING  VOLTAIC  BATTERY, 
AND  POLE  DIRECTOR  By  appointment  of  the  Inven- 
tor, Rey.  John  ShiUibeer •• •••*•••        110 

BACHHOFFNER'S  SUSTAINING  VOLTAIC  BAT- 
TERY. By  appointment  of  the  Inventor,  G.  H.  Bachhoff- 
ner.  Esq 0  12     6 

BOX  CONTAINING  NINE  BACHHOFFNER'S  BAT- 
TERIES.  with  an  arrangement  so  as  to  obtain  Quantity 
or  Intensity  in  a  moment 4    4    0 

CLARKE'S  PULMOMETER.    By  appointment  of  the 

Inventor,  Sir  Arthur  Clarke,  M.D 2    9    0 

IMPROVED  PORTABLE  HYDRO-OXYGEN  MICRO. 
SCOPE.  This  instrument  is  capable  of  showing  objects, 
magnified  on  a  medium  from  ten  thousand  to  two  million 
times;  including  objects,  patent  india  rubber  gas  bags, 
hydrogen  generator,  and  oxygen  retort,  from  £16.  to. .     35    0    0 

E.  M.CLAlfeE'S  ELECTREPETER.  See  No.  L  Vol.  1. 

Annals  of  EHectricity ...••       1     0    0 

KM.  CLARKE'S  ELECTRO-GASOMETER.    See  No. 

in.  Vol.  1,  Annals  of  Electricity 1  10    0 

E.  M.  CLARKE'S  THERMO. VOLTAMETER,  Do.  Do.      2  10    0 

K  M.  CLARKE'S  APPARATUS  FOR  THE  DECOMPO- 
SITION  OF  WATER,  2  inchdiameter 0  10    6 

DITTO,     4.inch    diameter,    £\,  6^.     DITTO,    7-inch 

diameter,  £1.  10*.    DITTO,  l^-inch  diameter   4    4    0 

E.  M.  CLARKE'S  BOX  VOLTAIC  BATTERY 015    0 

E.  M.  CLARKE'S  ARRANGEMENT  OF  THE  VERTI- 
CAL  CYLINDRICAL  MAGNET,  with  flood  cups, 
leveling  screws  on  tripod  stand    ..••••.••...•••••.•.       1  10    0 

ROTATING  VOLTAIC  MAGNET,  and  mercury  flood 
for  ditto 0  10    0 

PAIR  OF  AMPERE'S  BUCKETS,  for  ditto 0  10    0 

PAIR  OF  MOBILE  WIRE  FRAMES,  to  show  rotation 
on  the  poles  of  Do.,  by  voltaic,  magnetic,  and  thermo- 
electricity   • 0    5    0 

E.  M.  CLARKE'S  ARRANGEMENT  OF  THE  MAG- 
NETS  ROTATING  ROUND  AN  ELECTRIFIED 
WIRE 110 

SINGER'S  GOLD  LEAF  ELECTROSCOPE,  and  con- 
denser, as  improved  by  E.  M.  Clarke .••••.«•••('    2    0    0 

DITTO,  large  size  for  the  lecture  table 2  12    6 

CANNON,  on  pedestal,  with  electrophorus  and  hydrogen   . 

generator  to  explode  oy  the  electric  spark .  •  •  •  • 4  14    6 


B.  M.  Claike  tikes  this  opportunity  of  respectfbllj  tDtimatiiig  ihat  behss  maAtvmanffi- 
ne&te  in  kU  new  estabUahment  to  imm.  priTate  cUsies  iTor  Instniction  in  Bleetricitr  in  its 
mrioos  bnnches.  V]& ;  Prictionai.^  Crbmical,  kXD  Maomitical.  In  this  ■aoortak- 
inff  ke  will  be  auisted  by  scientific  firiends. 

Fvtker  pnrticnlnis  can  be  bad  personally,  or  by  letters,  postpaid*  addressed  to  E.  M. 
Clarke,  Laboratory  of  Science,  ll,  Lowtker  Arcade. 

An  Apprentice  Wsmted. 

It  ii  requested  that  all  Coffimtmiea(tbf»  fcr  Aem  ^  Ahhals"  may  he 
addreesedy  post  paid^  to  Mb.  Stxtrgbon,  Adelaide  OaOery  of  Praeticai 
Sdenee^  Aaekdde  Street^  West  Strand;  but  all  Scientific  Booh  for  review^ 
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TO  CORRESPONDENTS  AND  READERS. 


Number  5  of  the  ^^  Annals''  will  appear  on  the  first  day  of  July,  and 
will  contain,  amongst  other  matters,  tne  remaining  part  of  Dr.  Faraday's 
seventh  series  of  experimental  researches,  &c,,  with  remarks. 

An  Enquiry  into  the  attributes  of  the  Galvanometer  resumed  and 
concluded. 

The  method  of  making  artificial  magnets^  and  aome  other  matter  which 
has  long  been  promised,  will  also  appear  m  the  5th  number. 

Mr.  Maugham's  paper,  which  was  promised  &r  the  present  number, 
has  been  withdrawn  for  revisal.    It  is  promised  for  our  next. 

Our  Correspondents  are  requested  to  send  in  their  communications  as 
early  as  posdble. 

Plate  11,  referred  to  in  Dr.  Faraday's  paper  will  appear  in  our  next 

number. 
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E.  M.  CLARK  begs  to  inform  the  public  that  he  has  added  a  Lecture 
Room  to  his  Establishment,  wherein  it  is  his  intention  to  have  at  various 
times,  Lectures  upon  the  different  branches  of  Natural  Philosophy.  As  he 
r.,.onrta*.s  to  confine  each  course  to  one  particular  subject,  it  will  be  evi- 


dent  that  the  matter  treated  of  may  be  more  fully  developed  than  if  the 
whole  were  embraced  in  one  short  course.  E.  M.  Clarke  takes  this  oppor- 
of  returning  his  grateful  acknowledgments  to  those  Ladies  and  Gentlemen 
who  have  honoured  him  with  their  presence  during 

Mr.  Stvboeon's  Ijectures 

ON 

ELECTRO-MAGNETISM 

AND 

MAGNETIC  ELECTRICITY, 

and  to  state,  that  in  consequence  of  the  great  number  of  persons  which 
he  was  compelled  to  disappoint  on  account  of  the  class  being  limited  to 
40  persons,  that  course  will  be  repeated.   Half  the  Class  is  now  formed. 

E.  M.  CLARKE  HAS  JUST  MADE  ARRANGEMENTS  WITH 

For  a  Course  of  Twelve  Lectures  on 

Frlctional  and  Chemical  Klectricity. 

Prqspectus  and  further  information  of  which,  may  be  obtained  by  apply- 
ing to  him  at  his  Establishment 


TERMS,  FOR  EITHER  COURSE,  £1.  I>. 
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NOTICE  TO  CORRESPONDENTS. 
Mr.  Clibboni'fl  asd  Dr.  Simon's  papers  will  appear  in  oar  next  namber. 
A  description  of  a  Magnetic  Electrical  Maclune,  (without  iron  armature)  will  also 
appear  in  our  next. 

We  are  promised,  by  their  authors,  some  of  the  papers,  in  their  original  forms,  which 
(       were  read  at  the  Liverpool  Meeting  of  the  British  Association  for  the  promotion  of  science. 

All  thoae  that  arrive  in  time  will  appear  in  our  next  number. 
J  The  second  volume  of  the  **  Annals"  will  commence  on  the  first  of  January,  1838,  and 

will  be  continued  in  monthly  numbers. 
The  title  page  and  index  for  the  first  volume  vnll  be  given  vnih  our  next  number. 

I  liABOBATOBY    OF    mCtmiSClS, 

I  AND    WAREHOUSE    FOR 

MAGNETICAL,  PHILOSOPHICAL,   OPTICAL,   &  CHEMICAL 

MANDFACTUBBD  BY 

BDWABD      n.      CliABKB, 
BEAGNETICAI.    INSTRUKENT    MAKER, 

BY    APPOINTMENT.    TO   THE   ROYAL 

VmriVKRSITY   OF  €MRISTIAMAi, 

NORWAY. 
STO.   II9    liODTTHClR    Arc  ADS,  IiOM]»09^, 

f  Directly  opposite  the  Adelaide  Gallery  ;  late  of  Agar  St,  Strand,  J 

m  CO.OPBBATION  WITH 

CHABIiES      CHBlTAIilBB, 

Ingenieur  Opticien^  Brevet^  par  le  Roi^  &c.  &c. 
Palais-Royal,  No.  163,  Galerie  Valois  k  Paris, 

Is  enabled  to  supply  his  Friendii  and  thn  Public  in  general,  with  the  latest  French  Im- 
provements and  Inventions  in  scientific  Instruments  and  apparatus. 

E.  M,  Clarke's  Electro  Magnetic  Cabinet j  contaioiD^  apparatus  to  ex- 
hibit the  following  interesting  experiments,  viz:  rotation  of  a 
mobile  wire  frame  having  an  ascending  or  descending  voltaic  mag-- 
netio-electrical,  or  thermo-electric  current,  round  ^e  pole  of  a  fixed 
magnet  Marsbe's  improvement  of  Ampere's  cylindrical  voltaic 
battery  to  show  that  when  suspended  on  the  pole  of  a  magnet^  that 
the  zinc  aud  copper  elements  rotate,  and  in  contrary  oirections. 
.  Ritchie's  rotating  horizontal  voltaic  magnet,  it  also  exhibits  the 
magnetic  electrical  spark.  Sturgecm's  apparatus,  consisting  of  a 
helical  coil  of  fine  wire  on  a  hollow  reel  to  exhibit  the  development 
of  magnetic  electrical  currents.  When  the  magnet  is  put  within  the 
coil  a  deflection  of  the  galvanometer  needle  is  produced ;  on  with- 
drawing the  magnet  from  the  coil  the  deflection  is  in  the  contrary 
direction.  Coil  of  insulated  wire  to  produce  magnetism  in  steel 
needles,  it  also  shows  by  placing  a  piece  of  soft  iron  within  it  the 
principle  of  the  voltaic  magnet.  Apparatus  to  show  that  if  a  voltaic 
current  is  free  to  move,  that  it  will  set  itself  at  right  angles  to  the 
magnetic  meridian,  also  the  attraction  and  repulsion  of  voltaic  and 
magnetic  currents.  Bent  bar  of  soft  iron  enveloped  in  a  coil  of  in- 
sulated copijer  wire,  and  an  armature  to  show  the  production  of 
magnetism  m  iron  by  voltaic  electricity.  Before  the  apparatus  is 
connected  with  the  calorimotor  it  is  in  a  state  of  indifference  as  re- 
gards magnetism,  but  when  the  voltaic  current  uasses  through  the 
calorimotor  and  the  coil  from  the  armature  attacned  it  will  sustain 
froin  15  to  20  lbs.  The  apparatus  to  show  the  continued  ignition  of 
platina  wire  by  Shillibeer  s  sustaining  battery,  a  sulphur  match  can 
be  readily  lit  by  it.  To  exhibit  the  above  experiments  the  following 
instruments  are  securely  packed  in  a  neat  mahogany  cabinet  with 
lock  and  key.  Two  cylindrical  bar  magnets  with  armatures; 
' 'llibeer's  sustaining  voltaic  battery ;  Hare's  spiral  calorimotor; 
ipere's  cylindrical  voltaic  battery ;  mobile  wire  frame;  Ritchie's 


E.M.  Clarke's  Magnetic  Electrical  Machine^  with  two  Armatures 
Decomposition  uf  Water  Apparatus,  Voltaic  Magnet,  Apparatus  to 
show  the  ignition  of  Platina  Wire,  pair  of  Conductors,  Steel  Mag- 
nets weighing  12lbs.,  Adjusting  Key,  and  Lever 12  12    0 

Ditto^  fitted  up  for  Medical  Electricity,    with   a  pair    of  sponge 

Directors 10  10    0 

For  a  descriptioD  of  thift  Machine  see  London  and  Edinburgh  Phil  Ma^., 
for  October,  1836 ;  and  Stnrgeon's  Qaarterly  Annals  of  Electricity^  tor 
January  1837. 

5powg^e  l>irec/or*  for  Ditto 0    7    6 

Vecomjamtion  of  ff*aier  Apparatus^  for  collecting  the  Oases,  separate 
forDitlo • 0  10    6 

Pair  of  Platina  DiscSy  for  showing  the  decomposition  of  the  neutral 

salts  for  Ditto • 0    5    6 

Micrometer  Eve  Picce^  for  showing  the  Magnetic  Electrical  Spectrum, 
Single  5s.  6d„  Double 0    8    6 

Mercury  Cup  and  Points^  to  show  the  disadvantage  of  the  Mercury 
food.  It  also  shows  the  combustion  of  Mercury,  and  ignition 
of  ether  for  Ditto   ^ 0    3    0 

E.  M.  Clarke^ »  Arrangement  of  the  Vertical  Cylindrical  Magnet,  mih 

flood  cups,  leveling  screws  on  tripod  stand  ••• 110    0 

Rotating  roltaic  Magnet,  and  mercury  flood  for  Ditto «••••       0  10    0 

Pair  of  Amperes  Bucketg,  for  Vhto 0  10    0 

Pair  qf  Mobile  tFtre  Frames,  to  show  rotation  on  the  poles  of  Ditto., 

by  voltaic,  magnetic,  and  thermo-electricity 0    5    0 

Mullins's  Sustaining  Voltaic  Battery,  By  appointment  of  the  inven* 
tor,F.  W. Mullins, Esq  M.  P. 1     1    0 

Box  containing  Ten  of  the  above  Voltaic  Batteries,  with  E.  M.  Clarke's 

arranfi^ement  so  as  to  obtain  quantity  or  intensity  in  a  moment  .  •  •  •       4    4    0 

Ditto,  of  a  larger  size  equal  in  power  to  2  of  the  above  boxes •       7    7    ^ 

ShiUibeer*s  Sustaining  Voltaic  Battery,  and  Pole  Director,  By  ap- 
pointment of  the  inventor,  Rev.  John  Shillibeer .•••.••••       1     I    0 

Professor  Henry^ssoft  iron  voltaic  magnets,  with  E.  M.  C's  binding 
screws.  These  magnets  are  made  of  various  sizes  to  sustain  from 
5Glb.  to  several  tons ••••••.••• 

Sturgeon's  Apparatus,  to  show  the  attraction  and  repulsion  of  voltaic 

and  magnetic  currents 0  17    6 

Apparatus,  of  various  descriptions  to  show  the  spark,  decompose 
water, and  give  shocks  by  ThermO'electricity ..••••••..• 

E,  M.  Clarke* s  Electrepeter.  See  No.  I.  Vol.  1.  Annals  of  Electricity.      10    0 

E.M.  darkens  Electro^Gasometer,    See  No.  3.  Vol.  1,  Annals  of 

Electricity 1  10    0 

E, M.  Carke's  Thermo-VoltameterfTyitto 2  10    0 

Insulated  Copper  Wire,  for  Electro-AIagnetic  experiments,  of  any  length 

Sulphate  of  Copper,  for  Sustaining  Voltaic  Batteries  .••••••• • 

£.  M,  Clarke  aobmits  the  above  List  of  Philosophical  Instniments  with  their  prices 
to  publio  inspection,  and  begs  leave  to  state  that^  in  addition  to  a  theoretic  knowle^e  of 
tlie  principles  of  their  formation  and  application,  he  possesses  the  mechanical  capability  of 
constructing  them  with  his  own  hands,  and  really  makes  what  he  selb.  His  Workshops 
are  at  all  times  open  to  the  inspection  of  Scientific  persons  who  may  have  any  invention  in 
progress  of  practical  development,  and  he  will  be  happy  to  afford  anv  experimental  assist- 
ance (Chemical  or  Mechanical}  that  may  be  required ;  for  whicn  his  Laboratory  and 
Workshops  offer  the  most  desirable  facilities.  It  has  been  E.  M.  Clarke's  endeavour  to 
make  each  instrument  answer  as  mcmy  experimental  purposes  as  possible ;  being  well 
aware  that  one  of  the  greatest  impediments  to  the  pursuit  of  Science  is  the  expense  attend- 
ing its  investigations,  and  he  invariably  ascertains  that  every  article  will  perfectly  perform 
the  duties  tar  which  it  is  intended  before  he  delivers  it  to  the  purchaser.  As  the  lowest 
possible  cash  price  is  stated  for  each  article,  E.  M.  Clarke  cannot  allow  any  discount 

WAREHOUSE    FOR 

ELECTRICAL,  ELECTR4)-MAGNETIC,   CHEMICAL, 

AND 

PHILOSOPHICAL    APPARATUS, 


ratus  of  the  best  manufacture,  and  on  very  moderate  terms  at  his  ware- 
house as  above.    Catalogues  gratis. 

A  set  of  Electro-magnetic  Experiments  packed  in  case  complete,  Prico 
5  Guineas,  containing  a  Mullins's  voltaic  sustaining  battery;  an  improved 


muriate  of  ammonia;  nitrate  of  mercury;  mercury,  &c. 
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